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ft* section of mo FEDERAL REGISTER 
contains regulatory documents having 
pnoral applicability and legal effect, moat 
ot erhicis are keyed to and codified in 
fa Code of Federal Regulations, which is 
pushed under 50 titles pursuant to 44 
ILSLC 1510. 

The Code of Federal Regulations is sold 
by the Superintendent of Documents. 

Press of new books are listed in the 
frt FEDERAL REGISTER issue of each 

•Kk. 


DEPARTMENT OF AGRICULTURE 

Animal and Plant Health Inspection 

Service 

ICFR Parts 71 and 78 
[Docket No. 85-065] 

Individual Identification Devices for 
Cattle and Swine 

agency: Animal and Plant Health 

Inspection Service, USDA. 

action: Final rule. _ 

summary: This docu ment amends the 
regulations fat 9 CFR Parts 71 and 78 by 
requiring that certain individual 
idcnSiRcation devices remain on cattle 
wd ewine while such animals are being 
moved in interstate commerce, from the 
point of origin of the interstate 
movement to final destination. 

Previously, the regulations required that 
the devices remain on the animals only 
for movement interstate. The intended 
effect of this action is to strengthen the 
tools available for use against the 
spread of communicable diseases of 
cattle and swine by helping establish a 
more effective means of tracing infected 
and exposed animals. 
effective date: December 8.1985. 
for further information contact: 

Dr Robert E Wagner. VS. APHIS. 

USD A, Room 805, Federal Building. 6505 
Belcrest Road. Hyattsville, MD 20782, 
3JM30-88M. 

SUPPLEMENTARY INFORMATION: 

Background 

A document published in the Federal 
Register on April 17.1985 (50 FR 15186- 
1S16<9), proposed to amend the "General 
Provisions" regulations and the 
Brucellosis*' regulations (contained in 9 
CFR Parts 71 and 78 and referred to 
helow as the regulations) by making 
Ganges concerning individual 
identification devices. 


Comments were solicited in response 
to the proposal for a 60*day period 
ending June 17.1985. Twenty-seven 
comments were received. These 
comments were from State Departments 
of Agriculture, members of Congress, 
veterinary associations, and 
representatives of the cattle and swine 
industry. Eight commentcrs supported 
the proposal. The other commentcrs 
objected to one or more aspects of the 
proposal. These objections are 
discussed below. Dased on the rationale 
contained in the proposal and in this 
document, the provisions of the proposal 
have been adopted in the final nile as 
proposed. 

Some of the commentcrs apparently 
assumed incorrectly that there were no 
existing requirements for individual 
identification devices for cattle or swine 
moved from one State into another 
State, and objected to the placement of 
any such requirements. No changes ere 
made based on these comments. Prior to 
the publication of the proposal, 
individual identification devices were 
already required by the regulations for 
the interstate movement of certain cattle 
and swine. It was merely proposed to 
require that such individual 
identification devices remain on the 
animals for the full time they are being 
moved in interstate commerce (from the 
point of origin of the interstate 
movement to the animals' final 
destination). 

One commenter suggested that the 
interstate movement of cattle and swine 
directly to slaughter be exempted from 
the proposed requirement that 
individual identification devices remain 
on the animals for the full time they are 
being moved in interstate commerce. 
Individual identification devices, along 
with documents such as owner-shipper 
statements, are intended to allow an 
animal found to be infected with a 
disease to be traced back through 
marketing channels and thereby help 
identify the source of the disease and 
other animals affected with the disease. 
Certain movements in interstate 
commerce of cattle and swine to 
slaughter are already exempted from 
any requirement for individual 
identification of the animals. Under 
current 1 71.18(a)(1)(iil. cattle moved 
from a farm, ranch, or feedlot to a 
slaughtering establishment operating 
under the provisions of the Federal Meat 
Inspection Act (21 U.S.C. 601 et seq.), a 


slaughtering establishment specifically 
approved under 9 CFR 78.16(b). or a 
stockyard posted under the provisions 
of the Packers and Stockyards Act, 1921. 
as amended (7 U.S.C. 181 et seq ). for 
subsequent movement to such 
slaughtering establishments, arc already 
exempted from this requirement if the 
cattle ore identified upon arrival at the 
slaughtering establishment or stockyard, 
as specified in the regulations. Also, 
with respect to swine. $ 78.30(a) 
provides (footnotes not included): 

fa) Sows and boars sold for slaughter or for 
sale far slaughter. To provide far traceback 
to their herd of origin, all sows and boars 
moved interstate for slaughter or for sate for 
•laughter shall be identified to the herd of 
origin by a Veterinary Services approved 
tattoo code applied c 1 to the back of each 
swine prior to such interstate movement and 
before they are mixed with swine from any 
other source; Provided, That upon written 
request from a State Animal Health official of 
a State, the Area Veterinarian in Charge of 
that State may authorise the use of 
Veterinary Services approved swine 
identification tags 9 on sows and boars 
instead of or in addition to the tattoo when 
such approved swine identification tag 9 it 
determined by him to be necessary to provide 
for traceback to the herd of origin. However, 
sows and boars may be moved interstate, 
without such prior identification, directly 
from a herd of origin to a slaughtering 
establishment operating under the provisions 
of the Federal Meat Inspection Act (21 US.C. 
601 et seq.). or a State inspected slaughtering 
establishment, or to a stockyard posted under 
the provisions of the Packers and Stockyards 
Act, at amended (7 U.S.C 181 et seq.), or a 
market agency or dealer registered under 
said Packers and Stockyards Act if such 
swine are identified to the herd of origin by a 
Veterinary Services approved swine 
identification tag 9 or approved tattoo code 
applied 1 to the back of each swine upon 
arrival thereat and before they are mixed 
with swine from any other sources. 0 

Individual identification devices are not 
required for the movements indicated 
above because the required 
identification at destination would be 
adequate for traceback purposes, if 
necessary. Individual identification 
devices are needed for other movements 
in interstate commerce of cattle and 
swine to slaughter because, without 
individual identification devices, often 
there would not be adequate 
identification to trace the movement of 
cattle and swine back to the point of 
origin. Therefore, no changes are made 
based on this comment. 
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One commenter asserted that new 
identification devices should be allowed 
to be placed on cattle at livestock 
markets during movement in interstate 
commerce in lieu of the devices required 
on the cattle at the beginning of the 
movement since “many of the cows 
several years old that are moved in 
interstate commerce are wearing tags 
that are either worn or illegible." No 
changes are made based on this 
comment. Dased on experience, it 
appears that it is less cumbersome, less 
time consuming, and more accurate for 
traceback purposes, to read and record 
the identification number on an existing 
identification device than to remove the 
existing identification device, apply 
another identification device, and record 
the number from the new device. Placing 
new identification on animals during 
movement in marketing channels prior 
to the animals reaching their final 
destination may make recording 
transactions simpler for individual 
stockyards or auction markets, but. 
unless new identification is correlated 
tvith old identification, traceback may 
become impossible. Further, it appears 
that allowing new identification in lieu 
of the original identification would only 
increase the probability of error and 
allow an opportunity for 
misrepresenting the origin of an animal. 

Proposed { 71.18(a)(3) provides that 
each person who ships, transports, or 
otherwise causes cattle to be moved in 
interstate commerce is responsible for 
the identification of the cattle as 
required by the regulations. Proposed 
} 78.30(c) contains similar provisions 
applicable to swine. One commenter 
objected to the inclusion of persons who 
"otherw ise cause the cattle |or swine] to 
be moved in interstate commerce” in 
these provisions, based on the assertion 
that it would place responsibility for 
identification on packers who purchase 
cattle or swine in one State and move 
the animals to another State. The 
commenter indicated that the 
responsibility for identification should 
be solely that of the "livestock producer, 
his agent or his trucking company." No 
changes are made based on this 
comment. The inclusion of persons who 
"otherwise cause cattle (or swine) to be 
moved in interstate commerce" was 
intended to cover employees or other 
agents of a purchaser who buy animals 
and have them shipped interstate. These 
employees or other agents are in a 
position to exercise control over matters 
relating to the movement of animals in 
interstate commerce, including the 
individual identification of the animals. 
Accordingly, it is necessary that the 
employees or other agents assume 


responsibility for the identification of 
the animals. 

One commenter suggested that the 
wording of $ 71.18(a)(3) be rephrased to 
define "persons who ship, transport, or 
otherwise cause cattle to be moved in 
interstate commerce" as those who have 
"controlling authority" over the 
shipment. No changes are made based 
on this comment, it was intended that 
the requirement apply to "any person 
who ships, transports, or otherwise 
causes cattle to be moved in interstate 
commerce.” The term "controlling 
authority" does not sufficiently identify 
those persons subject to such 
requirements. 

One commenter requested that the 
final rule include a provision stating that 
"Nothing in this rule's language shall be 
construed to place any responsibility for 
the removal of identification devices by 
those not in the employ of persons 
causing or carrying out the interstate 
movement of cattle. . • ." No changes 
are made based on this comment. 

The commenter’e request apparently 
relates to proposed {§ 71.18(a)(4) and 
78.30(d) of the regulations. The 
regulations at proposed ( 71.18(a)(4) 
provide that: 

No person shall remove or tamper with or 
cause the removal of or tampering with a 
backtag. eartag. brand, or other identification 
device required to be on cattle pursuant to 
this section while such cattle are being 
moved in interstate commerce, except at the 
time of slaughter, or as may be authorized by 
the Deputy Administrator. Veterinary 
Services, upon request in specific cases and 
under such conditions as the Deputy 
Administrator. Veterinary Services, may 
impose to ensure continuing identification. 

Proposed 5 78.30(d) contains similar 
provisions concerning swine. It was not 
intended that the prohibitions apply 
only to "persons in the employ of 
persons causing or carrying out the 
interstate movement of cattle." As 
stated in the proposal at 50 FR 15167- 
15168 it was intended that the 
prohibitions apply to all persons while 
the animals are being moved in 
interstate commerce since an effective 
tracing program could be frustrated if 
any of the devices were allowed to be 
removed or tampered %vith by anyone. 

The same commenter requested that 
the final rule include a provision stating 
that "Nothing in the rule's language shall 
be construed to place responsibility for 
accidental loss of individual 
identification devices during shipment. 
Nor is retention after arrival at final 
destination necessary." No changes are 
made based on this comment. The 
regulations do not apply to cattle and 
swine which have airived at final 
destination, and there is no requirement 


that any individual identification device 
be retained after arrival at final 
destination. Since the regulations clearly 
apply only to the period of time during 
which the cattle and swine are in 
interstate commerce, it appears to be 
unnecessary to indicate in the 
regulations that no retention of 
individual identification devices is 
necessary after the cattle or swine have 
been moved in interstate commerce. 
Further, it does not appear necessary to 
include provisions in the regulations 
specifying that there are no 
requirements concerning occidental lost 
of identification devices during 
shipment since proposed § 71.18(a)(4) 
and | 78,30(d) clearly apply only to the 
removal of tampering with identification 
devices. 

The term "person" is defined in Part 
78 to mean "any individual, corporation, 
company, association, firm, partnership, 
society, or joint stock company, or other 
legal entity." It was intended that the 
term have the same meaning for the 
purposes of Part 71. Therefore, the final 
rule amends Part 71 by adding the same 
definition of "person" that currently 
appears in Part 78. 

Executive Order 12291 and Regulatory 
Flexibility Ad 

This rule is issued in conformance 
with Executive Order 12291 and has 
been determined to be not a "major 
rule." Based on information compiled by 
the Department, it has been determined 
that this rule will not have a significant 
effect on the economy, will not cause a 
major increase in costs or prices for 
consumers, individual industries, 
Federal. State, or local government 
agencies, or geographic regions; will not 
have a significant adverse effect on 
competition, employment, investment, 
productivity, innovation, or on the 
ability of United States-based 
enterprises to compete with foreign* 
based enterprises in domestic or export 
markets. 

This rule will not impose additional 
activities on the part of any person since 
it merely requires that individual 
identification devices, which are already 
required to be applied to certain 
animals, remain on such animals while 
the animals are being moved in 
interstate commerce, from the point of 
origin of the interstate movement to 
final destination. 

Under the circumstances explained 
above, the Administrator of the Animal 
and Plant Health Inspection Service has 
determined that this rule will not have n 
significant economic impact on a 
substantial number of small entities. 
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Executive Order 12372 

This program/aefivity it Rated in the 
Catalog of Federal Domestic Assistance 
under No. 10.025 and it subject to the 
provisions of Executive Order 12372 
which requires intergovernmental 
consultation with State and local 
officials. (See 7 CFR 3015, Subpart V) 

List of Subjects 

9CFR Part 71 

Animal diseases, livestock and 
livestock products. Poultry and poultry 
products; Quarantine, Transportion. 

9 CFR Part 78 

Animal diseases, Brucellosis, Cattle. 
Hogs. Quarantine, Transportation. 

Accordingly. Parts 71 and 78 of 9 CFR 
*re amended as follows: 

PART 71—GENERAL PROVISIONS 

L The authority citation for Part 71 is 
revised to read as set forth below and 
the authority citations following all the 
lections in Part 71 are removed; 

Authority: 21 US.G Ul-113, 114*. 114*-!. 
US-117. 130-1201134b. 134f*. 7 CFR 2.17, 251. 

*nd 3? 1.2(d), 

2. The terms in { 71.1 are rearranged 
alphabetically without paragraph 

designations. 

1 Definitions of “moved" and 
“person" are added to § 71.1 In 
alphabetical Older to read as follows: 

$71.1 Definitions. 

♦ • • • • 

Moved (movement) ** interstate 
commerce. Moved from the point of 
origin of the interstate movement to the 
animals* final destination, such as a 
’^lightering establishment or a farm for 
breeding or raising* and including any 
temporary stops for any purpose prior to 
movement to final destination, such as 
Hops at a stockyard or dealer premises 
for feed, water, rest, or sale. 

• • » • 

Person. Any individual corporation, 
company, association, firm, partnership, 
weieiy. or joint stock company, or othar 

legal entity. 

The heading for § 71.18 is revised to 

read: 

f 71.1$ Individual Identification of certain 
cattle 2 years of aga or over for movement 

b taterstete commerce. 

5. In the first sentence of ( 71.18(a), 
bring moved interstate" is changed to 
“being moved in interstate commerce'* 
*nd "shall be moved interstate" is 
changed to “shall be moved in interstate 
commerce". 

& In the second sentence of § 71.18(a). 
All interstate movements" is changed 


to “Any movement in interstate 
commerce". 

7. In J 71.18(a)(l)(i), "May be moved 
interstate' 4 is changed to "May be 
moved in interstate commerce"; "when 
moved interstate." is changed to "when 
moved in interstate commerce,**; and 
"such cattle are accompanied" is 
changed to "such cattle when moved 
interstate are accompanied". 

8. In i 7l.l8(a)(1)(ii). "May be moved 
interstate*' ia changed to "May be 
moved in interstate commerce". 

9. In the first proviso of 

S 7i.i8(a)(l)fii). "If such cattle are 
moved interstate* 4 is changed to "if such 
cattle are moved in interstate 
commerce" and "when moved 
interstate," is changed to "when moved 
in interstate commerce,". 

10. In the second proviso of 

§ 71.18(a)(l)(ii). "when such cattle are 
moved interstate" ia changed to "when 
such cattle are moved m interstate 
commerce**. 

11. In S 71.18fa)fl)(iii). the material 
preceding the first cofon is revised to 
read: "May be moved in interstate 
commerce for any purpose other than 
slaughter if such cattle, when moved in 
interstate comcrce. are identifitd by 
Animal and Plant Health Inspection 
Service-approved eartags in lieu of 
backtags, and are accompanied when 
moved interstate by an owner's 
statement or other document* stating". 

12. In the proviso in § 71.18(a)p)(fif). 
"which are moved interstate" is changed 
to "which are moved in interstate 
commerce". 

13. In $ 71.18, paragraph (a](3) is 
revised and new paragraph (a)t4) is 
added to read: 

§ 71.18 Individual ktonttflcsticn of certain 
cattle 2 year* of age or ovar for movement 
In Interstate commerce. 

(a) 

(3) Each person who ships, transports, 
or otherwise causes the cattle to be 
moved In interstate commerce is 
responsible for the identification of the 
cattle as required by this section. 

(4) No person shall remove or tamper 
with or cause the removal of or 
tampering with a backtag. eartag, brand, 
or other identification device required to 
be on cattle pursuant to this section 
while such cattle are being moved in 
interstate co m m e rce, except at the ttme 
of slaughter, or as may be authorized by 
the Deputy Administrator, Veterinary 
Services, upon request in specific cases 
and under such conditions as the Deputy 
Administrator, Veterinary Services, may 
impose to ensure continuing 
identification. 

• • • • • 


PART 78 —BRUCELLOSIS 

14. The authority citation for Part 78 
continues to read as follows: 

Authority: 21 USG Ul-114a-l, 114g, 115. 
117,120*121.123-128,134b, 134f; 7 CFR 2.17. 
251. end 3712(d). 

15. A new paragraph (iii) is added to 
§ 78.1 to read as follows: 

§78.1 Definitions. 

• • • r • 

(iii) Moved (movement) in interstate 
commerce. Moved from the point of 
origin of the interstate movement to the 
animals 4 final destination, such as a 
slaughtering establishment or a farm for 
breeding or raising, and including any 
temporary stops for any purpose prior to 
movement to final destination, such as 
stops at a stockyard or dealer premises 
for feed, water, rest or sale. 

16. In the heading for Subpart E in 9 
CFR Part 78, the word "Interstate" is 
removed. 

§70.26 [Amended) 

17. In 178.28 "or in interstate 
commerce’* is added immediately after 
the word "Interstate* 4 . 

§78.30 (Amended) 

18. In the first sentence of § 78.30(a) 
"sows and boars moved interstate" is 
changed to "sows and boars moved in 
interstate commerce" ond “prior to such 
interstate movement" is changed to 
"prior to such movement in Interstate 
commerce". 

19. In the second sentence of 
§ 78.30(a), "may be moved 
interstate."changed to "may be moved 
in interstate commerce.* 4 . 

20. In the first sentence of § 78.30(b), 
"all breeding swine moved interstate" is 
changed to "ail breeding swine moved 
in interstate comnjsrce" and ‘“prior to 
such interstate movement" is changed to 
"prior to such movement in interstate 
commerce". 

21. In § 78.30 paragraph fc) ts revised 
and new paragraph (d) is added to read: 

§ 78.30 Identification of tows end boars. 

• • • • • 

(c) Each person who ships, transports, 
or otherwise causes the swine to be 
moved in interstate commerce Is 
responsible for the identificatioa of the 
swine as required by this section. 

(d) No person shall remove or tamper 
with or cause the removal of or 
tampering with a tattoo, approved swine 
identificatioa tag, or other identification 
device required to be on swine pursuant 
to this section while such swine are 
being moved i a interstate commerce, 
except at the time of slaughter, or as 
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may be authorized by the Deputy 
Administrator upon request in specific 
cases and under such conditions as the 
Deputy Administrator may impose to 
ensure continuing identification. 

Done at Washington. D.C., this 30th day of 
October 1985. 

C.J. Fichtoer. 

Acting Deputy Administrator. Veterinary 
Sen'ices. 

|FK Doc. 85-26330 Filed 11-5-85; 8:45 am) 

BIU.INO coot S4I0-S4-M 


FEDERAL HOME LOAN BANK BOARD 
12CFR Part 563 
I No. 85-949) 

Appraised Equity Capital 

Date: October 24.1985. 

agency: Federal Home Loan Bank 
Board. 

action: Final rule. 

summary: The Federal Home Loan Bank 
Board (“Board") is amending 12 CFR 
563.13 to extend the “sunset" date of its 
appraised-equity-capital regulation and 
make other minor changes to the 
provisions of that rule. 

In 1982. the Board promulgated a rule 
authorizing institutions whose accounts 
are insured by the Federal Savings and 
Loan Insurance Corporation (“FSLIC") 
(“insured institutions*') to include an 
item called “appraised equity capital" in 
computing their regulatory net worth. 
That authority was to expire on 
December 31.1985. unless the Board 
elected to renew or rescind the 
regulation at an earlier date. By its 
action today, the Board is extending 
authority for insured institutions to 
continue to calculate appraised equity 
capital a 9 part of their net worth from 
December 31.1985, to December 31, 

1986. In addition, the Board is codifying 
the “grandfatliering** of elections under 
this regulation so that insured 
institutions may continue to receive the 
benefit of the election after the provision 
expires. Finally, the Board is adopting 
technical amendments that conform the 
language of the appraised-equity-capital 
rule with that of the net-worth rule. 
effective DATE: November 7.1965. 

FOR FURTHER INFORMATION CONTACT: 
Karen Knopp 0*Konaki, Attorney (202) 
377-6466. Regulations and Legislation 
Division. Office of General Counsel. 
Federal Home Loan Bank Board. 1700 G 
Street. NW.. Washington. D C. 20552. 
SUPPLEMENTARY INFORMATION: On 
November 4.1982. by Resolution No. 82- 
729, the Board issued a final rule 


permitting insured institutions to include 
appraised equity capital in their 
calculations of regulatory net worth and 
statutory reserves. 47 FR 52961 (Nov. 24. 
1982). “Appraised equity capital" was 
defined as the arithmetical difference 
between the net book value and the 
appraised fair market value of selected 
eligible office land, buildings, and 
improvements, including leasehold 
improvements, owned by an insured 
institution or any of its subsidiaries. Its 
definition also includes certain 
unamortized deferred profits from the 
sale and leaseback of office properties 
formerly owned by an insured 
institution and the value of eligible 
leasehold interests. When it issued the 
regulation, the Board was concerned to 
address the need to maintain public 
confidence in the thrift industry in an 
uncertain economic environment. As 
one means of doing this, the Board 
determined to permit insured 
institutions to use previously 
unrecognized forms of capital— 
including their accumulated equity in 
office land, buildings, and 
improvements—in calculating regulatory 
net worth. 

When it promulgated the appraised- 
equity-capital regulation, the Board 
recognized that the measure it adopted 
was a departure from its own previous 
policy and from generally accepted 
accounting principles. In the Board's 
view, however, appriased equity capital 
represented a real, though unrealized, 
equity value that, in case of merger or 
liquidation, would serve to protect the 
interests of the FSLIC just as more 
traditional forms of capital did. 

In addition, the Board found that it 
was particularly appropriate to 
recognize appraised equity capital as a 
component of net worth in light of the 
capital assistance program mandated by 
Title II of the Garn-St Germain 
Depository Institutions Act of 1982, Pub. 
L No. 97-320,96 Stat. 1469 (1982). The 
Board believed that recognition of 
appraised equity capital would enable it 
to judge more accurately an institution's 
true financial condition. With such 
information, the Board could better 
gauge the extent of capital assistance a 
particular institution required. For these 
reasons, the Board determined that a 
rule allowing the recognition of 
appraised equity capital, for regulatory 
purposes only, was reasonable and well- 
advised in the circumstances. 

In the Board s judgment, the 
appraised-equity-capital regulation is 
continuing to achieve (he objectives it 
was intended to accomplish. Many 
insured institutions have included 
appraised equity capital in their 
calculations of regulatory net worth. As 


a result, the balance sheets of those 
institutions have provided the Board 
with a better picture of their financial 
health, and unnecessary supervisory 
actions have been avoided. 

Although the economic climate for 
thrifts has improved since late 1982. 
many institutions are continuing to 
experience considerable financial 
difficulty. Extension of the “sunset" dale 
will allow thrifts which have not yet 
included appraised equity capital in 
their regulatory balance sheets to lake 
advantage of the appraised-equity- 
capital rule. The Board therefore finds it 
appropriate to extend the “sunset*’ date 
of its appraised-equity-capital regulation 
for an additional year until December 
31.198a 

The Board previously announced a 
policy of allowing any institution that 
has used appraised equity capital in 
calculating its net worth before the 
'‘sunset" date to continue to include that 
appraised equity capital in calculating 
its regulatory net worth after the 
provision expires. See Net-Worth 
Requirements of Insured Institutions, 50 
FR 6891. 6904 (Feb. 19.1985). The current 
amendments include a provision 
codifying that policy. 

These amendments abo make 
technical changes conforming the 
language of the appraised-equity-capital 
regulation with that of the Board's 
recently revised net-worth regulation 
The net-worth regulation no longer 
contains references to "statutory 
reserves'* or "reserves." 50 FR at 6909. 
The current amendments remove these 
terms from the appraised-equity-capital 
regulation and substitute references to 
net worth. 

The Board finds that observance of 
the notice and comment procedures 
prescribed by 5 U.S.C. 553(b) and 12 
CFR 506.12 and 506.13 and delay of the 
effective date pursuant to 5 U.S.C. 553(d) 
and 12 CFR 508.14 are unnecessary 
because the amendments are 
liberalizing, rather than restrictive, in 
effect, and because they pertain to 
internal regulatory reporting procedures 
rather than to public reports. 

list of Subjects in 12 CFR Part 563 

Savings and loan associations. 

PART 563—OPERATIONS 

Accordingly, the Board hereby 
amends Part 563, Subchapter D, Chapter 
V of Title 12, Code of Federal 
Regulations, as set forth below. 

1. The authority for Part 563 continues 
to read: 

Authority: Secs. 401-405. 48 Stat. 1255-138& 
as amended (12 U.S.C. 1724-1728.1730); 
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R*ors Plan No. 3 of 1947, 3 CFR. 1943-1948 
Cmp.. p. 1071, unless otherwise noted. 

1 Amend § 563.13 as follows: amend 
paragraph (c)(1) by removing the phrase 
"reserve requirements of paragraphs (a) 
and (b) of this section*’ and inserting in 
lieu thereof the phrase "net-worth 
requirements of this section", and by 
removing the word "reserve" before the 
word "calculations" and inserting in lieu 
thereof the word "net-worth"; amend 
paragraph (c)(2)(i) by removing the word 
reserve" before the word 
“calculations" and inserting in lieu 
thereof the word "net-worth"; amend 
paragraph (c)(3) by removing the word 
“reserve" before the word 
“calculations" and inserting in lieu 
thereof the word "net-worth"; amend 
paragraph (c)(5)(ii) by removing the 
phrase "reserve accounts" and inserting 
in lieu thereof the phrase "net worth’*, 
and by removing the word "reserves" 
before the word "immediately" and 
inserting in lieu thereof the phrase "net 
worth"; and amend paragraph (c)(6) to 
read as follows: 

5 563.13 Regulatory net-worth 

requirement 

• • • • • 

(c) Appraised equity capital 1 

• • # A • 

(6) "Sunset" and * grandfather " 
provisions . Authority to include 
appraised equity capital as part of an 
insured institution’s net worth under this 
section shall cease as of December 31, 
1966. Any insured institution that has 
included appraised equity capital as 
part of its net worth as of December 31, 
1986, may use that appraised equity 
capital for purposes of calculating its net 
worth after December 31,1986. 

By the Federal Home Loan Bunk Board 
Jeff Sconyeri, 

Secretary. 

|FR Doc. 85-26475 Filed 11-5-6$; 8,45 am) 
fcUJWG COOC 5720-01-* 


DEPARTMENT OF TRANSPORTATION 
federal Aviation Administration 
14 CFR Part 71 

I Airspace Docket No. 85-AAL-61 

Revocation of Control Zone and 
Revision of Transition Area at Valdez, 
AK 

agency: Federal Aviation 
Administration (FAA), DOT. 
action: Final rule. 

summary: This notice revokes the 
control zone and revises the transition 
area at Valdez, AK. This action will 


allow more efficient use of the airspace, 
and reduce the constraints and impact 
on the public in the affected airspace. 
The circumstance which create the need 
to revoke the control zone is that 
weather reports at this airport are 
provided on an hourly basis without 
special observations taken and 
disseminated when significant changes 
in weather occur. This creates an undue 
restriction on the users when (1) the lost 
report indicates the weather is below 
basic visual flight rules (VFR) 
minimums: (2) the weather is actually 
above basic VFR minimums; and (3) the 
next weather report will not be 
available until on the hour. Revocation 
of the control zone will provide airspace 
for VFR aircraft to depart and arrive at 
the Valdez Airport with 1 mile flight 
visibility and clear of clouds below 700 
feet above the surface. The 
circumstance which created the need to 
revise the transition area is the 
revocation of the control zone. The 
revised transition area will provide 
controlled airspace below 1,200 feet 
down to 700 feet above the surface for 
the microwave landing system (MLS) 
approach to Valdez, AK. Airport. 
effective DATE: 0901 G.m.L. January 16. 
1986. 

FOR FURTHER INFORMATION CONTACT: 

Robert C. Durand, Procedures and 
Airspace Specialist, (AAL-536), Air 
Traffic Division. Federal Aviation 
Administration, 701 C Street, Box 14, 
Anchorage, AK 99513-0087, telephone 
(907) 271-5903. 

SUPPLEMENTARY INFORMATION: 

History 

On April 19.1985. the FAA proposed 
to amend Part 71 of the Federal Aviation 
Regulations (14 CFR Part 71) to revoke 
the control zone and revise the 
transition area at Valdez, AK (50 FR 
15583). Interested parties were invited to 
participate in this rulemaking 
proceeding by submitting written 
comments on the proposal to the FAA. 
Thirteen public comments were 
received, two favoring the proposal, one 
objecting to the proposal and ten 
comments with alternative 
recommendations. The one objection 
was, removal of the control zone will 
result in the lowest and most critical 
portion of the approach being conducted 
with potential conflicting traffic in 
weather with one mile visibility. This 
possibility exists today (with a control 
zone) because special weather reports 
are not being taken and the last hour 
weather report may indicate VFR 
weather conditions when in fact they 
are below basic VFR weather 
minimums. It is essential that all pilots 


follow the procedures outlined in 
Advisory Circular No. 90-42D and 
Airman’s Information Manual, para. 157 
(Traffic Advisory Practices at Airports 
Without Operating Control Towers) in 
the interest of promoting safety. Ten 
commenters addressed matters which 
were not within the purview of the 
proposal. One commenter had no 
objection to the proposal under the 
existing circumstances but 
recommended that the control zone be 
reestablished when continuous aviation 
weather reporting services are restored 
there. Except for editorial changes, this 
amendment is the same as that 
proposed in the notice. Sections 71.171 
and 71.181 of Part 71 of the Federal 
Aviation Regulations was republished in 
Handbook 7400.6A dated January 2, 

1985. 

The Rule 

This amendment to Part 71 of the 
Federal Aviation Regulations will 
revoke the control zone and revise the 
transition area at Valdez, AK. Weather 
reports at the above location are being 
taken once an hour and do not include 
special observations when significant 
changes in weather occur. This can 
result in reported weather conditions 
which unduly restrict users. The revised 
transition area will provide protected 
airspace for the published instrument 
approach procedures and allow VFR 
aircraft to depart and arrive at the 
above airport with 1 mile flight visibility 
and clear of clouds below 700 feet above 
the surface. It is essential that all pilots 
follow the procedures outlined in 
Advisory Circular No. 90-42D and 
Airman’s Information Manual, para. 157 
(Traffic Advisory Practices at Airports 
Without Operating Control Towers) in 
the interest of promoting safety. 

The FAA has determined that this 
regulation only involves an established 
body of technical regulations for which 
frequent and routine amendments are 
necessary to keep them operationally 
current. It. therefore, (1) is not a "major 
rule" under Executive Order 12291; (2) is 
not a "significant rule" under DOT 
Regulatory Policies and Procedures (44 
FR 11034; February 28,1979); and (3) 
does not warrant preparation of a 
regulatory evaluation as the anticipated 
impact is so minimal. Since this is a 
routine matter that will only affect air 
traffic procedures and air navigation, it 
is certified that this rule will not have a 
significant economic impact on a 
substantial number of small entities 
under the criteria of the Regulatory 
Flexibility Act. 
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List of Subjects in 14 CFR Part 71 

Control rones. Transition areas. 

Adoption of tho Amendment 

Accordingly, pursuant to the authority 
delegated to me by the Administrator, 
the Federal Aviation Administration 
amends f 71.171 and 8 71.161 of Part 71 
of the Federal Aviation Regulations (14 
CFR Purt 71) as follows: 

PART 71—(AMENDED) 

1. The authority citation for Part 71 
continues to read as follows: 

Authority: 40 U&C. 1348(a). 1354(a). 1510; 
Executive Order 10854; 49 U.S.C. 108(a) 
(Revised Pub. L 97-449. January 12.1063): 14 
CFR nm 

2. By amending $ 71.171 as follows: 

Valdez, AK (Removed) 

Within a 3-mile radius of the Valdes 
Municipal Airport (Ut 81*07 58' N., long 

146*14*24* W.). This control rone is 
effective from 0800 to 1600 local time 
daily from mid-October to mid-May, and 
from 0600 to 2200 local time daily from 
mid-May to mid-October or during 
specific dates and times established in 
advance by a Notice to Airmen. The 
effective date and time will thereafter be 
continuously published in the US. 
Government Flight Information 
Publication Supplement Alaska. 

3. By amending { 71.161 as follows: 

Valdez. AK (Amended) 

By removing the word# That airspace 
extending upward from” end substituting the 
words That airspace extending upward from 
700 feet above the surface within a 5-mile 
radius of the Valdez Airport (1st. 61 *07 58 
N.. long 146*14 24 W.); and from”. 

tusutnl in Anchorage. Alaska, on October 
23.1965. 

Franklin L Cunningham, 

Director. Alaskan Region. 

|FR Doc. 85-36395 FUed 11-5-85; 8*5 am) 
BflUOQ OOOf OtfO-CMB 


FEDERAL TRADE COMMISSION 
16 CFR Part 13 
(Oocket 9194] 

Dr. Barry BricJcHn; Prohibited Trade 
Practices, and Affirmative Corrective 
Actions 

agency: Federal Trade Commission. 
action: Consent Order. 

summary: In settlement of alleged 
violations of federal law prohibiting 
unfair acts and practices and unfair 
methods of competition, this consent 
order requires Dr. Barry Bncklin. among 
other things, to cease representing thot 
he used his expertise as a psychologist 


and expert in the psychological aspects 
of dieting to test and evaluate weight 
control programs and products in the 
same way similarly qualified experts 
normally would. Also, respondent is 
prohibited from representing that 
consumers can eat as much food as they 
want and still lose weight without also 
giving specified disclosures about 
weight reduction: end from making 
claims about “usual” or “average” 
weight loss, or the efficacy or 
performance of weight reduction or 
weight control products or programs 
without competent and reliable surveys 
or other scientific evidence that 
substantiates the representation. 

Further, respondent is required to 
maintain records of substantiation for 
these years; file compliance reports with 
the Commission at specified times: and 
notify the Commission of the 
discontinuance of his present 
employment and and future employment 
in similar areas. 

date: Complaint issued June 24,1965. 
Decision issued Sept 20.1985. 1 
FOR FURTHER INFORMATION CONTACT: 

Michael Dershowitz. FTC/B-407. 
Washington. D.C 20560. (202) 376-6720. 

SUPPLEMENTARY INFORMATION: On 

Monday, July 15.1985, there was 
published in the Federal Register, 50 FR 
28592. a proposed consent agreement 
with analysis In the Matter of Dr. Barry 
Bricklin. individually (Buckingham 
Productions. Inc., et al), for the purpose 
of soliciting public comment. Interested 
parties were given sixty (60) days in 
which to submit comments, suggestions 
or objections regarding the proposed 
form of order. 

No comments having been received, 
the Commission has ordered the 
issuance of the complaint in the form 
contemplated by the agreement, made 
its jurisdictional findings and entered its 
order to cease and desist, as set forth in 
the proposed consent agreement, in 
disposition of this proceeding. 

The prohibited tsade practices and/or 
corrective actions, as codified under 16 
CFR Part 13. are as follows: Subpart— 
Advertising Falsely or Misleadingly: 

$ 13.10 Advertising falsely or 
misleadingly: § 13.15 Business status, 
advantages, or connections: 8 13.15-150 
Endorsement; fi 13.15-237 Professional 
or scientific status; { 13.170 Qualities or 
properties of product or service; 

§ 13.170-74 Reducing, non-fattening, low 
calorie, eta; § 13.190 Results; J 13.205 
Scientific or other relevant facts. 

Sub part—Corrective Actions and/or 


1 Caplet of the Complaint and the Daemon and 
Order are filed * .th the original document. Copies 
of all exhibits filed with thif document may be 
obtained from theVubbc Reference Brandi. Room 
130. Federal Trade Commission. 6th and 
Pennsylvania Avenue, NW^ Washington, D.C 


Requirements: J 13.533. Corrective 
actions and/or requirements; 813.533-20 
Disclosures; 8 13.533-45 Maintain 
records; $ 13.533-45(a) Advertising 
substantiation. Subpart— 
Misrepresenting Oneself and Goods— 
Goods: S 19*1575 Comparative data or 
meritr, 5 13.1730 Results; 13.1740 
Scientific or other relevant facts. 

List of Subjects in 16 CFR Part 13 

Weight control products and 
programs. Trade practices. 

(Sec- 9. 38 SUL 721:15U.S.C. 46. Interprets or 
applies sec 5. 38 StuL 719. as amended; 15 
U.S.C. 45. 52) 

Emily H. Rock. 

Secretary. 

(FR Doc 85-26306 Filed 11-5-85: 8:45 am] 

IMLUMO COOC 6750-01-01 


SECURITIES AND EXCHANGE 
COMMISSION 

17 CFR Part 200 

(Release No. 34-22585) 

Records Services, Fee Schedule and 
Designation of Service Contractor 

agency: Securities and Exchange 
Commission. 

action: Adoption of rule amendments 

summary: The Securities end Exchange 
Commission announces revisions to 
8 200.80e Appendix E, which sets forth 
the schedule of fees for records services 
and designates the service contractor to 
provide copies of public documents filed 
with the Commission. 

effective DATE: November 6,1985. 

FOR FURTHER INFORMATION CONTACT: 

Jonathan G. Katz. Director. Office of 
Consumer Affairs and Information 
Services. Telephone: (202) 272-7440. 

SUPPLEMENTARY INFORMATION: On M«) 

20.1985, the Commission awarded a 
contract for microfilm production and 
dissemination of the Commission s 
public documents to Bechtel Information 
Services. Bechtel will provide the 
microfiche beginning October 1,1985 
This rule change designates Bechtel to 
replace the prior contractor, Disclosure 
Partners, and reflects changes in the 
fees charged for services. 

The Commission finds, in accordance 
with the Administrative Procedure Act 
(“APA”) (15 U.S.C. 553(b)(3)(A)) that this 
amendment relates solely to agency 
organization, procedures, or practice* 
Therefore, notice and public procedun.% 
and thirty days prior publication before 
the rule is effective, are not required 
pursuant to the APA 
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List of Subjects in 17 CFR Part 200 

Administration practice and 
procedure. Freedom of Information, 
Privacy, Securities. 

Statutory Basis and Text of Amendment 

Pursuant to the Securities Exchange 
Act of 1934 and particularly Section 
23(a) thereof, 15 U.S.C. 78w(a), the 
Commission amends ( 200.80e of Title 
17. Chapter II, of the Code of Federal 
Regulations as follows: 

PART 200—ORGANIZATION; 

CONDUCT AND ETHICS; AND 
INFORMATION AND REQUESTS 

1. The authority citation for PART 200 
Subpart D continues to read as follows: 

Authority: 00 Stat. 383. as amcntTed. 31 Stat. 
54. secs. 19, 23. 48 Stat 85.901. as amended, 
•ec. 2a 49 Stat 833. sec. 319. 53 Stat. 1173, 
secs. 38. 211. 54 Stat. 841, 855: 5 U.S.C. 552,15 
V S.C. 77s, 70w. 79t. 77sss, 80a-37, 80b-ll. 

• • • 

2, Section 200.00c is amended by 
revising the paragraphs captioned 
"Regular service". "Priority service", 
“Watching service," ‘"Public reference 
copying facilities" and "Subscription 
services and microfiche copies" to read 
as follows: 

§ 200.80* Appendix E—Schedule of fees 
for records services. 

• • • • 

Regular service. Hard (facsimile) copies of 
original hard copies, or from microfiche 
accessible to the contractor, witl be shipped 
within seven calendar days after order and 
material are received by the contractor — 
each page— $0.10. (Delivery costs are 
additional; applicable sales taxes are 
included.) 

Priority service. Hard (facsimile) copies of 
originals or microfiche or other hard copies 
received by the Contractor by the close of the 
business day will be shipped by the close of 
buBinesa of the following day exclusive of 
weekends or holidays—each page—$0 30. 
[Delivery costs and sales tax. where 
applicable, are additional.) 

Watching service. Hard (facsimile) whole 
copies of customer-specified original or 
originals received by the contractor for 
filming as part of the ordinary maintenance 
of the contractor's master film file will he 
shipper by 4 p.ro. of the day following 
contractor receipt of the original(s). exclusive 
of w eekends or holidays—each page—$0.30. 
(Delivery coats and applicable sales taxes 
«r.d additional) 

Public reference copying facilities. In 

addition to the demand order facsimile 
copying services described above, the service 
contractor maintains customer operated 
paper-to-paper and fiche-to-pa per copies in 
the public reference rooms of the Commission 
in Washington, D.C., New York City and 
Chicago. These machines can be used to 
make immediate copies of material available 
for inspection in those offices at a cost of 
5015 per page. (Sales taxes, w hen applicable, 


•re additional) The service contractor will 
also make paper copies on a highspeed fiche- 
to-paper copier from fiche retrieved by 
customers from film located in the 
Washington, D.C. reference room. The onsite 
service is intended to provide to the extent 
possible 5-minute demand service. The cost is 
$0.20 per page plus applicable sales taxes. 

Subscription services and microfiche 
copies . The contractor offers certain paper or 
24X microfiche subscription services 
pursuant to the contract. The microfiche 
copies (24X reduction. 60 frames, titled and 
indexed) and paper copies are offered 
through a variety of subscription and demand 
order services. The cost of subscription 
services varies according to the type of 
service and volume. Packages currently on 
microfiche and on paper include registration 
statements and prospectuses under the 
Securities Act of 1933, registration and listing 
applications under the Securities Exchange 
Act of 1934. annual reports to shareholders, 
definitive proxies and information 
statements, tender offers and acquisition 
reports, and filings on Forms 6-K. 8-K. 10-Q, 
10-K, 20-F. and N-SAR, under the Securities 
Exchange Act of 1934 and the Investment 
Company Act of 1940. Subscriptions may be 
for specified documents or in various 
combinations and groupings and may be 
specified either by company name or by 
major stock exchanges. 

The contractor supplying these services 
will supply information and price lists upon 
request. Please address requests for 
information and all orders for subscription 
services, priority and watching services, and 
microfiche copies to: Bechtel Information 
Services, 15740 Shady Grove Road, 
Gaithersburg. MD 20877-1454 (Telephone: toll 
free 1 -000-231-DATA or (301) 258-1300.) 

Dated: October 31.1985. 

By the Commission. 

John Wheeler, 

Secretary . 

[FR Doc. 85-28424 Filed 11-5-85; 8:45 am) 

BILLING COOC SOI0-0 


DEPARTMENT OF HEALTH AND 
HUMAN SERVICES 

Food and Drug Administration 

21 CFR Port 73 

(Docket No. S4C-0798I 

Po!y(Hydroxyethyl Methacrylate)-Dye 
Copolymers; Listing of Color Additives 
for Coloring Contact Lenses 

agency: Food and Drug Administration. 
action: Final rule. 

summary: The Food and Drug 
Administration (FDA) is amending the 
color additive regulations to provide for 
the safe use in coloring contact lenses of 
the colored polymeric reaction products 
formed by chemically bonding certain 
dyes, used singly or in combination, 
with poly(hydroxyethyl methacrylate). 


This action responds to a petition filed 
by Coopervision. Inc. 

OATES: Effective December 9.1985, 
except as to any provisions that may be 
stayed by the filing of proper objections; 
objections by December 6 , 1985. 

address: Written objections to the 
Dockets Management Branch (HFA- 
305), Food and Drug Administration. Rm. 
4-82, 5600 Fishers Lane. Rockville. MD 
20857. 

FOR FURTHER INFORMATION CONTACT: 

Andrew D. Laumbach, Center for Food 
Safety and Applied Nutrition (HFF-335), 
Food and Drug Administration, 200 C St. 
SW.. Washington. DC 20204. 202-472- 
5890. 

SUPPLEMENTARY INFORMATION: 

I. Introduction 

In a notice published in the Federal 
Register of September 20,1984 (49 FR 
37850) and a correction published in the 
Federal Register of November 30,1984 
(49 FR 47114], FDA announced that a 
color additive petition (CAP 4C0187) had 
been filed by Coopervision. Inc., 2801 
Orchard Parkway. San Jose. CA 95134, 
proposing that the color additive 
regulations be amended to provide for 
the safe use of the colored polymeric 
reaction products formed by chemically 
bonding certain dyes, used singly or in 
combination, with polyfhydroxyethyl 
methacrylate) for coloring contact 
lenses. The dyes are CL Reactive Red 
11 [5-((4.8-dichloro-l,3,5-triazin-2- 
yl)amino)-4-hydroxy-3-((l-sulfo-2- 
naphthalenyl)azo)-2,7- 
naphthalenedisulfonic acid, trisodium 
salt] (CAS Reg. No. 12226-08-3). CL 
Reactive Yellow 88 [1,3- 
benzenedisulfonic acid. 4-((5- 
aminocarbonyl-l-ethyl-1.6-dihydro-2- 
hydroxy-4-methyl-6-oxo-3- 
pyridinyl)azo)-8-((4,6-dichIoro-1.3,5- 
triazin-2-yl)amino)-, disodium salt] (CAS 
Reg. No. 81951-88-8). and CL Reactive 
Blue 183 [triphcnodioxazinedisulfonic 
acid, 6.13-dichloro-3,10-bis((4-{(4,6- 
dichloro-1.3.5-triazin-2- 
yl)amino)sulfophenyl)amino)-, 
tetrasodium salt) (CAS Reg. No. 72847- 
56-4). The petition was filed under 
section 706 of the Federal Food. Drug, 
and Cosmetic Act (the act) (21 U.S.C. 
376). 

The colored polymeric reaction 
products that are the subject of this 
petition are formed when one or more of 
the dyes ore bonded with 
po!y(hydroxyethyl methacrylate) on the 
front surface of a contact lens to form a 
thin layer of colored polymeric material 
on that surface. This polymeric material 
colors the contact lens. 
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II. Applicability of the Act 

With the passage of the Medical 
Device Amendments of 1976 to the act 
(Pub. L. 94-295). Congress mandated the 
listing of color additives for use In 
medical devices when the color additive 
comes in direct contact with the body 
for a significant period of time (21 U.S.C 
376(a)). As explained in the Federal 
Register of January 4.1964 (49 FR 372). 
the polymeric reaction products of 
bonding reactive dye to 
polyfhydroxyethyl methacrylate) are 
called M poly(hydroxyethyl 
metharr>late)-dye copolymers'* in 
§ 73.3121 (21 CFR 73.3121). These 
reaction products are color additives 
within the meaning of the act (21 U.S.C. 
321 (t)) because they mve substances 
made by a process of synthesis or 
similar artifice, and because they are 
capable of imparting color to food, 
drugs, cosmetics, or the human body if 
added or applied thereto. Far the color 
additives considered here, the reactive 
dyes are merely starting materials. In 
the reaction process that occurs in 
bonding the reactive dye to the 
po!y( hydroxy ethyl methacrylate), the 
reactive dye ceases to exist as a 
separate entity. 

The use of polyfhydroxyethyl 
mcthacryUtej-dye copolymers as color 
additives in contact lenses is subject to 
regulation under the act The lenses that 
have this colored polymeric material on 
their front surfaces are intended to be 
placed on the eye far several hours a 
day each day for 1 year or more. Thus, 
these color additives will be in direct 
contact with the body for a significant 
period of time. Consequently, the use of 
the color additive presented in the 
petition now before the agency is 
subject to the statutory listing 
requirement. 

III. Safety Evaluation 

The petitioner submitted various 
toxidty studies to establish that the 
color additives created by bonding CX 
Reactive Red 11. C.L Reactive Yellow 
86. and C.l. Reactive Blue 103 to 
poly(hydroxyelhyl methacrylate] are 
safe for use in contact lenses. 

In a 23-dny ocular irritation study in 
rabbits using contact lenses tinted with 
the color additives, and a 72-hour 
primary ocular irritation test in rabbits 
using extracts of tinted lenses, neither 
the lenses containing the color additives 
nor extracts from the lenses caused 
ocular irritation under conditions of the 
tests. In a 96-hour systemic toxicity test 
in mice using extracts of tinted lenses, 
no toxic responses were noted under 
conditions of the test. In agar overlay 
cytotoxicity tests, using samples of 


lenses tinted with the color additives, no 
toxic responses were noted under 
conditions of the testa. 

The agency has also reviewed data 
regarding the toxicity of potential 
impurities, such as unbonded reactive 
dye starting materials, remaining in the 
lens. The reactive dye starting materials, 
being of lower molecular weight than 
the polymeric color additive, would be 
more readily absorbed into the body 
than the color additive and would thus 
be expected to show a greater toxic 
effect. Unbounded reactive dyes were 
tested for cytotoxicity by the agar 
overlay method in the form of lenses 
tinted on their surface with saturated 
solutions of the C.L reactive dyes. The 
dyes were not bonded to the lens 
material and therefore were available to 
migrate out of the lens. No toxic 
response to the unbonded reactive dyes 
was observed under conditions of the 
test 

FDA also reviewed data from a thin 
layer chromotography study. These data 
revealed that unbonded raw dye starting 
materials are readily hydrolyzed to the 
nonreactive form when heated in 
aqueous solution, as occurs during the 
tinting process. 

FDA has concluded that as a worst 
case, any material migrating from the 
color additives in the lens would not 
pose a greater safety concern than if the 
unbonded, hydrolyzed dyes were placed 
in the lens and migrated into the eye 
over a l*year period. The agency finds, 
based upon the information submitted in 
the petition, that a maximum of 14 to 37 
micrograms of hydrolyzed dye 
(depending on the color tint of the lens) 
would be present in each lens. 

Therefore, the estimated worst case 
exposure from two lenses would be 80 
to 200 nanograms per day for both eyes, 
depending on the reactive dye used. 

The petitioner conducted cytotoxicity 
studies in which serial dilutions of 
hydrolyzed dyes were applied directly 
to L-929 mouse fibroblast cells. For the 
color of lens (brown) containing the 
greatest total amount of hydrolyzed 
dyes, no cytotoxic effect was observed 
at a concentration approximately 4,600 
times the concentration that would be in 
the eyes if 200 nanograms migrated into 
the eyes per day. 

IV. Certification Considerations 

Based on the relevant data. FDA 
concludes that the safety margins for 
use of these color additives are large 
enough to rule out any need for imposing 
a limitation on the amount of the 
additives that may be present on the 
lens, beyond the limitation that only that 
amount necessary to accomplish the 
intended technical effect may be used. 


Finally, on the basis of factors listed in 
§ 71.20(b) (21 CFR 71.20(b)). the agency 
concludes that certification of the color 
additives is not necessary for the 
protection of the public health. 

V. Conclusion 

Based on the data in the petition and 
other relevant material. FDA concludes 
that there is a reasonable certainty that 
no harm will result from the proposed 
use of the reaction products formed by 
bonding Cl. Reactive Red It CJ. 
Reactive Yellow 86, and C.l. Reactive 
Blue 163 to poly (hydroxy ethyl 
methacrylate) for coloring contact 
lenses, and that these color additives 
are safe for their intended use. Based on 
these data, the agency also concludes 
that these color additives are suitable 
for their intended use. 

In accordance with i 7 LI5 (21 CFR 
71.15). the petition and the documents 
that FDA considered and relied upon in 
reaching its decision to approve the 
petition are available for inspection at 
the Center for Food Safety and Applied 
Nutrition (address above) by 
appointment with the information 
contact person listed above. As 
provided in } 71.15. the agency will 
delete from the documents any materials 
that are not available for public 
disclosure before making the documents 
available for inspection. 

The agency has carefully considered 
the potential environmental effects of 
this action and has concluded that the 
action will not have a significant impact 
on the human environment, and that an 
environmental impact statement is not 
required. The agency's finding of no 
significant impact and the evidence 
supporting that finding may be seen in 
the Dockets Management Branch 
(address above) between 9 a.m. and 4 
p.m . Monday through Friday. FDA’s 
regulations implementing the National 
Environmental Policy Act (21 CFR Part 
25) have been replaced by a rule 
published In the Federal Register of 
April 26.1985 (50 FR 1GC38. effective July 
25.1985). Under the new rule, an action 
of this type would require an 
environmental assessment under 21 CFR 
2531a(aL 

VI. Objections 

Any person who will be adversely 
affected by this regulation may at any¬ 
time on or before December 6.1985 
submit to the Dockets Management 
Branch (address above) written 
objections thereto. Objections shall 
show how the person filing will be 
adversely affected by the regulation, 
specify with particularity the provisions 
of the regulation deemed objectionable, 
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and state the grounds for the objections. 
Objections shall be filed in accordance 
with the requirements of 21 CFR 71.30. If 
a hearing is requested, the objection 
shall state the issues for the hearing and 
shall be supported by grounds factually 
and legally sufficient to Justify the relief 
sought, and shall include a detailed 
description and analysts of the factual 
information intended to be presented in 
support of the objections in the event 
that a hearing is held. Three copies of all 
documents shall be submitted and shall 
be identified with the docket number 
found in brackets in the heading of this 
document. Any objections received in 
response to the regulation may be seen 
in the Dockets Management Branch 
between 0 a m. and 4 p.in.. Monday 
through Friday. Notice of the filing of 
objections or lack thereof will be 
announced by publication in the Federal 
Register. 

List of Subjects in 21 CFR Part 73 

Color additives. Cosmetics. Drugs. 
Medical devices. 

Therefore, under the Federal Food, 
Drug, and Cosmetic Act and under 
authority delegated to the Commissioner 
of Food and Drugs, Part 73 is amended 
as follows: 

PART 73—LISTING OF COLOR 
ADDITIVES EXEMPT FROM 
CERTIFICATION 

1. The authority citation for 21 CFR 
Part 73 continues to read as follows: 

Authority: Secs. 701. 70ft. 52 Stat. 1055-1056 
0 * amended, 74 Stat. 390-407 as amended (21 
U S.C 371. 376): 21 CFR 5,10. 

2. In f 73.3121 by removing the word 
“and" before, and the period at the end 
of, paragraph (a)(8), and by adding new 
paragraph (a)(7) through (9) to read as 

follows: 

§ 73.3121 Poly(hydroxyettiyl 
methacrytateHJys copolymers. 

(a) * * • 

(7) Cl. Reactive Red 11 [5- 
((4,6-dichloro-l,3,5-triazin-2-yl)amino)-4- 
hydroxy-3-((l-sulfo-2-naphthalcnyl)azo)- 
2, 7-naphthalenedisulfonic acid, 
trisodium salt) (CAS Reg. No. 12226-08- 
3 ); 

(8) C.l. Reactive Yellow 06 11.3- 
benzenedisulfonic acid. 4-((5- 
a:ninocarbonyl-l-ethyl-1.8-dihydro-2- 
hydroxy-4-methyl-6-oxo-3- 
pyridiny l)azo)-6-(4.6d ichloro-1 .3,5- 
triazin-2-yl)amino)-, disodium salt) (CAS 
Reg. No. 61951-86-6); and 

(9) CX Reactive Blue 163 
[triphenodiox07.inedisulfonic acid. 6,13- 
dichloro-3, 10-bis((4-((4.6-dichloro-l,3,5- 
triazin-2-yl)amino) sulfophcnyljamino}-, 


tetrasodium salt) (CAS Reg. No. 72847- 
56-4). 

• • • • • 

Dated: October 30,1985. 

Joseph P. Hile, 

Associate Commissioner for Regulatory 
Affairs. 

|FR Doc. 85-26414 Filed 11-5-05; 8:45 am] 

BILLING COOC 4140-0Ml 


DEPARTMENT OF HOUSING AND 
URBAN DEVELOPMENT 

Office of the Assistant Secretary for 
Housing—Federal Housing 
Commissioner 

24 CFR Parts 201, 203 and 234 
(Docket No. N-85-1560*, FR-2152) 

Mortgage Insurance; Changes to the 
Maximum Mortgage Limits for Single 
Family Residences, Condominiums 
and Manufactured Homes and Lots 

aoency: Office of the Assistant 
Secretary for Housing—Federal Housing 
Commissioner. (HUD). 
action: Notice of revisions to F11A 
maximum mortgage limits for high-cost 
areas._ 

summary: This document amends the 
listing of areas eligible for "high-cost" 
mortgage limits under certain of HUD’s 
insuring authorities under the National 
Housing Act by adding two areas, 
further increasing the limits of two 
previously designated high-cost areas 
and restoring an area that was 
inadvertently omitted from the updated 
list published in the Federal Register of 
July 24.1965 (50 FR 30154). Mortgage 
limits are adjusted in an area when the 
Secretary determines that middle- and 
moderate-income persons have limited 
housing opportunities because of high 
prevailing housing sales prices. 
EFFECTIVE DATE: November 6,1985. 

FOR FURTHER INFORMATION CONTACT: 

For single family: Brian Chappellc. 
Director. Single Family Development 
Division, Room 927a Telephone (202) 
755-6720. For manufactured homes: 
Christopher Peterson. Director, Office of 
Title I Insured Loans, Room 9160, 
Telephone. (202) 755-6880, 451 Seventh 
Street, SW., Washington. DC 20410. 
(Telephones are not toll-free numbers.) 

SUPPLEMENTARY INFORMATION: 
Background 

The National Housing Act (NHA) (12 
U.S.C. 1710-1749) authorizes HUD to 
insure mortgages for single family 
residences (from one- to four-family 
structures), condominiums. 


manufactured home lots, and 
manufactured homes, combination 
manufactured homes and lots. The 
NHA, as amended by the Housing and 
Community Development Act of 1980 
and the Housing and Community 
Development Amendments of 1981. 
permits HUD to increase the maximum 
mortgage limits under most of these 
programs to reflect regional differences 
in the cost of housing. In addition, 
section 2(b) and 214 of the NHA provide 
for special high-cost limits for insured 
mortgages in Alaska, Guam, and 
Hawaii. 

The Housing and Urban-Rural 
Recovery Act of 1983 (Pub. L 98-181, 
November 30.1983) (1983 Act) further 
amended HUD's insuring authority. Of 
particular Interest here are (1) the 
authorization to insure condominiums in 
high-cos! areas at the same levels as the 
high-cost limits for one-family residence 
insured under section 203(b) of the 
National Housing Act; and (2) the 
authorization to increase maximum loan 
limits under the Title I loan insurance 
program for combination manufactured 
home and lot loans and for individual lot 
loans in high-cost areas, so long as the 
percentage increase in the maximum 
loan limit does not exceed the 
percentage increase made to a one- 
family residence in the area authorized 
under section 203(b) of the NHA. 

The Department implemented these 
provisions of the 1983 Act in related 
documents published in the Foderal 
Register on April 11,1984 (see 49 FR 
14332.14335.14336). effective May 22. 
1984. These documents also amended 
the Department’s rules to codify the 
procedure of announcing high-cost 
mortgage limits for single family 
residences, condominiums, combination 
manufactured homes and lots and 
manufactured home lots by notice in the 
Federal Register (see April 11,1984 
documents, amending 24 CFR 201.1504. 
203.18b, 203.29. 234.27. and 234.49). In 
addition, the documents codified the 
procedure whereby a party may request 
an alternative mortage limit (see the 
same sections cited above). 

On May 22,1984. the Department 
published a revised list of areas eligible 
for "high-cost" mortgage limits, which 
contained several new features (see 49 
FR 21520). First, there was no separate 
listing for condominium units, since 
these limits are now the same as those 
for other one-family residences. Second, 
the listing included instructions on how 
to compute the high-cost limits for 
combination manufactured homes and 
lots and individual lots, and specified 
the special high-cost amounts for 
manufactured homes, combination 
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manufactured homes and lots and 
individual lots inured in Alaska, Guam, 
and Hawaii. And. third, it made changes 
to the list based on a new definition of 
"metropolitan area." 

On December 8,1984 (49 FR 47657). 
May 8.1985 (50 FR 19341). and July 24, 
1985 (50 FR 30154), the Department 
published amendments to the "high- 
cost" mortgage amounts that added 
additional areas and further increased 
the limits of several previously 
designated high-cost areas. 

This Document 

Today’s document adds the following 
jurisdictions to the listing of high-cost 
areas: Burleigh County. North Dakota 
and Morton County. North Dakota. 

The Department is also further 
increasing the limits for Richmond. VA 
MSA and for York County. Virginia. 

In addition, the limits for £1 Paso 
County, Colorado, which were 
inadvertently omitted from the updated 
list published in the Federal Register on 
July 24.1985 (50TR 30154). are now 
being restored to the list. 


These amendments to the high-cost 
areas appear in two parts. Part 1 
explains high-cost limits for mortgages 
insured under Title I of the National 
Housing Act. Part 11 lists any changes 
for single family residences insured 
under sections 203(b) and 234(c) of the 
National Housing Act. 

Accordingly, the Commissioner 
hereby amends the list of high-cost 
mortgage limits by adding two 
jurisdictions, further increasing the 
limits for the Richmond. VA MSA and 
for York County, Virginia, and restoring 
an area to the list as set forth in Part 11 
of the following Table: 

Notional Housing Act High-Cost 
Mortgage Limits 

1. Title I: Method of Computing Limits 

A. Section 2(b)(1)(D). Combination 
manufactured home and lot (excluding 
Alaska. Guam, and Hawaii): To 
determine the high-cost limit for a 
combination manufactured home and lot 
loan, multiply the dollar amount in the 
"one family" column of Part 11 of this list 


by 80. For example, Stafford County, 

VA. has a one-family limit of $90,000. 
The combination home and lot loan limit 
for Stafford County is $90,000 X .80 or 
$72,000. 

B. Section 2(b)(1)(E). Lot only 
(excluding Alaska. Guam, and Hawaii). 
To determine the high-cost limit for a lot 
loan, multiply the dollar amount in the 
"one-family" column of Part U of this list 
by .20. For example. Stafford County. 
VA, has a one-family limit of $90,000. 
The lot only loan limit for Stafford 
County is $90,000 X 20. or $18,000. 

C Section 2(b)(2). Alaska. Guam, and 
Hawaii limits: The maximum dollar 
limits for Alaska. Guam, and Hawaii 
may be 140% of the statutory loan limits 
set out in section 2(b)(1). Accordingly, 
the dollar limits for Alaska. Guam, and 
Hawaii are as follows: 

1. For manufactured homes, $56,700. 
($40,500 X 140%). 

2. For combination manufactured 
homes and lots: $75,600. ($54,400 X 
140%). 

3. For lots only: $18,900. ($13,500 X 
140%). 
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II. Title II: Updating of FHA Sections 203(b). 234(c) and 214 Area-Wide Mortgage Limits 


Region hi —HUO Field Office Ricmmono Office 



Region VIII —HUD Field Office: Oenver Office 


A 



Mottgat 




Martial a»u* eMugntw and local Miadfctorta 

l-famrfy and 

COOdOn*OjW 

uni 

24a«i* 

3<Mr*y 

4 

lWw.COPMSA- 

190 000 

Slot 300 

$122360 

9142.350 

Costly 

Omm Co*** 

Dou<?a» Courtly 

County 

r x>>*r-toogmof*. CO PMSA 

90.000 

tot XW 

177560 

142350 

^ varV, Swwnt CO MSA 

80750 

90960 

110300 

127.500 

t' Pwo County 
$Wt * O*orat*> 

8X900 

94.500 

114J50 

132300 


80750 

90.950 

110^00 

127.500 


90000 

t01.500 

12X850 

142350 


80750 

90.980 

110300 

127300 


71J800 

80.900 

96.300 

1T3.400 






HUO FM 0*ok Fargo OfLc* 


' * p Moorttaod NO MN MSA 

C«*t Com*. NO--— 

Or*r Atm* 

Bunaigh Courtly —— 
Uonan Gourdy ...- 



977300 

$87750 

*106800 

$123300 


70750 

70.700 

96.850 

111.750 


70.750 

79700 

96.850 

111.780 


Hated: October 29.1985. 

Silvio J. DeBnrtolomct*. 

Acting Genera / Deputy Assistant Secretary 
for Housing—Deputy Federal Housing 

Commissioner. 

|KR Doc. 85-20317 Filed 11-5-85; 0:45 am) 

cooc 4210-77-M 
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DEPARTMENT OF THE TREASURY 
Internal Revenue Service 
26 CFR Parts 1, 5, 5h, and 632 
|T.D. 8062) 

Credit for the employment of certain 
new employees 

agency: Internal Revenue Service, 
Treasury. 

action: Final regulations. 

summary: This document contains final 
regulations under sections 51 and 381 of 
the Internal Revenue Code of 1954, 
relating to a credit for the employment 
of certain new employees (the “targeted 
jobs credit"). The amount of the targeted 
jobs credit that an employer is entitled 
to is determined under section 51 and 
these final regulations. These final 
regulations also provide rules 
concerning the extent to which an 
acquiring corporation must take into 
account items that relate to the targeted 
jobs credit determined under section 51 
in the case of a transaction subject to 
section 381(a). Changes to the applicable 
low were made by the Revenue Act of 

1978. the Technical Corrections Act of 

1979. the Economic Recovery Tax Act of 
1981, the Tax Equity and Fiscal 
Responsibility Act of 1982, the Technical 
Corrections Act of 1982. and the Tax 
Reform Act of 1984. These final 
regulations provide the public with the 
guidance needed to comply with the law 
as amended by these Acts. 

OATES: The amendments are effective 
after December 31,1978, and apply to 
certain wages of individuals who begin 
work for an employer before Jonuary 1, 
198a 

FOR FURTHER INFORMATION CONTACT: 

John G. Schmalz of the Legislation and 
Regulations Division. Office of Chief 
Counsel, Internal Revenue Service, till 
Constitution Ave., NW.. Washington. 

DC 20224. Attention: CC:LR:T (202-566- 
3516, not a toll free call). 

SUPPLEMENTARY INFORMATION: 

Background 

Proposed amendments to the Income 
Tax Regulations (28 CFR Part 1) were 
published in the Federal Register on 
November 23,1983. Those amendments 
were proposed to conform the 
regulations to section 321 of the Revenue 
Act of 1978 (92 Stat. 2330), section 
103(a)(6) of the Technical Corrections 
Act of 1979 (94 Stat. 209), section 261 of 
the Economic Recovery Tax Act of 1981 
(95 Stat. 260), section 233 of the Tax 


Equity and Fiscal Responsibility Act of 
1982 (96 Stat. 501), and section 102(1) of 
the Technical Corrections Act of 1982 
(96 Stat. 2374). 

Approximately 20 written comments 
were received in response to the notice 
of proposed rulemaking. A public 
hearing was held on February 29,1984. 
After consideration of all the public 
comments, the proposed amendments 
ore adopted as revised by this Treasury 
decision. 

In addition, these final regulations 
also reflect amendments made to 
section 51 of the Internal Revenue Code 
by sections 474(p). 712(n), 1041, 2638(b), 
ond 2663(j)(5)(A) of the Tax Reform Act 
of 1984 (98 Stat. 837, 955.1042,1144, and 
1171). 

In General 

In general, a taxpayer may claim a 
targeted jobs credit for amounts paid or 
incurred after December 31.1978, for 
taxable years ending after that date, to 
members of a targeted group. Generally, 
to qualify for the credit, the amounts 
must be paid or incurred to members of 
a targeted group first hired after 
September 26,1978. However, amounts 
paid or incurred after December 31, 

1978, to a vocational rehabilitation 
referral hired before September 27.1978. 
may qualify for the credit if a credit 
unddr section 44B (as in effect prior to 
enactment of the Revenue Act of 1970) 
was claimed for the individual by the 
taxpayer for a taxable year beginning 
before January 1,1979. 

Amount of Credit 

Except in the case of a qualified 
summer youth employee, the amount of 
the targeted jobs credit for the taxable 
year is 50 percent of the qualified first- 
year w ages plus 25 percent of the 
qualified second-year wages. Generally, 
qualified first-year wages are the first 
$6,000 of wages paid or incurred by the 
employer during the taxable year to an 
individual who is a member of a 
targeted group for services rendered 
during the 1-year period beginning with 
the day the individual begins work for 
the employer. Qualified second-year 
wages are the first $6,000 of wages paid 
or incurred by the employer during the 
taxable year to an individual who is a 
member of a targeted group for services 
rendered during the 1-year period 
beginning on the day after the last day 
of the qualified first-year wages period. 
For taxable years of the employer 
beginning before January 1,1982, 
qualified first-year wages are further 
limited to 30 percent of the aggregate 


unemployment insurance wages paid by 
the employer during the calendar year 
ending in such taxable year. 

Special rules apply to wages that are 
paid to employees who are qualified 
summer youth employees. In general, an 
employer is entitled to a credit equal to 
85 percent of not more than $3,000 of 
wages paid to a qualified summer youth 
employee during a 90-day period 
between May 1 and September 15. 

Members of a Targeted Group 

An individual is a member of a 
targeted group if the individual is 
certified as a qualified summer youth 
employee, a vocational rehabilitation 
referral, an economically disadvantaged 
youth, an economically disadvantaged 
Vietnam-era veteran, an SSI recipient, h 
general assistance recipient, a youth 
participating in a cooperative education 
program, an economically 
disadvantaged ex-convict, an eligible 
work incentive employee, or an 
involuntarily terminated CETA 
employee. The first category was added 
by the Tax Equity and Fiscal 
Responsibility Act of 1982. The last two 
categories were added by the Economic 
Recovery Tax Act of 1981. The 
Economic Recovery Tax Act also 
amended the definition of a youth 
participating in a cooperative education 
program to require the individual to be 
also a member of an economically 
disadvantaged family. 

The regulations provide rules and 
definitions relating to the eligibility 
requirements for several of the targeted 
groups. In the case of youths 
participating in a cooperative education 
program, the regulations define the term 
"program of vocational education" (a 
component in the definition of qualified 
cooperative education program) in 
accordance with the definition of that 
term in the Vocational Education Act of 
1903 and the Department of Education 
regulations thereunder because the 
legislative history of the Revenue Act of 
1978 indicates that the term "qualified 
cooperative education program" in 
section 51(d)(8) is similar to that term o* 
used in the Vocational Education Act. 

The regulations also provide guidance 
on the issue of second certifications 
with respect to employees who continue 
to work for the same employer after the 
employee no longer meets the 
requirements for membership in the 
targeted group for which the employee 
was originally certified. For example, a 
qualified summer youth employee may 
continue to work for the same employer 
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after the end of the ninety-day period 
described in section 5l(d)(12)(B)(iii) and 
may then qualify as an economically 
d.sadvantaged youth. Similarly, a youth 
certified as participating in a qualified 
cooperative education program may no 
longer be actively participating in the 
program, but may then qualify as an 
economically disadvantaged youth. The 
regulations provide that the timely 
certification rules do not apply to the 
second certification if the first 
certification was timely. The regulations 
also provide that, for purposes of the 
eligibility requirements, the "hiring 
date" will be defined as the day the 
individual is certified for the second 
targeted group. Thus, whether an 
individual meets the age requirement for 
the second targeted group will be 
determined as of the date of certification 
rather than the original hiring date. 

In general, the State employment 
security agency is the agency 
responsible for certifying an individual 
as a member of a targeted group. In the 
case of youths participating in a 
qualified cooperative education 
program, the school offering the program 
must certify the individual as a member 
of that targeted group. A school may 
satisfy the certification requirement by 
using Form 6199. In either case, a 
certificate may be revoked if it is 
discovered that the information supplied 
by the individual for purposes of issuing 
the certificate was incorrect or false. 

Furthermore, the amendments made 
by the Economic Recovery Tax Act have 
the effect of making retroactive 
certifications invalid unless the 
employer has requested in writing a 
certification before the employee began 
work. Therefore, an individual will not 
be treated as a member of a targeted 
group unless, before the day the 
individual begins work for the employer, 
the employer receives a certification 
from the designated local agency or 
school, or has requested in writing a 
certification. However, the Tax Equity 
and Fiscal Responsibility Act of 1982 
amended this rule with respect to 
individuals who begin work for the 
employer after May 11.1982, so that 
certifications will be valid if requested 
or received on or before the day the 
individual begins work for the employer. 
Transitional rules apply with respect to 
certain employees. In addition, the Tax 
Reform Act of 1984 amended the timely 
certification rules to extend the deadline 
for requesting a certification to 5 days 
after the individual begins work for the 
employer if the individual has received 
a "voucher” (j.e., a preliminary 
determination of targeted group 


eligibility) on or before the day the 
individual begins work for the employer. 

Public Comments and Changes Made in 
Response to Public Comments 

Several commentators objected to two 
aspects of the proposed regulations 
relating to the targeted group "youths 
participating in qualified cooperative 
education programs." First, they 
objected to the rule in { 1.51-l(c)(2)(iii) 
of the proposed regulations which 
provided that the requirement in section 
51(d)(8)(B) that both the education and 
the work experience contribute to the 
student*s education and employability is 
not met unless the employment is 
related to the occupation for which the 
student is in training. The Treasury 
Department has carefully considered the 
public comment on this issue, but 
continues to believe that the proposed 
rule is correct. Therefore, no substantive 
change is made. 

Commentators also objected to the 
conclusion in example (9) of the 
proposed regulations that a student who 
worked for an employer during the 
summer vacation did not meet the 
"activity pursuing" requirement in 
section 51(d)(8)(A)(fii) during the 
summer since the cooperative education 
program that the student was enrolled in 
did not continue during the summer. The 
final regulations clarify that this is the 
case only if the qualified cooperative 
education program of the school is not 
continued by the school during the 
summer vacation. Whether the program 
continues during the summer is 
determined by reference to the written 
agreement between the employer and 
the school. If the school does continue 
the program throughout the summer, the 
student will be considered to be actively 
pursuing the program regardless of 
whether the student attends classes 
during the summer. 

General Assistance Recipient 

The regulations also clarify, in 
response to public comment, that in 
order to be considered a general 
assistance recipient (within the meaning 
of section 51(d)(6)) it is not necessary 
that the individual be the individual to 
whom the assistance check is issued. It 
is sufficient that the individual be a 
member of the same assistance unit 
(within the meaning of 45 CFR 
205.40(a)(1)) as the person receiving the 
assistance. 

Several other comments in the nature 
of legislative suggestions were made by 
certain commentators. Although 
considered, changes were not made 
since these comments did not pertain to 
the regulations. 


Regulatory Flexibility Act and Executive 
Order 12291 

The Commissioner of Internal 
Revenue has determined that this final 
rule is not a major rule as defined in 
Executive Order 12291. Accordingly, a 
Regulatory Impact Analysis is not 
required. The Internal Revenue Service 
has concluded that the final regulations 
herein are interpretative and that the 
notice and public procedure 
requirements of 5 U.S.C. 553 do not 
apply. Accordingly, these final 
regulations do not constitute regulations 
subject to the Regulatory Flexibility Act 
(5 U.S.C. chapter 8). 

Paperwork Reduction Act 

The collection of information 
contained in these final regulations has 
been submitted to the Office of 
Management and Budget in accordance 
with the requirements of the Paperwork 
Reduction Act of 1980. These 
requirements have been approved by 
OMB. 

Drafting Information 

The principal author of these final 
regulations i9 John C. Schmalz of the 
Legislation and Regulations Division of 
the Office of Chief Counsel. Internal 
Revenue Service. However, personnel 
from other offices of the Internal 
Revenue Service and Treasury 
Department participated in developing 
the regulations, both on matters of 
substance and style. 

List of Subjects 

26 CFR 1.0-1 through 1.56-6 

Income taxes. Tax liability, Tax rates. 
Credits. 

26 CFR Part 5 

Income taxes. Revenue Act of 1978. 

26 CFR Part 5h 

Income taxes, reporting and 
recordkeeping requirements. 

26 CFR Part 602 

Reporting and recordkeeping 
requirements. 

Adoption of Amendments to the 
Regulations 

Accordingly, 26 CFR Part 1, Part 5, 
Part 5h, and Part 602 are amended as 
follows: 

Income Tax Regulations 

PART 1—(AMENDED) 

Paragraph 1. The authority for Part 1 
continues to read in part: 
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Authority: 26 U-SjC. 7805. * • • Section 
1-51—1 (g) also issued under 28 UJ>.C 51 (JJ; 
i I.381(c)(28}-1 also issued under 28 U.S.C. 
381 (c)| 28). 

Par. 2. There is inserted immediately 
after $ 1.50B-1 the following new f 1.51- 
1 to read at follows: 

} 1.51-1 Amount of credit 

(a) Determination of amount —(1) 
General rule. Except as provided in 
paragraph (a)(2) of this section, the 
amount of the targeted jobs credit for 
purposes of section 38 (formerly 
designated section 44B) for the taxable 
year equals 50 percent of the qualified 
first-year wages (minus any qualified 
first-year wages paid to individuals 
while such individuals are qualified 
summer youth employees) plus 25 
percent of the qualified second-year 
wages. 

(2) Special rule for employment of 
cualified summer youth employees . In 
the case of an employer who pays or 
incurs qualified wages after April 30, 
1983, to a qualified summer youth 
employee beginning work for the 
employer after such date, the amount of 
the targeted jobs credit for the taxable 
year is equal to the amount determined 
under paragraph (a)(1) of this section 
plus an amount equal to 85 percent of 
the first $3,000 of qualified wages paid 
to each qualified summer youth 
employee during the taxable year. Such 
wages must be attributable to services 
tendered by the qualified summer youth 
employee during any 90-day period 
beginning on or after May 1 and ending 
on or before September 15. 

(3) Limitation . See section 38(c) for 
rules limiting the amount of the credit to 
a percentage of the amount of the 
taxpayer's net tax liability. 

(b) Definitions —(1) Qualified wages. 
The term "qualified wages" means 
wages (as defined in paragraph (b)(4)) 
paid or incurred by the employer during 
the taxable year to individuals who are 
members of a targeted group (within the 
meaning of section 51(d)). 

(2) Qualified first-year wages —(i) 
General rule. Except in the case of 
qualified summer youth employees, the 
term "qualified first-year wages" means 
the first $6,000 of wages (as defined in 
paragraph (b)(4) of this section) 
attributable to service rendered by a 
member of a targeted group during the 1* 
year period beginning with the day the 
individual first begins work for the 
employer. In the case of a vocational 
rehabilitation referral (as defined in 
section 51(d)(2)) who begins work for 
the employer before July 18,1984, the 
one-year period begins with the day the 
individual begins work for the employer 
on or after the beginning of such 


individual's rehabilitation plan. 
However, with the exception of 
vocational rehabilitation referrals for 
whom the employer claimed a credit 
under section 44B (as in effect prior to 
enactment of the Revenue Act of 1978) 
for a taxable year beginning before 
January 1,1879. members of a targeted 
group who are first hired after 
September 28,1978. and before January 
1.1978, will be treated as if they first 
began work for the employer on January 
1,1879. The date on which the wages are 
paid is not determinative of whether the 
wages are first-year wages; rather, the 
wages must be attributed to the period 
during which the work was performed. 
See paragraph (0(1) of this section for 
an additional limitation on the term 
"qualified first-year wages". (See 
examples (1). (2), (3), (4). (5), and (6) in 
paragraph (j) of this section for 
examples illustrating the application of 
the rules in this paragraph (b)(2)). 

(ii) Special rule for qualified summer 
youth employees. In the case of a 
qualified summer youth employee, 
qualified first-year wages for purposes 
of the 85 percent credit referred to in 
paragraph (a)(2) of this section include 
only wages attributable to services 
rendered by a qualified summer youth 
employee during any 80-day period 
beginning on or after May 1 and ending 
on or before September 15. If the 
individual is retained by the employer 
after the 90-day period and recertified as 
a member of another targeted group, the 
term "qualified first-year wages" for 
purposes of the 50 percent credit 
described by section 51(a)(1) has the 
meaning assigned that term in 
paragraph (b][2)(i) of this section except 
that the $8,000 limitation for qualified 
first-year wages shall be reduced by 
wages up to, but not more than. $3,000 
attributable to services rendered during 
the 90-day period. 

(3) Qualified second-year wages. The 

term "qualified second-year wages" 
means the first $8,000 of wages 
attributable to services rendered by a 
member of a targeted croup, other than a 
qualified summer youth employee, 
during the 1-year period beginning on 
the day after the last day of the period 
for qualified first-year wages. The dote 
on which the wages are paid is not 
determinative of whether the wages are 
second-year wages; rather, the wages 
must be attributed to the period during 
which the work was performed. 

(4) Wages —(i) General rule. Except as 
otherwise provided in paragraph (b)(4) 

(ii) and (ill) of this section, the term 
"wages" shall only include amounts 
paid or incurred after December 31. 

1978, for taxable years ending after 
December 31,1978. For purposes of this 


section, the term "wages" has the 
meaning assigned such term by section 
3306(b) (determined without regard to 
any dollar limitation contained in such 
subsection). 

(ii) Special rules. In the case of 
agricultural labor or railway labor, the 
term "wages" means unemployment 
insurance wages within the meaning of 
subparagraph (A) or (B) of section 
51(h)(1). The term "wages"shaU not 
include any amounts paid or incurred by 
an employer for any pay period to any 
individual for whom the employer 
receives federally funded payments for 
on-the-job training for such individual 
for such pay period. (See example (7) in 
paragraph (j) of this section.) The 
amount of wages which would 
otherwise be qualified wages under this 
section with respect to an individual for 
a taxable year shall be reduced by an 
amount equal to the amount of 
payments made to the employer 
(however utilized by such employer) 
with respect to such individual for such 
taxable year under a program 
established under section 414 of the 
Social Security Act. In addition, the term 
"wages" shall not include any amount 
paid or incurred by the employer in a 
taxable year beginning before January 1, 
1982, to an individual with respect to 
whom the employer claims a credit 
under section 40 (relating to expenses of 
work Incentive programs). For youths 
participating in a qualified cooperative 
education program: 

(A) Section 3306(c)(10)(C) (relating to 
the definition of employment for certain 
students) does not apply In determining 
wages under this section; and 

(B) The terra "wages" shall Include 
only those amounts paid or Incurred by 
the employer that are attributable to 
services rendered by the Individual 
while he or she meets the conditions 
specified in section 51(d)(8)(A). For 
purposes of the preceding sentence, an 
employee who met the requirement in 
section 51(d)(6)(A)(iv), dealing with 
economically disadvantaged status. 

w hen hired, shall be deemed to 
continuously meet the requirement in 
section 51(d)(8)(A)(iv) during the time 
the employee is in the cooperative 
education program. See also paragraph 
(e) of this section for rules relating to the 
exclusion of wages paid to certain 
individuals. 

(iii) Termination. The term "wages” 
shall not include any amount paid or 
incurred to an individual who begins 
work for the employer after December 
31.1085. 

(5) Special rule for eligible work 
incentive employees. In the case of an 
eligible work incentive employee (as 
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defined in { 1.51-1 (c)(4)), this paragraph 
(b) shall be applied for taxable years 
beginning after December 31,1981, as if 
such employee had been a member of a 
targeted group for taxable years 
beginning before January 1.1982. (See 
example (8) in paragraph (j) of this 
section.) 

(c) Members of targeted groups —(1) 

In genera/. An individual is a member of 
a targeted group if the individual is 
certified as (I) a vocational 
rehabilitation referral, (ii) an 
economically disadvantaged youth, (iii) 
an economically disadvantaged 
Vietnara-era veteran, (iv) an SSI 
recipient, (v) a general assistance 
recipient (vi) a youth participating in a 
cooperative education program, (vii) an 
economically disadvantaged ex-convict, 
(viii) an eligible work incentive 
employee, (ix) a qualified summer youth 
employee, or (x) an involuntarily 
terminated CETA employee. Except as 
provided below, see section 51(d) of this 
section for a definition of these groups. 
See paragraph (d) of this section for 
rules concerning the certification of 
individuals as members of one of these 
targeted groups. 

(2) Youths participating in a qualified 
cooperative education Program— (i) 
Student requirements. For an individual 
to qualify as a youth participating in a 
qualified cooperative education 
program, the individual must meet each 
of the following conditions (A) through 
(D)— 

(A) The youth must have attained the 
age of 18 but not 20. (An individual 
reaching 19 will be treated as a youth 
participating in a qualified cooperative 
education program only for wages paid 
or incurred after November 28,1979.) 

(B) The youth must not have 
graduated from a high school or 
vocational school. 

(C) The youth must be enrolled in and 
actively pursuing a qualified cooperative 
education program (as defined in 
paragraph (c)(2)(iii) of this section). 

(D) With respect to wages paid or 
incurred after December 31.1981, the 
youth must be a member of an 
economically disadvantaged family 
when initially hired. 

(ii) Economically disadvantaged 
family. See section 51(d)(ll) for the 
rules relating to the determination of 
whether an individual is a member of an 
economically disadvantaged family. 

(iii) Qualified cooperative education 
program. The term “qualified 
cooperative education program” means 
h program of vocational education for 
individuals who (through written 
cooperative arrangements between a 
qualified school and one or more 
employers) receive instruction 


(including required academic 
instruction) by alternation of study in 
school with a job in any occupational 
field (but only if these two experiences 
are planned by the school and employer 
so that each contributes to the student's 
education and employability). See 
section 51(d)(8)(C) for the definition of a 
“qualified school.” For purposes of this 
paragraph, the term “program of 
vocational education” means an 
organized educational program which is 
directly related to the preparation of 
individuals for employment, or for 
additional preparation for a career 
requiring other than a baccalaureate or 
advanced degree. An “organized 
educational program” means only 
instruction related to the occupation or 
occupations for which the students are 
in training or instruction necessary for 
students to benefit from such training. 
The student's employment contributes to 
his or her education and employability 
only if it is related to the occupation, or 
a cluster of closely related occupations, 
for which the student is in training in 
school. However, the student's 
employment need not be directly related 
to or in the same technical field as the 
training the student receives in school. 
For example, a student studying 
carpentry does not have to work as a 
carpenter for the program to constitute a 
“qualified cooperative education 
program.” The program will qualify if, 
for example, the student works at a 
hardware store because the student's 
work would familiarize the student with 
the materials and tools used by 
carpenters. The program would not 
qualify, however, if the student works at 
a restaurant and generally performs 
tasks in such employment not related to 
carpentry. 

(iv) Actively pursuing. For purposes of 
this paragraph (c)(2). a youth will not he 
considered to be “actively pursuing” a 
school's qualified cooperative education 
program (within the meaning of 
paragraph (c)(2)(iii) of this section) 
during summer vacation unless that 
school program continues during the 
summer vacation. Whether the school 
program continues during the summer 
* vacation will be determined by 
examining the written agreement 
between the school and the employer. 
Thus, if a written agreement specifically 
covers the summer vacation period and 
provides for a significant degree of 
involvement by school personnel to 
provide supervision for the students in 
the program during that period, the 
school program will be considered to 
continue during the summer, regardless 
of whether classes are held during the 
vacation period. 


(3) General assistance recipients . In 
order for an individual to qualify as a 
general assistance recipient, the 
individual, or another member of the 
assistance unit (within the meaning of 
45 CFR 205.40(a)(1)) that the individual 
is a member of. must receive assistance 
for a period of not less than 30 days 
ending within the preemployment period 
(as defined in section 51(d)(13)) from a 
qualified general assistance program. A 
qualified general assistance program is 

a program of a State or a political 
sudivision of a State that the Secretary 
(after consultation with the Secretary of 
Health and Human Services) has 
designated as providing general 
assistance (or similar assistance) which 
is based on need and consists of money 
payments or voucher or scrip. For 
purposes of the preceding sentences, a 
program qualifying as a general 
assistance program by reason of non¬ 
cash assistance (/.A, voucher or scrip) 
shall he so treated only with respect to 
amounts paid or incurred after July 1, 
1982, to individuals beginning work for 
the employer after such date. For 
purposes of this subparagraph, the term 
“money" means cash or an instrument 
convertible into cash (e.g., a check). 

(4) Eligible work incentive employees . 
An eligible work incentive employee 
means an individual who has been 
certified by the designated local agency 
(as defined in paragraph (d)(10) of this 
section) as— 

(i) Being eligible for financial 
assistance under part A of title IV of the 
Social Security Act and as having 
continuously received such financial 
assistance during the 90-day period 
which immediately precedes the date on 
which such individual is hired by the 
employer, or 

(ii) Having been placed in 
employment under a work incentive 
program established under section 
432(b)(1) or 445 of the Social Security 
Act. 

The provisions of this paragraph (c)(4) 
are effective with respect to taxable 
years of the employer beginning after 
December 31.1981. (See paragraph (b)(5) 
of this section for a special rule relating 
to eligible work incentive employees.) 

(5) Involuntarily terminated CETA 
employees —(i) In general. An 
involuntarily terminated CETA 
employee is an individual who first 
began work for an employer after 
August 13.1981, in taxable years of the 
employer ending after August 13.1981, 
and is certified by the designated local 
agency (as defined in paragraph (d)(10) 
of this section) as having been 
involuntarily terminated after December 
31.1980, from employment financed in 
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whole, or in part, under a program under 
part D of title U or title VI of the 
Comprehensive Employment and 
Training Act 

(ii) Termination. Section 51(d)(10) and 
this paragraph (c)(5) shall not apply to 
any individual who begins work for the 
employer after December 31.1982. 

(d) Certification —(1) General rule. 
Except as otherwise provided in this 
paragraph, an individual shall not be 
treated as a member of a targeted group 
unless, on or before the day on which 
such individual begins work for the 
employer, the employer has received, or 
has requested In writing, a certification 
that the individual is a member of a 
targeted group from the designated local 
agency (as defined in paragraph (d)(10) 
of this section), fn addition, the 
employer must receive a certification 
before the targeted jobs credit can be 
claimed. However, with respect to 
individuals who began work for the 
employer on or before May 11,1982, the 
certification will be timely only if 
requested or received before the day the 
individual began work for the employer. 
In the case of a request in writing mailed 
via the United States Postal Service, the 
request shall be deemed to be made on 
the date of the postmark stamped on the 
cover in which such request was mailed 
to the designated local agency provided 
the request is mailed in accordance with 
the mailing requirements in § 301.7502- 
1(c) and delivered in accordance with 
the delivery requirements in 9 301.7502- 
1(d). In the cuse of a deadline that but 
for this sentence would fall on a 
Saturday. Sunday, or a legal holiday, the 
deadline for making a timely request in 
writing for a certification or receiving a 
timely certification shall be the next 
succeeding day which is not a Saturday, 
Sunday, or legal holiday. (See section 
7503 for the definition of “legal 
holiday.") See paragraph (d)(2) of this 
section for transitional rules applicable 
to certain employees who began work 
for the employer before September 28, 
1961. See paragraph (d)(3) of this section 
for special rules applicable to 
cooperative education students and 
paragraph (d)(4) of this section for 
special rules applicable to eligible work 
incentive employees. 

(2) Timeliness of certification in the 
case of an individual to whom a written 
preliminary eligibility determination 
has been issued. If on or before the day 
on which an individual begins work for 
the employer, such individual has 
received from a designated local sgency 
(or other agency or organization 
designated pursuant to a written 
agreement with such designated local 
agency) a written preliminary 


determination that such individual is a 
member of a targeted group, then such 
individual may be treated as a member 
of a targeted group if on or before the 
fifth day after the day such individual 
begins work for the employer such 
employer receives, or requests in 
writing, from the designated local 
agency a certification that such 
individual is a member of a targeted 
group. This paragraph (d)(2) only applies 
to individuals who begin work for the 
employer after July 18,1984, 

(3) Transitional rules for certain 
employees who began work for the 
employer on or before September 28, 
1981. In the case of an individual, other 
than a cooperative education student, 
who began work for the employer before 
June 29,1981, the employer must either 
receive, or request in writing, a 
certification before )uly 23.1981. In the 
case of an individual, other than a 
cooperative education student, who 
began work for the employer after June 
28,1981. and on or before September 28, 
1981, the employer must either receive, 
or request in writing, a certification 
before September 28,1981. 

(4) Cooperative education students. In 
the case of cooperative education 
students, the school administering the 
cooperative education program must 
issue the certification. Form 6199 is 
provided for this purpose. If the student 
begins work for the employer after 
September 28,1981, see the general rule 
in 9 1.51—1(d)(1) for the date when this 
certification must be received or 
requested. If the student begins work for 
the employer on or before September 28, 
1981, the employer must receive the 
certification or request it In writing 
before September 28,1981. In order for 
an employer to claim a credit on wages 
paid or incurred to a cooperative 
education student after December 31, 
1981, the employer must receive or 
request in writing a determination that 
the student is a member of an 
economically disadvantaged family. A 
request for economic eligibility 
determination for a cooperative 
education student must be made in 
writing by the employer to the 
participating school. If the student 
begins work for the employer on or 
before September 28,1981. the employer 
must receive or request in writing such 
determination before September 26, 
1981. However, a request in writing on 
or after August 13,1981, to a 
participating school for certification will 
be deemed to include a request for an 
economic eligibility determination. In 
addition, any certification issued by a 
school after August 13.1981, will be 
deemed to be issued in response to a 


request for certification which includes 
a request for an economic eligibility 
determination. The rule in the preceding 
sentence does not eliminate the 
requirement that the employer receive a 
certification that includes an economic 
eligibility determination in order to 
claim a credit for wages paid or incurred 
after December 31,1981. If a 
certification issued by a school after 
August 13.1984, does not contain an 
economic eligibility determination and 
the employer wishes to claim a credit for 
wages paid or incurred after December 
31,1981, the employer must receive a 
completed certification before the date 
on which the credit is claimed 

(5) Eligible work incentive employees . 
In the case of eligible work incentive 
employees, the employer must either 
receive, or request in writing, a 
certification within the time 
requirements of paragraph (d) (1). (2), or 
(3) of this section, whichever is 
applicable. Before October 12,1981 (the 
date the Economic Recovery Tax Act of 
1981 codified the State employment 
security agency as the designated local 
agency for certifying targeted groups), a 
certificate may be received or requested 
in writing from either the designated 
local agency (as defined in paragraph 
(d)(10) of this section) or the office or 
agency that properly issued 
certifications under former section 
50B(h)(l) (relating to the work incentive 
credit). 

(8) Certifications that are not timely. 
Any certification that is not timely 
received or requested by the employer 
in accordance with the rules of this 
paragraph will be treated as invalid 
Thus, the employer will not be allowed 
to claim a credit under section 51 with 
respect to any wages paid or incurred to 
an employee whose certification or 
request for certification is not timely. A 
timely request for certification does not 
eliminate the need for the employer to 
receive a certification before claiming 
the credit. In the case of a request for 
certification that was denied, 
resubmitted and then approved, the 
timeliness of the request shall be 
determined by the timeliness of the first 
request 

(7) Incorrect certification —(i) In 
general. Except as otherwise provided in 
paragraph (d)(7)(ii) of this section, if an 
individual has been certified as a 
member of a targeted group, and such 
certification is based on false 
information provided by such individual, 
the certification shall be revoked and 
wages paid by the employer after the 
date on which notice of revocation is 
received by the employer shall not be 
treated as qualified wages. For purposes 
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of this paragraph* a certification will be 
revoked only if the individual would not 
have been certified had correct 
Information been provided to the issuer 
of the certification. Thus, false 
information that is not material to an 
individual's eligibility as a member of a 
targeted group will not invalidate an 
otherwise valid certification* 

(ii| Employer's knowledge that the 
: truncation was Incorrect In the case 
of an employer who knew, or had 
reason to know, at the time of 
certification that the information 
provided to the designated local agency 
was false, none of the wages paid by 
such employer to un individual to whom 
an incorrect certification has been 
issued will be qualified wages. 

(8) Certifications issued to certain 
rehires. This paragraph (d)(8) applies in 
the cose of an employee who first began 
work for the employer before August 13, 
1981. and was dismissed and rehired by 
the employer. A certification received or 
requested by an employer with respect 
to such an employee will be considered 
timely only if there was a valid business 
reason, unrelated to the availability of 
the credit for tho dismissal and rehire 
tnd if the employer did not dismiss and 
then rehire the employee in order to 
meet the timing requirement with 
respect to certification. An individual 
*ho is dismissed and then mhired for 
the purpose described in the preceding 
sentence will be considered for purposes 
of section 51(d)! 16) and this paragraph 
to have been continuously employed by 
the employer during the time between 
the dismissal and the rehire. Whether 
the employer was motivated by reason 
of the certification rules in section 
51(d](lG) and this paragraph to dismiss 
*r.ti then rehire an employee is a 
question of fact to be determined from 
all the circumstances surrounding the 
dismissal and rehire. (See paragraph 
(e)(2) of this section for a separate rule 
disallowing the credit In the case of 
nonqualifying rehires.) 


(9) Individuals who continue to be 
employed by the same employer but as 
a member of another targeted group. 

This paragraph (d)(9) applies in the case 
of an employee who continues to be 
employed by the same employer but no 
longer qualifies as a member of the 
targeted group for which such employee 
fcas first certified [e.g. the employee 
orginally certified as a qualified 
*ummer youth employee with respect to 
a nicety-day period between May 1 and 
September 15, but such ninety-day 
period has ended). In such case, the 
employer may request a certification 
that the employee is a member of 
another targeted group, and if any 


wages paid to such individual are 
qualified first-year wages or qualified 
second-year wages, the employer may 
be entitled to a targeted jobs credit with 
respect to such wages. The second 
certification will not be invalid merely 
because it whs requested or received 
after the individual began work for the 
employer only the first certification (for 
example, the certification with respect 
to an individual hired first as a qualified 
summer youth employee) must meet the 
requirement of section 51(d)(16) that a 
certification must be requested or 
received by an employer on or before 
the day on which the individual begins 
work for the employer. In the case of a 
former qualified summer youth 
employee or a youth participating in a 
qualified cooperative education program 
who is recertified as an economically 
disadvantaged youth, the term “hiring 
date" in section 51(d)(3)(B) does not 
mean the day the individual is hired by 
the employer but means the day the 
individual is certified as a member of 
the new targeted group. Accordingly, the 
age requirement of section 51(d)(3)(B) 
shall be applied as of the day the 
individual is certified as a member of 
the second targeted group. In addition, 
see section 51(d)(ll) for rules concerning 
the viability of the original economic 
eligibility determination. 

(10) Certification where a trade or 
business has been transferred to a new 
employer. In the case of a transfer of a 
trade or business in which an individual 
who is a member of s targeted group is 
retained as an employee in the trade or 
business, the certification obtained for 
such employee by the transferor- 
employer will apply with respect to the 
transferee-employer. 

(11) Designated local agency —(i) In 
general. For the period before October 
12.1981, the term “designated local 
agency" means the agency for any 
locality designated jointly by the 
Secretary and the Secretary of Labor to 
perform certifications of employees for 
employers in that locality. On or after 
October 1Z 1981. the term “designated 
local agency" means a State 
employment security agency established 
in accordance with the Act of June 0. 
1933. as amended (29 U.S.C. 49-49n). 

(ii) Jurisdiction. The designated local 
agency is the agency that has. pursuant 
to its charter. Jurisdiction over the 
individual that is sought to be certified. 
Thus, any certification that is issued 
with respect to an individual who is not 
within the jurisdiction of the designated 
local agency that issued the certification 
will be invalid. Notwithstanding any 
other provision of this section, a request 
in waiting for certification to the 


appropriate designated local agency that 
is made before January 23.1964, will be 
considered to be timely if it is made 
after an otherwise timely request in 
writing for certification was made to a 
designated local agency that does not 
have Jurisdiction over the individual 
sought to be certified. 

(e) Certain ineligible individuals —(,1) 
Related individuals. For purposes of 
section 51(a), “qualified wages" does 
not include any amounts paid or 
incurred by a taxpayer to any of the 
following individuals; 

(1) An individual who is related 
(within the meaning of any of 
paragraphs (1) through (8) of section 152 
(a)) to the taxpayer 

(Ii) An individual who is a dependent 
(within the meaning of section 152(a)(9)) 
of the taxpayer, 

(iii) An individual who is related 
(within the meaning of any of 
paragraphs (1) through (8) of section 
152(a)] to a shareholder who owns 
(within the meaning of section 207(c)) 
more than 50 percent in value of the 
outstanding stock of the taypayer. if the 
taxpayer is a corporation; 

(iv) An individual who is a dependent 
(within the meaning of section 152(a)(9)) 
of a shareholder described in paragraph 
(c)(l)(in) of this section; 

(v) An individual who is a grantor, 
beneficiary or fiduciary of the taxpayer, 
if the taxpayer is an estate or trust: 

(vf) An individual who is a dependent 
(within the meaning of section 152(a)(9)) 
of an individual described in paragraph 
(e)(l)(v) of this section: or 

(vii) An individual who is related 
(within the meaning of any of 
paragraphs (1) through (0) of section 
152(a)) to an individual described in 
paragraph (e)(l)fv) of this section. 

(2) Nonqualifying rvhires . For 
purposes of section 51(a), “qualified 
wages" does not include wages paid to 
an employee who had been employed 
by the employer prior to the current 
hiring date of the employee if at any 
time during such prior employment the 
employea was not a member of a 
targeted group. The preceding sentence 
shall not apply to an employee who was 
previously timely certified as a member 
of a targeted group with respect to the 
same employer. An employee shall be 
treated as not having been a member of 
a targeted group if the certification 
requirements of section 51(d)(16) were 
not met. (See example (6) in paragraph 
(j) of this section.) 

(3) Effective date. The provisions of 
this paragraph (e) are effective with 
respect to employees first beginning 
w ork for an employer after August 13. 
1981. 
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(f) Limitations.— (1) Limitation on 
qualified first-year wages. With respect 
to taxable years beginning before 
January 1,1982, the amount of the 
qualified first-year wages which may be 
taken into account for purposes of the 
targeted Jobs credit for any taxable year 
shall not exceed 30 percent of the 
aggregate unemployment insurance 
wages paid by the employer during the 
calendar year ending in such taxable 
year. In the case of a group of trades or 
businesses under common control (as 
defined in 5 1.52—1(b)), the qualified 
first-year wages cannot exceed 30 
percent of the aggregate unemployment 
insurance wages paid to all employees 
of that group of trades or businesses 
under common control during the 
calendar year ending in such taxable 
year. For this purpose, the term 
“unemployment insurance wages" has 
the same meaning given to the term 
"wages" as defined in § 1.51—1(b)(4). In 
this case of agricultural or railway labor, 
see section 51(h)(1) for the applicable 
definition of unemployment insurance 
wages. (See examples (13) and (14) in 
paragraph (j) of this section.) 

(2) Remuneration must be for trade or 
business employment. Remuneration 
paid by an employer to an employee 
during any taxable year shall be taken 
into account only if more than one-half 
of the remuneration paid by the 
employer to an employee is for services 
in a trade or business of the employer. 
This determination shall be made by 
each employer without regard to section 
52 (a) or (b). Accordingly, employees of 
corporations that are members of a 
controlled group or employees of 
partnerships, proprietorships, and other 
trades or businesses (whether or not 
incorporated) which ore under common 
control will be treated as being 
employed by each separate employer for 
this purpose. For this purpose, the term 
"year" means the taxable year of the 
employer. (See example (15) in 
paragraph (j) of this section.) 

(g) Election not to claim the targeted 
jobs credit. The election under section 
51(|) (as amended by section 474{p) of 
the Tax Reform Act of 1934) not to claim 
the targeted jobs credit is available for 
taxable years beginning after December 
31.1983. and shall be made for the 
taxable year in which such credit is 
available by not claiming such credit on 
an original return or amended return at 
any time before the expiration of the 3- 
year period beginning on the last date 
prescribed by law for filing the return 
for the taxable year (determined without 
regard to extensions). The election may 
be revoked within the 3-yeor period by 


filing an amended return on which the 
credit is claimed. 

(h) Treatment of successor-employers. 
In the case of a successor-employer 
referred to in section 3306(b)(1). the 
determination of the amount of credit 
under this section with respect to wages 
paid by such successor-employer shall 
be made in the same manner as if such 
wages were paid by the predecessor- 
employer referred to in such section. 
Thus, the 1-year period referred to in 

5 1.51—1 (b)(2)(f) will be considered to 
begin with the day the employee first 
began work for the transferor-employer, 
and the amount of qualified first-year 
wages and qualified second-year wages 
paid or incurred with respect to the 
employee must be reduced by the 
amount of any such wages paid or 
incurred by the transferor-employer. 

(See examples (10) and (11) in paragraph 
0) of this section.) Also, see paragraph 
(d) (10) of this section for rules 
concerning the viability of the 
employee's certification. 

(i) Treatment of employees 
performing services for other persons. 

No credit shall be determined under this 
section with respect to remuneration 
paid by an employer to an employee for 
services performed by such employee 
for another person unless the amount 
reasonably expected to be received by 
the employer for such services from 
such other person exceeds the 
remuneration paid by the employer to 
such employee for such services. 

(j) Examples. The application of this 
section may be illustrated by the 
following examples which, except as 
otherwise stated, assume that the 
limitations imposed by 55 1-51—1(f)(2) 
and 1.53-3 are inapplicable: 

Example (If Corporation M is a calendar 
year, cash receipts and disbursements 
method taxpayer. A. an economically 
disadvantaged youth, first began work for 
Corporation M on October 1.107ft. Qualified 
first-year wages with respect to A are wages 
attributable to the period beginning on 
January 1.1970 (since A was first hired after 
September 26.197ft, he is treated as haring 
begun work on January 1.1079) and ending 
on December 31.1079. In the 1979 taxable 
year. Corporation M pays A $5,000 of 
qualified first-year wages attributable to 
services performed in 1979. Corporation M's 
allowable credit is equal to $2,500 (SO percent 
of $5,000). 

Example (2). Assume the same facts as in 
example (1). except that In 1900 Corporation 
M pays to A $100 of wages attributable to 
services rendered in 1979. These wages will 
still be considered as qualified first-year 
wages, but the credit may not be claimed 
until the 1980 taxable year. 

Example (3f Corporation O is a calendar 
year, cash receipts and disbursements 
method taxpayer. C, a vocational 
rehabilitation referral first began work for 


Corporation O on July 1.197ft. Corporation O 
claimed a credit under section 44 B (as in 
effect prior to enactment of the Revenue Act 
of 1978) for $3,000 of wages paid to C in the 
197ft taxable year. Corporation O paid C 
$6,000 for services performed from January 1. 
1979 to June 3a 1979. The period during which 
qualified first-year wages arc determined 
begins on July 1.1978. and ends on June 30. 
1979. Amounts paid before January 1,1979, 
however, are not taken into consideration in 
determining the amount of qualified first-year 
woges. Accordingly, only the wages 
attributable to services performed from 
January 1,1979. through June 30,1979, are 
considered as qualified first-year wages. 
Corporation O’s allowable credit is equal to 
$3,000 (50 percent of $8,000). 

Example (4). J first began work for 
Corporation Q. a cash receipts and 
disbursements method taxpayer, on January 

1.1981. and was not a member of a targeted 
group. On March 1.1981.1 was convicted of a 
felony and sentenced to prison. I quit working 
for Corporation Q. and served the prison 
sentence. On November 1.1981.1 again was 
hired by Corporation Q and began work on 
that dote. On the November 1.1981 hiring 
date. I was an economically disadvantaged 
ex-convict for whom Corporation Q received 
a certificate. Corporation Q paid I $500 of 
wages far sendees performed from November 
1.1961. to December 31.1961. and $6,000 uf 
wages for services performed during 1982. 
The $500 of wages paid for sen ices 
performed from November 1.1981. to 
December 31.1981, would be qualified first- 
year wages because these qualified wages 
were paid for services performed during the 
1-year period beginning on the date I first 
began work for Corporation Q (January 1. 
1981). The $8,000 of wages paid for service* 
performed during 1902 would be qualified 
second-year wages because these qualified 
wages were paid for sendees performed 
during the 1-year period beginning on the day 
after the firot 1-year period- Accordingly, 
Corporation Q has an allowable credit of 
$250 attributable to qualified first-year wages 
and $1,500 attributable to qualified second- 
year wages. 

Example (5). Assume the same facts as In 
example ( 4 ), except that all dates are 1 year 
later. Thus, I first began work for Corporation 
Q on January 1.1982, was convicted on 
March 1.1982, and was rehired on November 

1.1982. Under these facts. Q is not entitled to 
take a targeted jobs credit with respect to Ts 
wages because I is • nonqualifying rehirc. 

Example (6). J. an economically 
disadvantaged youth, first began work for 
Corporation R, a calendar year cash receipts 
and disbursements method taxpayer, on 
December 1.1979. On July 1,1980. J was laid 
off by Corporation R and began work for 
Corporation S. which is unrelated to 
Corporation R, on July 2.1980. On November 
1.1980. J again began work for Corporation R 
and continued working for Corporation R 
until January 1,1982. At the time J first began 
work for Corporation S. J no longer met the 
qualifications of an economically 
disadvantaged youth. Corporation S may not 
claim a credit for wages paid to J because ) 
was not a member of a targeted group at the 
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t r h« began work for Corporation S. 

Cc monition R, howevirr. may dnirn a credit 
for .Migro paid to ) because j whs a member 
of a targeted group when he was hired by 
U ipurnUon R. Corporation R'% qualified firat- 
yc.ir wages paid to f are the wages paid for 
wrvtfcts performed by | from December 1. 

1 9T79, to July 1,1080. and from November T. 
I960, tr November 30.1080. Corporation R*s 
qualified second-year wages paid to J are 
m ages paid for services performed by ] from 
December 1* 1980. to November 3a 1061. 
Corporation R may not claim a credit for 
wages paid for servioos performed by J after 
NY lumber 30. 1981. 

Example (7). K. a member of a targeted 
group, first began work for Corporation T on 
Januiiry 1.197a For the pay periods from 
January 1. 1979, to March 3t. 1979. 

Co i iratton T received federally funded 

p, i y merits for on-the-job training for K and 
paid wages of 32,000 to 1C During thu 
rrrnaindac of 1979 Corporation T paid wages 
of S7.000 to K Corporation T may claim a 
credit on $0 000 of qualified first-year wages. 
Amount* paid to K by Corporation T Hunng 
ttir pay periods for which Corporation T 
received federally funded payments for on- 
th' job training for K are not considered 
ftrtges for purposes of the credit. However. 

0 i it ration T may consider $8,000 of the 
r-jtiil $7,000 of wages paid After March 31. 

1979. as qualified first-year wages. 

E\ ample (8). P first began work for 
Corporation X on January 1.1981. as an 
individual who was certified to be an eligible 
employee for purposes of the WIN credit 
providedin section 40. Corporation X paid P 
£>.000 of wages during its taxable year 
b. ’. ^ning cm (anuary 1.1981. and $6,000 of 
wags* during its taxable year beginning on 
Icnuagy 1.1982. X can claim a targeted jobs 
err dit for the wages paid in 1962 if the 
requirements of section 51 are met. For 
purposes of section 51 (a), Fs qualified first- 
year wages are the wages paid from January 
1.1981. to December 31.19B1, and F* 
qualified second-year wages are the wages 
paid from January 1.1982. to December 31. 
1962. Thus, Corporation X is only entitled to 
dsua a targeted fob credit based on P's 
quitlifiod second-year wages. 

l iarnplw (8). (t) L. 15 years of age. first 
tifr^an work for Corporation U on*August 1. 
1979 On September 3,1979, L began her 
jtrninr year in high school and enrolled in a 
qualified cooperative education program that 
wa* to run for her junior and senior years. On 
October 1.197a when L turned 18. she met all 
tf n quirententsof § 15l-l(c)(2)(i) and 
quid ifind an a youth participating in a 

q. ii>lifted cooperative education program. 

r Poration U is entitled to claim a credit on 
w uvqcrs paid or incurred for services 
Performed by L after September 30.1979. so 
long as L meets the requisite requirements, 

L i.mrner vacation began on June 1,1960. 
Assam* that the cooperative education 
program L was enrolled in did not continue 
during the summer vacation b e., the written 
*£'• uineat between the employer and the 
school did not cover the summer vacation). 
Thus, during her summer vacation. L did not 
meet the requirement of actively pursuing a 
qualified cooperative education program. 

Acc ordingjy. Corporation U may not claim a 


credit on wages paid for services performed 
by L during L’s summer vacation. On 
September 2.1980. L began her senior year, 
and again met all the requirements of f 1.51- 
l(c)|2)(i). She continued to meet these 
requirements until June 5.1981. when she 
graduated from high school. Accordingly. 
Corporation U may claim a credit on wages 
paid for services performed after September 
1.1980. and before June 5.1961, 

(II) Assume the same facts as in (I), above, 
except that all dates are 3 years later Under 
these facte. U Is not entitled to claim a 
targeted jobe credit with respect to any of L’s 
wages because L has not been timely 
certified under section 51(d](16) and ft 151- 
1(d)(3). 

Example (10). D began work for a drugstore 
owned by K as a sole proprietor on (anuary L 
1079. and was certified as a member of a 
targeted group with respect to E. On June 1. 
1979. B sold the drugstore where D worked to 
F. who continued to operate the drugstore 
with D as an employee. D’s qualification at a 
member of a targeted group is not required to 
be redstormined in order for F to qualify for 
the targeted jobs credit F wiU take into 
account the certification of D’s eligibility that 
was provided to B. F will have qualified first- 
year wages consisting of the first $6,000 of 
wages paid or incurred to D by B and F from 
January 1.1979 to December 31.1979 
(reduced by any qualified wages paid or 
incurred by E to D from January 1.1979, to 
May 31,1979). Fs qualified seoond-year 
wages will consist of the first $6,000 of wages 
paid or incurred to D by F from January 1. 
I960, to December 31, 1900. 

Example (11). G began work in a machine 
shop owned by H as a sole proprietor on 
January 1.1979, and was certified as a 
member of a targeted group with respect to 
H. On June 1,1980. H transferred all the 
assets of the machine shop to newly formed 
Corporation P. Corporation P retained G ae 
an employee in the machine shop. G i 
qualification as a member of a targeted group 
is not required to be redetermined in order 
for P to qualify for the targeted jobs credit. H 
has qualified first-year wages in the amount 
of the first $6,000 of wages paid or incurred to 
G by H from January 1,1979, to December 31, 
1979. Corporation P has qualified second year 
wages in the amount of the first $8,000 of 
wages paid or incurred to G by H and 
Corporation P from January 1.1980. to 
December 31. I960 (reduced by any qualified 
second-year wages paid by H to G), 

Example (12). W operates a retail store as 
a sole proprietor. On June 1.1982, W hires S 
after receiving a written determination from a 
local community* organization that S meets 
the requirements of an economically 
disadvantaged youth. W does not request a 
certification from the State employment 
security agency as to S’* eligibility. W is not 
entitled to claim a credit with respect to 
wages paid to & because W did not receive, 
or request in writing, a certification from the 
Slate employment security agency as to S*s 
eligibility on or before the day on which S 
began work for W. 

Example (13). Corporation V is a cash 
receipts and disbursements method taxpayer 
with a July 1 through June 30 taxable year. In 
the taxable year ending Juno 3a 1960. the 


aggregate unempluymrni insurants wages 
paid by V were $150.00a In calendar year 
1979 the aggregate unemployment insurance 
wages paid by' Corporation V were $1IODOOI 
Corporation Vs qualified first-year wages are 
limited to 30 percent of the aggregate 
unemployment insurance wages paid by it in 
calendar year 1979 or $33,000 (30 percent of 
$110,000). even though the aggregate 
unemployment insurance wages paid by it in 
the taxable year ending June 3a I960, were 
$i5o.ooa 

Example (14). Assume the same facts aa Us 
example (13). exoept that all dotes are 3 years 
later. Since the limitation on qualified first* 
year wages does not apply to taxable years 
beginning after December 31.1981. 

Corporation Vs qualified first-year wages are 
$150,000. 

Example (IS). M operates a retail store as a 
sole proprietor. N and O. both members of a 
targeted group, first begun woTk for M on 
January L 1979. M paid N total qualified first* 
year wages of $6,000 in 1979. Three thousand 
one hundred dollars of those wags# were for 
services in M's retail store, and $2,900 of 
those wages were for services as M’s maid. M 
paid O total qualified first-year wages of 
$6,000 in 1979. Three thousand dollars of 
those wages were for services in M’s store 
and $3,000 of those wages were for services 
at M’s chauffeur M has an allowable credit 
of $3,000 in 1979 on all *8,000 of qualified 
first-year wages paid to N because more than 
one-half of the remuneration paid by M to N 
was for services in M's trade or business. M 
may not take into account the wages paid to 
O because not more than one-half of the 
remuneration paid by M to O was for 
services in M's trade or business. Acordingly. 
M may not claim a credit on wages paid to Q. 

Par. 3. Section 1.381(c)(26M i* revised 
to read as set forth below: 

$ 1.381(cH26>-1 Credit tor employment of 
certain new employees. 

(a) Carryovers and carrybacks . For 
taxable years beginning before January 
1.1984. the computation of carryovers 
and carrybacks of unused targeted Jobs 
credit (new jobs credit in the case of 
wages paid before 1979) under section 
44B (as in effect prior to enactment of 
the Tax Reform Act of 1904) in a 
transaction to which section 381(a) 
applies shall be made under the 
principles of ft 1.381(c)(23)~l (relating to 
the computation of carryovers and 
carryback* of unused investment credit)* 
except that the provisions of paragraph 
(c)(4) and paragraph ( 0 ) (6), (7) and (8) of 
such section shall not apply. 

(b) Other items. See ft 1.51-l(h) for a 
rule that applies to certain transfers of a 
trade or business in which a member of 
a targeted group is employed. 
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Temporary Regulations Under the 
Revenue Act of 1978 

PART 5—(AMENDED) 

Par. 4. The authority for Part 5 
continues to read as follows: 

Authority: 28 U.S.C 7805. 

5 5.51-1 I Removed) 

Par. 5. Section 5.51-1 is removed. 

Temporary* Regulations—Elections 
Under Various Public Laws 

PART5h—{ AMENDED] 

Par. 8. The authority for Part 5h 
continues to read as follows: 

Authority: 28 U.S.C. 7805. 

§ 5h.4 (Amended ] 

Par. 7. Section 5h.4(e) is removed. 

Internal Revenue Practice Regulations 

PART 602—(AMENDED) 

Par. 8. The authority citation for Part 
602 continues to read as follows: 
Authority: 28 U.S.C 7805. 

§602.101 (Amended) 

Par. 9. Section 602.1011c) is amended 
by inserting in the appropriate places in 
the table “5 1.51-l(d). . . 1545-0219." 

This Treasury decision includes 
amendments that conform the 
regulations to the amendments made to 
section 51 of the Internal Revenue Code 
of 1954 by the Tax Reform Act of 1984. 
Because these are interpretative 
regulations and because there is need 
for immediate guidance, the requirement 
for notice and public procedure under 
subsection (b) of section 553 of Title 5 of 
the United States Code and the effective 
date limitation of subsection (d) of that 
section are found to be inapplicable 
with respect to such amendments. 

Rosco« L Egger. Jr., 

Commissioner of Internal Revenue . 

Approved: October 18.1985. 

Ronald A. Pearlmjn. 

Assistant Secretary of the Treasury, 

|FR Doc. 85-26491 Filed 11-5-85; 8:45 amj 

BILLING CODE 4030-41-M 


26 CFR Parts 1 and 602 
IT.D.8060J 

income Tax; Removal of Certain 
Temporary Regulations on 
Substantiation and the Taxation of 
Fringe Benefits 

agency: Internal Revenue Service, 
Treasury. 


action: Withdrawal of temporary 
regulations. 

summary: This document provides a 
Treasury decision that removes certain 
temporary regulations relating to the 
requirement of section 274(d) (as 
amended by the 1984 Act) that any 
deduction or credit with respect to listed 
property be substantiated with adequate 
contemporaneous records (TD. 7986 and 
T.D. 8009). and removes a portion of 
other temporary regulations contained 
in TD. 8009 relating to the taxation of 
fringe benefits. A change to the 
applicable tax law was made by Pub. L. 
99-44. Repeal of Contemporaneous 
Recordkeeping Requirements. This 
Treasury decision is necessary to 
respond to the recent Congressional 
amendments made by Pub. L 99-44. 
date: The removal of temporary 
regulations by this Treasury decision is 
effective for taxable years beginning 
after December 31,1984. 

FOR FURTHER INFORMATION CONTACT: 
Michel A. Daz6 (202-566-3829) or 
Annette J. Guarisco (202-566-3918) of 
the Legislation and Regulations 
Division. Office of the Chief Counsel. 
Internal Revenue Service. 1111 
Constitution Ave.. NW„ Washington. 

DC 20224. (Attention: CC:LR:T). 

SUPPLEMENTARY INFORMATION: 
Background 

Substantiation 

Prior to the Tax Reform Act of 1984 
(the 1964 Act), taxpayers were required 
under section 274(d) of the Internal 
Revenue Code of 1954 (the Code) to 
substantiate by adequate records or 
sufficient evidence corroborating the 
taxpayers' own statements any 
deduction for expenses incurred for (1) 
travel away from home (including meals 
and lodging). (2) entertainment, 
amusement, or recreation activities or 
the use of a facility in connection with 
those activities, or (3) business gifts. 
Before amendment by the 1984 Act, 
section 274(d) did not apply to vehicles 
when used in local travel. Instead, the 
more general substantiation standards 
under section 162 of the Code were 
applicable. 

Section 179(b) of the 1984 Act 
amended section 274(d) to require that 
any deduction or credit claimed for 
expenses incurred while traveling away 
from home, for entertainment, for 
business gifts, and for "listed property" 
be substantiated by adequate 
contemporaneous records. Listed 
property, os defined in section 280(d)(4) 
of the Code, generally includes any 
passenger automobile, any other 
property used as a means of 


transportation, any property used for 
entertainment, recreation, or 
amusement, and any computer and 
peripheral equipment 

Temporary and proposed income tax 
regulations relating to the requirement 
of section 274(d) (as amended by the 
1984 Act) that any deduction or credit 
with respect to "listed property" be 
substantiated with "adequate 
contemporaneous records" were 
published in the Federal Register for 
October 24,1984 (49 FR 42701). These 
temporary regulations were amended in 
part and supplemented by additional 
temporary and proposed regulations 
that were published in the Federal 
Register for February 20,1985 (50 FR 
7038) (the Feburary regulations). The 
February regulations provided certain 
safe harbors for satisfying the adequate 
contemporaneous record requirement 
with respect to the use of vehicles. 
Adequate contemporaneous records 
were generally not required if: (1) A 
vehicle was regularly used directly in 
connection with a taxpayer's farming 
business and the taxpayer's income 
from farming exceeded 70 percent of 
gross income from all sources ("farming' 
safe harbor): (2) a vehicle was not used 
for personal purposes and the vehicle 
wus kept on the employer's premises 
("no personal use" safe harbor); (3) the 
only personal use of an employer- 
provided vehicle by employees was 
commuting, the requirements of § 1.81- 
2T were met, and $3.00 per day was 
included in the income of the employee 
using the vehicle ("commuting only" 
safe harbor): or (4) an owner, employer, 
or employee spent most of a normal 
business day using a vehicle to make 
several stops in connection with the 
owner's or employer's business 
("multiple stop" safe harbor). Taxpayers 
who would have been eligible to use 
either the "farming" or the "multiple 
stop" safe harbor could have treated 80 
percent of the use of a vehicle designed 
for commerical purposes, or 70 percent 
of the use of any other vehicle, as 
business use without maintaining 
adequate contemporaneous records. 
Alternatively, these taxpayers could 
have kept track of total annual mileage 
and personal mites driven ("personal 
miles" safe harbor). 

Section 1(a) of Pub. L. 99-44 (Repe.il of 
Contemporaneous Recordkeeping 
Requirement) amended section 274(d) 
and section 1(c) of the same law 
rescinded any regulations issued to 
carry out certain of the amendments 
made by the 1984 Act. This document, 
therefore, removes the regulatory 
provisions so issued under section 
274(d) as amended by the 1984 Act. 
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For taxable years beginning in 1985 or 
before, the recordkeeping requirements 
of sections 162 and 274(d) apply as in 
effect before the 1984 Act. Under section 
274(d). any deduction claimed for (1) 
expenses incurred while traveling away 
from home, (2) business-related 
entertainment expenses, and (3) 
business-related gifts is disallowed 
unless substantiated by adequate 
records or sufficient corroborating 
evidence. The more general 
substantiation requirements of section 
162 apply to local travel and to listed 
property, such as a computer, not 
previously subject to the substantiation 
requirements of section 274(d). Section 
162 requires a taxpayer to prove 
eligibility for, and the amount of. any 
deduction claimed for business 
expenses. 

For taxable years beginning after 
1985. adequate records or sufficient 
corroborating evidence are also required 
to substantiate any deduction or credit 
claimed for expenses with respect to 
local travel and listed property. New 
temporary regulations under section 274 
applicable to taxable years beginning 
after 1985 are published elsewhere in 
this issue of the Federal Register These 
regulations will provide taxpayers with 
guidance for substantiating under 
section 274(d) any deductions or credits 
claimed for business expenses. 

Fringe benefits 

Section 61 of the Code provides that 
gross income includes “all income from 
whatever source derived’*, unless 
specifically excluded by another 
provision of the Code. Section 61 also 
specifies that gross income includes 
compensation for services. Section 531 
of the 1984 Act ctarifled that fringe 
benefits are included in income as 
compensation for services and subject 
to income and employment taxes. 

Section 531 also provided an exclusion 
from gross income for the value of 
certain fringe benefits (no-additional- 
cost services, qualified employee 
discounts, working condition fringes, 
and de minimis fringes). 

Temporary and proposed regulations 
that provide guidance concerning the 
taxation of fringe benefits were 
published in the Federal Register for 
January 7.1985 (50 FR 747) (the January 
regulations). These regulations provide 
special rules that may be used to value 
certain fringe benefits such as the 
availability of an employer-provided 
automobile, the use of an employer- 
provided vehicle for commuting, 
personal flights on employer-provided 
airplanes, and taxable flights on 
commercial airlines. The January 
regulations also provide guidance 


concerning income and employment tax 
withholding and reporting on the value 
of the benefits. Under these regulations, 
employers were permitted to deem the 
value of noncash fringe benefits 
provided in a calendar quarter as paid 
no later than the last day of the calendar 
quarter. 

The January regulations were 
amended in part and supplemented by 
additional temporary and proposed 
regulations published in the Federal 
Register for February 20,1985 (50 FR 
7038) (the February regulations). The 
February regulations clarified that the 
recordkeeping requirements provided In 
section 274(d) of the Code (and the 
regulations thereunder) applied to the 
determination of the amount of a 
working condition fringe exclusion. The 
February regulations also provided that 
recipients of fringe benefits may use the 
special recordkeeping safe harbors to 
substantiate the business use of an 
employer-provided vehicle. 

The repeal of the contemporaneous 
recordkeeping requirement had the 
effect of also repealing the “farming” 
and “multiple stop” safe harbors 
promulgated in the February regulations. 
Thus, these safe harbor rules are not 
presently in effect and may not be used 
to exclude from gross income 70 or 80 
percent (whichever would be 
applicable) of the value of the use of a 
vehicle without maintaining records. 
Public Law 99-44 also had the effect of 
repealing the “personal miles” safe 
harbor. The commuting*only safe harbor 
and the no-personal use safe harbor, as 
modified by the Conference Report, are 
still in effect and may be used to 
determine the value of the fringe benefit 
includible in income. 

In a letter to Senator Robert Dole. 
Assistant Secretary of the Treasury 
Ronald A. Pearlman indicated that the 
Service will revise the January 
regulations relating to the valuation of 
personal flights on employer-provided 
aircraft (131 Cong. Rec. S6369 (daily ed. 
May 10,1985)). The letter set forth safe 
harbor values that may be used to value 
personal flights on employer-provided 
aircraft. The letter also set forth a 
special rule under which the value of a 
personal flight taken on an employer- 
provided aircraft may be deemed to 
have no value. When 50 percent or more 
of the regular passenger seating capacity 
on the aircraft as used by the employer 
is occupied by individuals whose flight 
are primarily for the employer's 
business and whose flights are thus 
excludable from income, a personal 
flight by an employee, the employee's 
spouse, or the employee's dependent 
children in any of the remaining seats is 


deemed to have no value. The Treasury 
Department intends to issue regulations 
during 1985 that implement the rules 
outlined in the letter. 

Public Law 99-44 did not affect 
general valuation rules or any special 
valuation rule, such as the Annual Lease 
Value safe harbor, provided in the 
January regulations. Many comments 
were received on these rules, including 
suggestions that a cents-per-mile 
formula be used to value the personal 
use of employer-provided vehicles. 
Where appropriate, the Service will 
revise the temporary and proposed 
regulations when the final regulations 
are published to take into account 
comments received. 

The January regulations also provide 
a special valuation rule that, under 
certain circumstances, may be used to 
value taxable flights on commercial 
airlines. The regulations provide that 
these flights may be valued at 50 percent 
of the highest unrestricted coach fare 
available on the flight. Although Pub. L 
99-44 did not affect this valuation rule, 
the 50 percent value may be reduced in 
the revised regulations. 

Fringe benefits withholding 

Public Law 99-44 and the Conference 
Report that accompanied the law 
provide new rules for withholding and 
reporting on taxable noncash fringe 
benefits. On July 19.1985, the Service 
issued a news release and an 
announcement that provide guidelines 
on the new rules (see Announcement 
85-113,1985-31 LR.B. 31. August 5.1985). 
The Service announced that the 
guidelines may be relied upon until the 
issuance of new regulations. 

The announcement provides that 
employers may treat the value of fringe 
benefits provided in a calendar year as 
paid on a pay period, quarterly, semi¬ 
annual. annual, or other basis provided 
that the benefits are treated as paid no 
less frequently than annually. The 
employer may make a reasonable 
estimate of the fringe benefits on the 
date or dates it elects to treat the 
benefits as paid for purpose of meeting 
the timely tax deposit requirements. The 
estimated deposit amount is determined 
by calculating the amount the employer 
would be required to deposit had the 
employer paid cash wages equal to the 
estimated value of the fringe benefits 
provided on the date or dates selected 
and withheld taxes from those cash 
wages. If the employer underestimates 
the value of the fringe benefits and 
thereby makes an underdeposit of the 
amount required to be deposited (that is, 
the amount the employer would be 
required to deposit if the employer had 
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withheld the applicable taxes), the 
employer may be subject to the failure 
to deposit penalty. If the employer 
overestimates the value and deposits 
more than the amount required, the 
employer may claim a refund or elect to 
have the overpayment applied to the 
employer’s next employment tax return. 

Under the general income tax and 
reporting rule, the employer most 
determine the actual value of the fringe 
benefits provided in a calendar year by 
January 31 of the following calendar 
year. If the benefit is the personal use of 
a highway motor vehicle, the employer 
may either determine the actual value 
for the calendar year or determine the 
actual value as if the entire usage of the 
vehicle for the year by the employee is 
personal (100 percent income inclusion). 
If the employer includes 100 percent of 
the value of the vehicle in the 
employee’s income, the employee may 
calculate the value of his or her business 
use of the vehicle on Form 2106, 
Employee Business Expenses, and 
deduct this amount on Form lOHX 
Individual Income Tax Return. 

For the administrative convenience of 
employers, a special accounting rule is 
available as an alternative to the 
general rule. Under the special 
accounting rule, the employer may treat 
the value of the benefits provided during 
the last two months of the calendar ymr 
or any shorter period as paid during the 
subsequent calendar year. Thus, the 
employer may treat the value of the 
benefits provided in the period 
beginning January 1.1985. and ending 
October 31.1985, as the value of the 
benefits provided in 1985. For years 
subsequent to 1985, the value of the 
benefits actually provided in the last 
two months of the previous calendar 
year is treated as provided in the 
current calendar year together with the 
value of the benefits provided in the first 
10 months of the current calendar year. 

Use of the special accounting rule is 
optional. An employer may use the rule 
for determining the value of some fringe 
benefits but not others and the period 
for which it is used need not be the 
same for each fringe benefit. However, 
an employer that uses the rule for a 
particular benefit must use the rule with 
respet to all employees who receive that 
ftmge benefit. If the employer uses the 
special accounting rule, the employee 
must use the special accounting rule and 
must use it for the same period as the 
employer. In addition, sinced the 
employee must use the special 
accounting rule for all purposes, 
deductions (other than actual out-of¬ 


pocket expenses) with respect to a 
fringe benefit provided in a calendar 
year are allowable in that calendar year 
only to the extent that the employer 
included the value of the fringe benefit 
in the employee's income for that 
calendar year. 

Section (3) of Pub. L. 99-44 provides 
that an employer may elect not to 
withhold income taxes on the value of 
the use of an employer-provided 
highway motor vehicle provided the 
employer notifies the affected employee 
and included the value of the use of the 
vehicle on the employee's Form W-2. If 
the election is to apply to 1985, the 
employer must have notified the 
affected employee of its decision by 
September 1,1985. 

Non-Applicability of Executive Order 
12291 

The Commissioner of Internal 
Revenue has determined that this 
temporary rule is not a major rule as 
defined in Executive Order 12291 and 
that a regulatory impact analysis is not 
required. 

Regulatory Flexibility Act 

Because no notice of proposed 
rulemaking is required for this rule, a 
regulatory flexibility analysis is not 
required. 

Drafting Information 

The principal authors of this Treasury 
decision ere Michel A. Dar^ and 
Annette J. Guarisco of the Legislation 
and Regulations Division of the Office of 
Chief Counsel, Internal Revenue 
Service. However, personnel from other 
offices of the internal Revenue Service 
and Treasury Department participated 
in developing this Treasury decision, on 
matters of both substance and style. 

List of Subjects 

26 CFR 161-1—1261-4 

Income taxes. Taxable income. 
Deductions. Exemptions. 

26 CFR Part 602 

Reporting end recordkeeping 
requirements. 

Adoption of amundments to the 
regulations 

Accordingly. 26 CFR Parts 1 and 802 
ore amended as follows: 

PART 1—(AMENDED) 

Paragraph 1. The authority for Port 1 
is amended by adding the following 
citation: 

Authority: 26 U-S.C. 7801. * * * Section 
1.132-1T also issued under 26 LLS.C. 132. 


Par. 2. The following paragraphs ami 
sections are removed: 

1. Section 1.132-lT Q-4a and A-4a; 

Z Section “L274-6T; 

3. Section 1.274-6T. 

PART 602—OMB CONTROL NUMBERS 
UNDER THE PAPERWORK 
REDUCTION ACT 

Par. 3. The authority citation for Part 
602 continues to read as follows: 

Authority: 26 U.S.C 7885. 

Par. 4. Section 602.101 (c) is emended 
by removing from the table "J 1.2T4-5T 
. . . 1545-0074” and 1.274-6T, . . 
1545-0074”. 

This Treasury decision removes the 
regulations issued to conform to 
statutory provisions that have been 
repealed. For this reason, it is found 
impracticable and unnecessary to issue 
this Treasury decision with notice and 
public procedure under subsection 553 
ofTitle 5 of the United States Code or 
subject to the effective date limitation of 
subsection (d) of that section, 
lames 1. Owens, 

Acting Commissioner of Internal Rjtwemjv 

Approved August 30. 1985. 

Ronald A. Pearimao, 

Assistant Secretory of the Treasury. 

[PR Doc. 26211 Filed 11-1-85; 8:46 am] 
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26 CFR Pails 1 and 602 
(T.D. 8061 J 

Income Tax; Temporary Regulations 
Relating to the Revised 
Recordkeeping Requirements with 
Respect to Listed Property; Taxation 
of Fringe Benefits 

agency: Internal Revenue Service. 
Treasury. 

action: Temporary regulations. 

summary: This document contains 
temporary income tax regulations 
relating to the requirement that any 
deduction or credit with respect to 
certain business-related expenses be 
substantiated with adequate records or 
sufficient evidence corroborating a 
taxpayer’s own statement. This 
document also amends o(hertemporary 
income tax regulations relating to the 
limitations on cost recovery deductions 
and the investment tax credit for ’listed 
property” and temporary income tax 
regulations relating to the taxation of 
fringe benefits. In addition, the text of 
the temporary regulations set forth ir. 
this document serves as the text of 9 
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proposed regulations for two notices of 
proposed rulemaking published in the 
Proposed Rules section of this issue of 
the Federal Register. This action is 
necessary to conform the income tax 
regulations to recent legislation and to 
provide the public with guidance 
necessary to comply with the law. 
effective DATES: The amendments to 
§ 1.61-2T are effective with respect to 
the commuting use of employer-provided 
vehicles that occurs after December 31. 
1984. The amendments to $ 1.132-lT are 
effective with respect to noncash fringe 
benefits received after December 31. 

1984. The amendments to $ 1.182-25T. 
relating to certain deductions with 
respect to noncash fringe benefits, are 
effective as of January' 1,1985. The 
temporary regulations relating to the 
substantiation requirements of section 
274 (d) (§5 1.274-5T and 1.274-6T) are 
effective for taxable years beginning 
after December 31.1985. Section 1.274- 
5T(d) (2) and (3) applies to taxable years 
beginning after December 31.1984. The 
amendments to the temporary 
regulations relating to the limitations on 
the investment tax credit and cost 
recovery deductions have the following 
effective dates: fi 1.280F-3T(d)(3). as 
amended* applies to listed property 
placed in service after June 18,1984. 
beginning with the first taxable year in 
which section 274(d) applies to that 
property: the amendments to §5 1.280F- 
1T and 1.280F-5T are effective for 
passenger automobiles leased after 
April 2,1985; the amendment to 51-280F- 
6T(b)(2)(ii) is effective January 1.1986 
for vehicles ptaced in service after 
December 31,1965: and the amendment 
to S 1.280F-6T(b)(3) is effective for 
property placed in service after June 18, 
1984. 

FOR FURTHER INFORMATION CONTACT: 

Michel A. Daze, with respect to the 
provisions under sections 182, 274. and 
:80F (202-506-6456). or Annette J. 
Cuarisco, with respect to the taxation of 
fringe benefits (202-586-391G), of the 
Legislation and Regulations Division. 
Office of Chief Counsel. Internal 
Revenue Service. 1111 Constitution 
Avenue NW., Washington. DC 20224, 
Attention: CC:LR:T. 

SUPPLEMENTARY INFORMATION: 

Background 

This document adds new temporary 
regulations to the Income Tax 
Regulations (26 CFR Part 1) under 
section 274 of the Internal Revenue 
Code of 1954 (Code), relating to the 
substantiation requirements with 
respect to certain “listed property." 
Section 179 of the Tax Reform Act of 
1984 (the 1984 Act) amended Code 


section 274 to provide that no deduction 
or credit shall be allowed with respect 
to "listed property" (as defined in 
section 280F(d)(4)). unless the taxpayer 
substantiated any deduction or credit 
with "adequate contemporaneous 
records." Temporary regulations were 
published in the Federal Register on 
October 24.1984. and February 20,1985 
(49 FR 42701 and 50 FR 7038), providing 
guidance for taxpayers affected by the 
requirement to maintain adequate 
contemporaneous records for taxable 
years beginning after December 31,1984. 
Section 1 of the Repeal of 
Contemporaneous Recordkeeping 
Requirements (the 1985 Act) amended 
section 274 to provide that any 
deduction or credit with respect to listed 
property must be substantiated by 
adequate record or sufficient 
corroborative evidence and repealed 
any regulations issued to carry out the 
amendments made to section 274 by the 
1984 Act This document provides 
temporary regulations under section 274 
to clarify the types of records that are 
generally necessary to substantiate any 
deduction or credit with respect to listed 
property. 

Section 531 of the 1984 Act (98 Stat. 
877) made various amendments to Code 
sections 61. 3121. 3231. 3306. 3401. and 
3501 and added new Code sections 132 
and 4977. relating to the taxation of 
fringe benefits. Temporary regulations 
were published in the Federal Register 
on January 7.1985 (50 FR 747) to provide 
guidance on the treatment of taxable 
and nontaxable fringe benefits, 
including the valuation of taxable fringe 
benefits for purposes of income and 
employment tax withholding. Where 
necessary, to clarify the interaction 
between the section 274 substantiation 
requirements and the section 132 
regulations, these regulations were 
amended in the Federal Register on 
February 20,1985 (50 FR 7038). To reflect 
the changes made by the 1985 Act to 
section 274 and the effect on the section 
132 regulations, this document amends 
those temporary regulations. 

Section 179 of the 1984 Act also added 
a new Code section 260F to provide 
limitations on the investment tax credit 
and depreciation with respect to "listed 
property" when such property is used 
for both business and personal 
purposes. "Listed property** includes a 
passenger automobile or any other 
property used as a means of 
transporation. The 1985 Act amended 
section 280F to lower the limitations on 
the amount of the investment tax credit 
and annual cost recovery deductions 
allowable for passenger automobiles 
placed in service after April 2.1985. This 


document amends the temporary 
regulations under section 280F, which 
were also published in the Federal 
Register on October 24,1984 (49 FR 
42701). 

The temporary regulations contained 
in this document relating to both 
substantiation and the taxation of fringe 
benefits serve as the text of proposed 
regulations for two notices of proposed 
rulemaking published in the Proposed 
Rules section of this issue of the Federal 
Register. 

Explanation of Provisions 

Substantiation Requirements 
Introduction 

As enacted in 1962. section 274(d) 
required a taxpayer to substantiate any 
deduction claimed for certain ordinary 
and necessary business expenses with 
adequate records or sufficient evidence 
corroborating the taxpayer's own 
statement. The three categories of 
expenses subject to these substantiation 
requirements arc expenses incurred (1) 
while traveling away from home, 
including meals and lodging, (2) for 
entertainment, amusement, or recreation 
activities or the use of a facility in 
connection with those activities, or (3) 
for business-related gifts. Section 274(d) 
provides that a deduction for the 
expenses listed above is disallowed 
unless substantiated by adequate 
records or sufficient corroborative 
evidence. 

Regulations under section 274(d) were 
first issued in 1962 (see $ 1.274-5). Under 
those regulations, a taxpayer was 
required to prove certain elements of an 
expenditure, for example, the omount, 
time, place, and business purpose of an 
expenditure for travel away from home. 
The regulations also described the types 
of evidence that constitute an adequate 
record or that may be corroborative of 
each element of an expenditure. To 
minimize duplication of records, the 
regulations provided special rules for 
certain employees who adequately 
account to their employers for expenses 
incurred in the employers behalf, or 
independent contractors who 
adequately account to clients for 
reimbursements or expense allowances. 

After amendment by the 1984 Act and 
the 1985 Act. section 274(d) disallows 
any deduction or credit claimed for the 
expenses listed above and for expenses 
incurred with respect to "listed 
property" unless substantiated by 
adequate records or sufficient 
corroborative evidence. Listed property, 
as defined in Code section 280F(d)(4). 
generally includes any passenger 
automobile, any other property used as 
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a means of transportation, any property 
used for entertainment, recreation, or 
amusement, and any computer and 
peripheral equipment 

Existing i 1.274-5 of the income tax 
regulations serves as the basis for the 
temporary regulations under section 
274(d) that are contained in this 
Treasury decision. The temporary 
regulations contain additional 
provisions to reflect the application of 
section 274(d) to deductions or credits 
claimed with respect to listed property, 
and the exemption from the 
requirements of section 274(d) for 
“qualified nonpersonal use vehicles" 
under section 274(1). 

Application to Listed Property 

As set forth in § 1.274-5T(b)(6). the 
elements of an expenditure with respect 
to listed property that a taxpayer must 
prove are (I) the amount, (iij the date, 
and (iii) the business purpose of an 
expenditure or use. The amount of an 
expenditure may be the cost of 
acquisition (i.e.. the basis of the 
property), a lease payment, the cost of 
maintenance and repairs, or the cost of 
capital Improvements. The amount of 
use is the ratio of business use to total 
use of the property for a period of time, 
determined on the basis of mileage for 
automobiles and other vehicles and time 
for other listed property. 

Section 274(d) contemplates that a 
taxpayer will maintain and produce 
records or other evidence that will 
constitute proof of the elements of an 
expenditure or use. As explained in 
} 1.274-5T(c)(l), written evidence has 
more probative value than oral evidence 
alone, and the value of written evidence 
is greater the closer in time it relates to 
the expenditure or use. A 
contemporaneous log is not required by 
the temporary regulations, but a record 
of the elements of an expenditure or of a 
business use made at or near the time of 
the expenditure or use when there is 
generally accurate recall would 
constitute the best evidence to satisfy 
the substantiation requirements of 
section 274(d). 

A taxpayer may satisfy the adequate 
records requirement by maintaining an 
account book, diary, log. statement of 
expense, trip sheets, or similar record 
prepared at or near the time of an 
expenditure or use, and documentary 
evidence which, in combination, are 
sufficient to establish each element of 
an expenditure. Information in an 
account book, etc, need not duplicate 
information contained in documentary 
evidence, such as a receipt, as long as 
the two forms of evidence complement 
each other in an orderly manner. The 
information required must be recorded 


at or near the time of the expenditure or 
use when the taxpayer has full present 
knowledge of each element of the 
expenditure or use. For example, a 
taxpayer may substantiate the business 
use of an automobile for a period with a 
journal in which the taxpayer records at 
the end of every week each element of 
the business uses of the automobile 
during the week. 

The temporary regulations provide 
that the level of detail required in an 
adequate record to establish the element 
of the business use of property may vary 
depending on the facts and 
circumstances. If the taxpayer's use of 
property follows a regular pattern, the 
taxpayer may not need to record as 
much information as would be required 
if business use were sporadic. See 
i 1.274-5T(c)(Z)(ii) for an example. 

If a taxpayer fails to maintain an 
adequate record, then the taxpayer must 
establish the elements of an expenditure 
or use by a written or oral statement 
and other corroborative evidence 
sufficient to establish the elements. For 
example, a taxpayer may maintain an 
adequate record for portions of a 
taxable year and use that record to 
substantiate the busineas/investment 
use of listed property if the taxpayer can 
demonstrate by other evidence that the 
periods for which the adequate record is 
maintained are representative of the 
taxable year. See { 1.274-5T(c)(3)(ii). 

Generally, a taxpayer must 
substantiate the elements of each 
separate expenditure or use to which 
section 274(d) applies. However, the 
taxpayer may substantiate concurrent or 
repetitious expenditures or uses as a 
single item in certain cases. As provided 
in 9 1.274-6T(c)(6)(i)(B). amounts 
expended in connection with the use of 
listed property, such as for gasoline or 
repairs for an automobile, may be 
aggregated. If these expenses are 
aggregated, the taxpayer need not prove 
the business purpose of each expense, 
but may prorate the expenses based on 
the total business use of the property. 
Similarly, a taxpayer may consider a 
round trip or an uninterrupted period of 
business use as a single use [see 
5 1.274-5T(c)(6)(i)[C)). 

Tax Return information 

As required by the conference report 
to the 1985 Act fHR. Rep. No. 87.99th 
Cong., 1st Sess. 10 (1965)), $ 1.274-5T(d) 
(2) and (3) of the temporary regulations 
provides that taxpayers must include 
certain information on their tax returns 
about the business use of vehicles and 
other listed property. On returns for 
taxable years beginning after December 
31,1984, taxpayers that claim a 
deduction or credit with respect to any 


vehicle are required to provide the date 
that the vehicle was placed in service, 
information about the number of miles 
driven for various purposes, the percent 
of business use. whether evidence to 
support the business use is available, 
and whether that evidence is written. It 
is expected that an employer who 
provides the use of a vehicle to an 
employee will obtain information from 
the employee sufficient to complete the 
employer's lax return. As provided by 
§ 1^74-5T(rJ)(2)(ii). however, certain 
employers need not include all the 
informa Hon collected from employees 
on their tax returns and other employers 
need not obtain any information from 
employees. With respect to other types 
of listed property, taxpayers are 
required to provide the date that the 
property was placed in service, the 
percent of business use. whether 
evidence is available to support the 
amount of business use. and whether 
that evidence is written. 

Listed Property Provided to Employees 

Section 1.274-5T(c) provides new 
rules for the substantiation of the 
business use of listed property made 
available by an employer for use by an 
employee. Generally, an employee may 
not exclude from gross income as a 
working condition fringe any amount of 
the value of the availability of listed 
property provided by an employer to the 
employee, unless the employee 
substantiates for the period of 
availability the amount of the exclusion 
with adequate records or sufficient 
corroborative evidence. If the employer 
provides the use of a vehicle to an 
employee and includes the value of the 
availability of the vehicle in the 
employee’s gross income without taking 
into account any exclusion for a 
working condition fringe, the employee 
must substantiate any deduction 
claimed for the business use of the 
vehicle with adequate records or 
sufficient corroborative evidence. 

An employer substantiates its 
business use of listed property provided 
to employees by showing either (1) that, 
based on adequate records maintained 
by the employees or on other evidence 
corroborating the employees' 
statements, all or a portion of the use of 
the listed property is by employees in 
the employer’s trade or business, and 
that if any employee used the property 
for personal purposes, the employer 
included an appropriate amount in the 
employee's income, or (2) in the case of 
an employer-provided automobile, that 
the employer treats all use by 
employees as personal use and include* 
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an appropriate amount in the 
employees’ incomes. 

For purposes of substantiating the 
business use of employer-provided 
listed property under 8 1.274-5T(e). an 
employer may rely on adequate records 
maintained by its employee or on the 
employee's own statement if 
corroborated by other sufficient 
evidence unless the employer knows or 
has reason to know that they are not 
accurate. Alternatively, the employer 
may rely on a statement submitted by 
the employee that provides sufficient 
information to allow the employer to 
determine the business use of the 
property unless the employer knows or 
has reason to know that the statement is 
not based on adequate records or 
sufficient corroborative evidence. 

Employee Business Expenses 

The provisions of { 1.274-5Tff) of the 
temporary regulations are derived from 
existing J 1.274-5{e) with only minor 
amendments. Section 1.274-5T(f) applies 
to employees who are reimbursed for 
deductible business expenses that they 
incur in connection with the 
performance of services as employees. If 
the employee makes an adequate 
accounting (ia., provides adequate 
records) to the employer of the expenses 
incurred and receives reimbursements 
equal to the expenses, the employee 
need not report either the 
reimbursements or the expenses on a 
tax return. If the amount of the 
reimbursements exceeds the amount of 
deductible expenses incurred by the 
employee, the employee must include 
the excess in income. If the employee's 
deductible expenses exceed any 
reimbursement received from the 
employer, the employee must be able to 
substantiate any deduction for the 
excess in accordance with the 
requirements of section 274(d). 

An employee who is not required to 
make an adequate accounting to the 
employer, or who is required and fails to 
do so, must submit, as part of his tax 
return, the appropriate form issued by 
the Internal Revenue Service for 
claiming deductions for employee 
business expenses (for 1985, Form 2106) 
and provide the information requested 
on that form. In addition, the employee 
must be able to substantiate any 
deduction for business expenses in 
accordance with the requirements of 
lection 274(d). 

Any employee, whether required to 
make an adequate accounting to the 
employer or not, who claims any 
deduction or credit with respect to listed 
property, must submit the appropriate 
form issued by the Internal Revenue 
Service to provide the necessary 


information about the use of that 
property, as discussed above. 

Reimbursement Arrangements and 
Mileage Allowances 

Under $ 1.274-5T(g) of the temporary 
regulations, which is similar to existing 
§ 1.274-5(f). the Commissioner is 
authorized to prescribe rules under 
which reimbursement arrangements or 
per diem allowances covering ordinary 
and necessary expenses of traveling 
away from home, or mileage allowances 
providing for ordinary and necessary 
expenses of local travel or 
transportation while traveling away 
from home, will be regarded as 
equivalent to substantiation by 
adequate records or other sufficient 
evidence. (See, for example. Rev. Rul. 
80-62.1980-1 CLR 63. as modified by 
Rev. Rul. 80-203,1980-2 C.B. 101. Rev. 
Rul. 84-51,1984-1 C.R 90, and Rev. RuL 
85-155.1985—to, LRB. 18.) A mileage 
allowance for use of a vehicle may be 
paid only to the owner of the vehicle. 

For example, an employer may pay an 
employee a fixed mileage allowance for 
use of the employee's own automobile in 
connection with the employer's trade or 
business. If a fixed mileage allowance 
not exceeding the prescribed standard 
mileage rate [see Rev. Proc. 85-49.1985- 
40 l.R.B. 26) is used in payment of an 
employee's ordinary and necessary 
expenses of transportation, whether for 
travel away from home or local travel, 
and the elements of time, place, and 
business purpose are substantiated in 
accordance with the requirements of 
section 274(d), the mileage allowance is 
deemed to substantiate the amount of 
the transportation expenses. 

Rev. Rul. 84-127,1984-2 OB. 246, 
provides that an employer is not 
required to report as wages on Form W- 
2 reimbursements of amounts equal to or 
less than the standard mileage rate, but 
is required to report amounts of 
reimbursement to an employee 
exceeding that rate. In theory, the 
reimbursement equal to or less than the 
standard mileage rate would be for 
otherwise deductible expenses incurred 
by the employee and need not be 
reported as income. Because the 
standard mileage rate includes a 
component for depreciation, the 
limitations on the investment tax credit 
and cost recovery deductions imposed 
by section 280F(d)(3) and S 1.2eQF-0T(a) 
affect the holding of Rev. RuL 84-127. 

Under 8 1.280F-6T(a)(l), employee use 
of the employee's own automobile (or 
other listed property) in connection with 
the employer's trade or business is not 
treated as business use for purposes of 
determining the amount of any 
investment credit or cost recovery 


deduction unless the use is for the 
convenience of the employer and 
required as a condition of employment. 
Whether use of an employee's own 
automobile is for the convenience of the 
employer and required as a condition of 
employment is determined by applying 
the same principles for determining 
whether the value of any meals or 
lodging furnished by an employer to an 
employee are excluded under section 
119 from the employee's gross income. If 
either requirement is not met and the 
employee has no other business use of 
the automobile, the employee is not 
entitled to any investment credit or cost 
recovery deduction with respect to that 
automobile. Under those circumstances, 
a reimbursement for transportation 
expenses at the standard mileage rate 
would exceed the employee’s deductible 
expenses by the amount of the 
depreciation component. The 
reimbursement, therefore, must be 
reported by the employer as income on 
Form W-2. 

Business Expenses of Independent 
Contractors 

Similar to existing f 1.274-5(g). 

8 1.274-5T(h) provides rules for the 
reporting and substantiation of certain 
expenses for travel, entertainment, gifts, 
or with respect to listed property paid or 
incurred by an independent contractor 
in connection with services performed 
for a client or customer under a 
reimbursement or other expense 
allowance arrangement. Unless an 
independent contractor substantiates 
each element of an expenditure in 
accordance with the requirements of 
section 274(d) or makes an adequate 
accounting of that expenditure to a 
client or customer, the independent 
contractor must include any 
reimbursement for that expenditure in 
income. If the independent contractor 
accounts to the client or customer for 
any expenses with adequate records or 
other sufficient evidence, the client or 
customer must be prepared to 
substantiate each element of the 
expenditure as required by section 
274(d). 

Qualified Nonpersonal Use Vehicles 

Section 2 of the 1985 Act also 
amended section 274(d) to provide that 
the substantiation requirements of that 
section do not apply to any qualified 
nonpersonal use vehicle. As defined in 
section 274(i). a qualified nonpersonal 
use vehicle is any vehicle which, by 
reason of its nature, is not likely to be 
used more than a de minimis amount for 
personal purposes. Section 1.274-5T(k) 
of the temporary regulations contains a 
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list of these vehicles to which section 
274(d) does not apply. Under $ 1.274- 
5T(k)(2)(ii)(S), the Commissioner may 
rule that other vehicles are qualified 
nonpersonal use vehicles. Comments 
are. therefore, invited concerning other 
vehicles that may be designated as 
qualified nonpersonal use vehicles. 

Business Use of Automobiles and 
Certain Other Vehicles 

A taxpayer whose use of an 
automobile or certain other vehicles 
meets certain requirements during a 
taxable year or shorter period may use, 
for the relevant period, one of the 
methods prescribed in { 1.274-6T to 
satisfy the substantiation requirements 
of section 274(d). Two types of written 
policy statements, in conjunction with 
other evidence, if initiated and kept by 
an employer to implement a policy of no 
personal use. or no personal use except 
for commuting, of a vehicle provided by 
the employer to an employee, may 
qualify as sufficient evidence 
corroborating the employer's or 
employee's own statement regarding the 
amount of business use of that vehicle. 
Methods of satisfying the substantiation 
requirements are also provided for 
vehicles used in connection with the 
business of farming and for automobiles 
provided to employees by employers 
who treat all use by the employees as 
personal use. For taxable years 
beginning in 1985. the methods 
prescribed in i 1.274-6T will also satisfy 
the requirements of section 182. 

As provided in $ 1.274-6T(b), for a 
vehicle used in connection with the 
business of farming, an employer may 
determine any deduction or credit with 
respect to the vehicle as if the amount of 
business use were 75 percent plus that 
percentage attributable to an amount 
included in an employee's income to 
reflect any personal use of the vehicle 
by the employee. Unlike the special rule 
for farm vehicles contained in the 
repealed temporary regulations that 
were published in the Federal Register 
for February 20.1985, { 1.274-6T(b) does 
not provide separate percentages of 
business use for vehicles designed for 
commercial use and for other vehicles. 
Only one percentage is considered 
appropriate because section 274(i) 
exempts most vehicles designed for 
commercial use from the section 274(d) 
substantiation requirements. 

Temporary Regulations Under Section 
280 F 

As added to the Code by the 1984 Act 
and amended by the 1985 Act. section 
280F generally imposes limitations on 
the amount of investment tax credit and 
annual depreciation deductions allowed 


for an automobile placed in service or 
leased after June 18,1984. Section 280F 
also requires the Internal Revenue 
Service to issue regulations that impose 
on lessees of passenger automobiles 
limitations "substantially equivalent" to 
the limitations imposed on similarly 
situated owners of passenger 
automobiles. On October 19.1984, 
pursuant to this requirement, the Service 
issued S 1.280F-5T of the temporary' 
regulations. The 1985 Act further limits 
the amount of investment tax credit and 
annual depreciation deductions 
allowable for passenger automobiles 
placed in service after April 2,1985. 

Limitations applicable to automobiles 
leased after April 2.1985. were issued 
on August 20,1985, in Announcement 
85-127 (also published in 1985-35 I.R.B. 
40. September 3.1985). Section 1.280F- 
5T of the temporary regulations is 
amended to incorporate the provisions 
of that announcement. An error in 
paragraph (d)(2) of the announcement is 
also corrected: $ 1.280F-5T(e)(5)(ii) 
clarifies that, for any passenger 
automobile that has a fair market value 
greater than $32,400, the limitation in the 
form of an income inclusion in the 
seventh and subsequent taxable year 
during which the automobile is leased is 
only six percent of the amount 
prescribed by the announcement. 

One comment on the temporary 
regulations issued in October. 1984. was 
that the limitations applicable to leased 
automobiles did not account for 
situations when a lessor elects under 
section 48(d) to treat the lessee as 
having acquired the automobile allowing 
the lessee to claim the investment credit. 
The Internal Revenue Service plans to 
issue an announcement in the near 
future that will provide a separate set of 
limitations applicable to lessees to 
whom lessors have passed through the 
investment credit. 

Additionally, as issued on October 19. 
1984, J 1.280F-6T(b)(3) provided that 
one category of listed property, property 
of a type generally used for purposes of 
entertainment, recreation, or 
amusement, includes photographic, 
phonographic, communication, and 
video recording equipment. That section 
is amended to exclude that equipment in 
general from the definition of listed 
property if it is used exclusively at a 
regular business establishment or in 
connection with a taxpayer's principal 
trade or business. If any equipment is 
not listed property, it is not subject to 
the substantiation requirements imposed 
by section 274(d)(4). 

Fringe Benefits 

Section 81 of the Code provides that 
gross income includes "all income from 


whatever source derived." unless 
specifically excluded by another 
provision of the Code. In addition, 
section 61 specifies that gross income 
includes compensation for services. 
Section 531 of the 1984 Act clarified that 
fringe benefits are included in gross 
income as compensation for services 
and subject to income and employment 
taxes. Section 531 also provided an 
exclusion from gross income for the 
value of certain fringe benefits (such as 
no additional-cost services, qualified 
employee discounts, working condition 
fringes, and de minimis fringes). 

The temporary regulations under 
section 61 contain a special rule that 
may be used to value the commuting use 
of an employer-provided vehicle. As 
issued in January 1985, the temporary 
regulations provided that the special 
rule could not be used to value the 
commuting use of an employer-provided 
vehicle by an officer or five-percent 
owner of the employer. In February 
1985, this restriction was amended to 
provide that the special rule could not 
be used to value commuting use (that 
occurs after March 22,1985) by an 
officer or one-percent owner of the 
employer. This document simplifies the 
temporary regulations to provide that, 
for any commuting use that occurs 
during 1985. the special rule may not be 
used to value the commuting use of an 
employer-provided vehicle by an officer 
of five-percent owner of the employer 

For commuting use occurring after 
December 31.1985, the temporary 
regulations provide that the special ruin 
may not be used to value the commuting 
use of an employer-provided vehicle by 
a control employee. However, if a 
control employee is provided the 
commuting use of an employer-provided 
vehicle that is not an automobile (as 
defined in the regulations), the control 
employee may use the special rule. The 
regulations define a control employee 
separately for government and non¬ 
government employers. The Service and 
Treasury are interested in comments 
Concerning the definition of control 
employee, especially the treatment of 
state and local executive officers as 
control employees. The definition of 
control employee prescribed for 
purposes of valuing the commuting use 
of an employer-provided vehicle will not 
apply to the valuation of flights on 
employer-provided aircraft. 

The temporary regulations under 
•action 132 clarify the relationship 
between the section 274 substantiation 
requirements and a section 132 working 
condition fringe. The regulations provide 
that neither an employer nor an 
employee may exclude the value of 
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property or services from an employee's 
income as a working condition fringe 
unless the substantiation requirements 
of either section 182 or 274 (whichever is 
applicable) are satisfied. In addition, the 
section 132 regulations provide that the 
special substantiation safe harbor rules 
provided in 11.274-6T may be used by 
both employers and employees. 

Special Analyses 

The Commissioner of Internal 
Revenue has determined that this 
temporary rule is not a major rule as 
defined in Executive Order 12291 and 
that a regulatory impact analysis is not 
required. 

A notice of proposed rulemaking is 
not required by 5 U.S.C. 553(d) for 
temporary regulations. Accordingly, the 
temporary regulations do not constitute 
regulations subject to the Regulatory 
flexibility Act (5 U.S.C. Chapter 8). 

The collection of information 
requirements contained in these 
regulations have been submitted to the 
Office of Management and Budget in 
accordance with the requirements of the 
Paperwork Reduction Act of 1980. These 
requirements have been approved by 
0MB. 

Drafting Information 

The principal authors of these 
temporary regulations are Michel A. 

Daze and and Annette). Guarisco of the 
Legislation and Regulations Division of 
the Office of Chief Counsel. Internal 
Revenue Service. However, personnel 
from the other offices of the Internal 
Revenue Service and Treasury 
Department participated in developing 
the regulations on matters of both 
substance and style. 

List of Subjects 
26 CFR 161-1-1.281-4 

Income taxes. Taxable income. 
Deductions, Exemptions. 

26 CFR Part 602 

Reporting and recordkeeping 
requirements. 

Adoption of Amendments to the 

Regulations 

Accordingly, 28 CFR Ports 1 and 602 
are amended as follows: 

PART 1—(AMENDED) 

Paragraph 1. The authority for Part 1 
ifl amended by adding the following 

citation: 

Authority: 28 U.S.C. 7805. * * * Section 
1132-lT also issued under 28 U.S.G. 132; 
section 1 280F-5T also issued under 28 DS C. 

2* 0F(C). 


Par. 2. Section 1.01-2T is amended by 
removing the beading immediately 
preceding Q/A-20. Q/A-20, and Q/A- 

21 . 

Par. 3. Section 1.81-2T is amended by 
adding a new beading immediately 
preceding Q/A-20, new Q/A-20. Q/A- 
20a. Q/A-20b, and Q/A-21 immediately 
after Q/A-19 to read as follows: 

} 1.61-2T Questions and answers relating 
to the taxation of fringe benefits 
(temporary). 

• • * • • 

Use of Employer-Provided Vehicles for 
Commuting 

Q-20: Is there a special rule that 
taxpayers may use to value employer- 
provided vehicles which are not 
available for personal purposes other 
than commuting? 

A-20: A special rule may be used to 
compute commuting value if the 
following criteria are met by employers 
and employees with respect to an 
employer-provided vehicle: 

(a) The vehicle is owned or leased by 
the employer and is provided to one or 
more employees for use in connection 
with the employer's trade or business 
and is used in the employer's trade or 
business. 

(b) For bona fide noncompensatory 
business reasons, the employer requires 
the employee to commute to and/or 
from work in the vehicle, 

(c) The employer has established a 
written policy under which neither the 
employee, nor any individual whose use 
would be taxable to the employee, may 
use the vehicle for personal purposes, 
other than for commuting or de minimis 
peisonal use (such as a stop for a 
personal errand on the way between a 
business delivery and the employee's 
home). 

(d) Except for de minimis personal 
use, neither the employee nor any 
individual whose use would be taxable 
to the employee uses the vehicle for any 
personal purpose other than commuting, 
and 

(e) The employee required to use the 
vehicle for commuting is not a control 
employee of the employer (as defined in 
Q/A-20b of this section). 

If the vehicle is a chauffeur-driven 
vehicle, the special rule of this Q/A-20 
may not be used to value the commuting 
use of any passenger who commutes in 
the vehicle. The rule may be used, 
however, to value the commuting use of 
the chauffeur. For purposes of Q/A-20 
through Q/A-22 of this section, the term 
"vehicle" means any motorized wheeled 
vehicle manufactured primarily for use 
on public streets, roads, and highways. 
Except as otherwise provided in Q/A- 


20a and Q/ A-20b of this section, the 
term "vehicle" includes on automobile 
as defined in Q/A-ll of this section. For 
purposes of this section, the term 
"personal use" has the same meaning as 
prescribed in S 1.274-0T(e)(5). 

Q-20a: What special effective dates 
apply to the criteria provided in Q/A-20 
of this section? 

A-20a: Notwithstanding anything in 
Q/A-20 of this section to the contrary— 

(a) Written policy not required in 

1985. Hie policy described in Q/A-20(c) 
of this section prohibiting persona! use 
need not be written provided the 
commuting use being valued under the 
special rule occurs prior to January 1. 
1986; and 

(b) Commuting during 1985. For 
commuting use that occurs after 
December 31.1984. but before January 1, 

1986, Q/A-20(e) of this section shall be 
applied by substituting "an employee 
who is an officer or a five-percent owner 
of the employer" in lieu of "control 
employee." If the vehicle in which the 
employee in required to commute is not 
an automobile as defined In Q/A-ll of 
this section, neither the restrictions of 
Q/A-20(e) of this section (rotating to 
control employees] nor the restrictions 
of this Q/A-20a(b) (relating to officers 
and five-percent owners) apply. For 
purposes of determining who is a 5- 
percent owner, any individual who 
owns (or is considered as owning) five 
or more percent of the fair market vahie 
of an entity (the "owned entity") is 
considered a five-percent owner of all 
entities which would be aggregated with 
the owned entity under the rules of 
section 414(b), (c), or (m). 

Q-20b: Who is a "control employee" 
for purposes of determining the value of 
the availability of an employer-provided 
vehicle for commuting? 

A-20b; (a) Non government employer. 
For purposes of Q/A-20 of this section, 
a control employee of a non-government 
employer is any employee— 

(1) Who is a Board- or shareholder- 
appointed, confirmed, or elected officer 
of the employer, 

(2) Who is a director of the employer, 
or 

(3) Who owns a one-percent or greater 
equity, capital, or profits interest in the 
employer. 

For purposes of determing who is a one- 
percent owner under paragraph (a)(3) of 
this Q/A-20b. any individual who owns 
(or is considered as owning under 
section 318(a) or principles similar to 
section 318(a) for entities other than 
corporations) one percent or more of the 
fair market value of an entity (the 
"owned entity") is considered a one- 
percent owner of all entities which 
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would be aggregated with the owned 
entity under the rules of section 414(b). 

(c), (ra). or (o). 

(b) Government employer. For 
purposes of Q/A-20 of this section, a 
control employee of a government • 
employer is any— 

(1) Elected official. 

(2) Federal employee who is 
appointed by the President and 
confirmed by the Senate, or 

(3) State or local executive officer 
comparable to individuals described in 
paragraph (b)(1) and (2) of this Q/A- 
20b. 

For purposes of this Q/A-20b, the term 
"government" includes any Federal, 
state, or local governmental unit, and 
any agency or instrumentality thereof. 

(c) Control employee exception . 
Notwithstanding anything in this section 
to the contrary, an employee who is a 
control employee may use the special 
valuation rule of Q/A-20 of this section 
if the criteria of Q/A-20 are satisfied 
(except for the condition in Q/A-20(e) of 
this section) and the vehicle in which 
the control employee is required to 
commute is not an automobile as 
defined in Q/A-ll of this section. 

Q-21; If the requirements of Q/A-20 
of this section are satisfied, what is the 
special rule for valuing the commuting 
use of an employer-provided vehicle? 

A-21: Under the special rule, the 
commuting use is valued at $1.50 per 
one-way commute (e.g.. from home to 
work or from work to home). If there is 
more than one employee who commutes 
in the vehicle, such as in the case of an 
employer-sponsored car pool, the 
amount includible in the income of each 
such employee is $1.50 per one-way 
commute. Thus, the amount includible 
for each round-trip commute is $3.00 per 
employee. 

• • • • • 

Par. 4. Section 1.132-1T is amended by 
adding new Q/A-4a and Q/A-4b 
immediately after Q/A-4 to read as 
follows: 

4 1.132—IT Questions and answers relating 
to the exclusion from gross Income of 
certain fringe benefits (temporary). 

• • • • • 

Working Condition Fringe 

• • • • • 

Q-4a: Do section 162 and section 
274(d) and the regulations thereunder 
apply in determining the amount, if any. 
of an employee's working condition 
fringe with respect to employer-provider 
property or services? 

A-4a: Yes, as provided below. 

(a) In general. The value of property 
ur services provided to an employee by 
an employer may not be excluded from 


the employee’s gross income as a 
working condition fringe, by either the 
employer or the employee, unless the 
substantiation requirements of either 
section 162 or section 274(d) (whichever 
is applicable) and the regulations 
thereunder are satisfied. 

(b) Listed property. With respect to 
listed property (as defined in section 
260F(d)(4)), the substantiation 
requirements of section 274(d) and the 
regulations thereunder do not apply to 
the determination of an employee's 
working condition fringe exclusion prior 
to the first taxable year of the employer 
beginning in 1986. For example, if an 
employer's first taxable year beginning 
in 1966 begins on July 1, the 
substantiation requirements of section 
274(d) apply to the employee as of that 
date. The substantiation requirements of 
section 274(d) apply generally to an 
employee regardless of whether the 
requirements of section 274 apply to the 
employee's employer (such as when the 
employer is a tax-exempt organization): 
in these cases, the requirements of 
section 274(d) apply to the employee as 
of January 1,1980. 

In general, the substantiation 
requirements of section 274(d) are 
satisfied by adequate records or 
sufficient evidence corroborating the 
employee's own statement. Thus, such 
records or evidence provided by the 
employee, and relied upon by the 
employer to the extent permitted by the 
regulations promulgated under section 
274(d). will be sufficient to substantiate 
a working condition fringe exclusion. 

(c) Safe harbor rules. Section 1.274-6T 
provides that the substantiation 
requirements of section 274(d) and the 
regulations thereunder may be satisfied, 
in certain circumstances, by using one or 
more of the safe harbor rules prescribed 
in S 1.274-6T. If the employer uses one 
of the safe harbor rules prescribed in 

S 1.274-6T during a period with respect 
to a vehicle (as defined in S 1.61-ZT Q/ 
A-20), that rule must be used by the 
employer to substantiate a working 
condition fringe exclusion with respect 
to that vehicle during the period. An 
employer that is exempt from Federal 
income tax may still use one of the safe 
harbor rules (if the requirements of that 
section are otherwise met during a 
period) to substantiate a working 
condition fringe exclusion with respect 
to the same vehicle during the period. If 
the employer uses one of the methods 
prescribed in { 1.274-0T during a period 
with respect to an employer-provided 
vehicle, that method may be used by an 
employee to substantiate a working 
condition fringe exclusion with respect 
to the same vehicle during the period, as 
long as the employee includes in gross 


income the amount allocated to the 
employee pursuant to § 1.274-8T and 
this section. If. however, the employer 
uses the safe harbor rule prescribed in 
S 1.274-6T(a) (2) or (3) and the employee 
without the employer's knowledge uses 
the vehicle for purposes other then de 
minimis personal use (in the case of the 
rule prescribed in } 1.274-0T(a)(2)). or 
for purposes other than de minimis 
personal use and commuting (in the case 
of the rule prescribed in $ 1.274- 
6T(a)(3)), then the employee has 
additional gross income. 

The rules prescribed In this Q/A-4a 
assume that the safe harbor rules 
prescribed in § 1.274-8T are used for a 
one-year period. Accordingly, references 
to the value of the availability of a 
vehicle, amounts excluded as a working 
condition fringe, etc., are based on a 
one-year period. If the safe harbor rules 
prescribed in { 1.274-0T are used for a 
period of less than a year, the amounts 
referenced in the previous sentence 
must be adjusted accordingly. For 
purposes of this section, the term 
“personal use" has the same meaning as 
prescribed in S 1274-6T(e)(5). 

(d) Vehicles not available to 
employees for personal use. For a 
vehicle described in S 1.274-6T(a)(2) 
(relating to certain vehicles not used for 
personal purposes), the working 
condition fringe exclusion is equal to the 
value of the availability of the vehicle if 
the employer uses the method 
prescribed in {1.274-6T(a)(2). 

(e) Vehicles not available to 
employees for personal use other than 
commuting , For a vehicle described in 
9 1.27-6T(a)(3) (relating to certain 
vehicles not used for personal purposes 
other than commuting), the working 
condition fringe exclusion is equal to the 
value of the availability of the vehicle 
for purposes other than commuting if the 
employer uses the method prescribed in 
§ 1.274~6T(a)(3). The rule applies only if 
the special rule for valuing commuting 
use, as prescribed in Q/A-20 through A/ 
A-22 of } 1.61-2T, is used and the 
amount determined under the special 
rule is included in the employee's 
income (or the employee reimburses the 
employer for such amount). 

(f) Vehicles used in connection with 
the business of farming that are 
available to employees for personal use 
For a vehicle described in S 1.274-0T(b] 
(relating to certain vehicles used in 
connection with the business of 
farming), the working condition fringe 
exclusion is calculated by multiplying 
the value of the availability of the 
vehicle by 75 percent. 

If the vehicle is available to more than 
one individual, the employer must 
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allocate the gross income attributable to 
the vehicle (25 percent of the value of 
the availability of the vehicle) among 
the employees (and other individuals 
whose use would not be attributed to an 
employee) to whom the vehicle was 
available. This allocation must he done 
in a reasonable manner to reflect the 
personal use of the vehicle by the 
individuals. Amounts that would be 
allocated to individuals who are not 
employees (such as a sole proprietor) 
reduce the amount that may be 
allocated to employees but are 
otherwise to be disregarded for 
purposes of this Q/A-»a. 

For purposes of this Q/A-4a9f), the 
value of the availability of a vehicle may 
br calculated as if the vehicle had been 
uvailable to only one employee 
continuously and without regard to any 
working condition fringe exclusion. 

The following examples illustrate a 
rvdtionable allocation of gross income 
with respect to an employer-provided 
vehicle between two employees: 

Example (I). Assume that two form 
• rpployees share the use of a vehicle which 
for w calendar year is regularly used directly 
ir connection with the business of fanning 
and qualified for use of the rule in 9 1.274- 
0Tlb). Employee A uses the vehicle in the 
Doming directly in connection with the 
brines# of farming and employee B uses the 
vehicle in the afternoon directly in 
connection with the business of farming. 
Asaurne further that employee B takes the 
vehicle home in the evenings and weekends. 
The employer should allocate all the Income 
attributable to the availability of the vehicle 
to employee B. 

Example (2). Assume that for a calendar 
year, farm employees C and D share the use 
of a vehlde that is regularly used directly in 
connection with the business of farming and 
qualifies for use of the rule In | lJZ74-6T|b). 
Attune further that the employees alternate 
tukmg the vehlde home in the evening end 
alternate the availability to use the vehicle 
f< r personal purposes on weekends. The 
fmployer should allocate the income 
attributable to the availability of the vehicle 
for personal use (25 percent of the value of 
the availability of the vehide) equally 
between the two employees. 

Example (3). Assume the same facts as in 
example (2) except that C is the sole 
proprietor of the farm. Based on these facts, C 
should allocate the same amount of income to 
U as was allocated to D in example (2). No 


other income attributable to the availability 
of the vehide for personal use should be 
allocated. 

Q-4b: What special rule applies with 
respect to the use of qualified 
nonpersonal use vehicles? 

A-4b: Effective January 1.1985, one 
hundred percent of the value of the use 
of a qualified nonpersona) use vehicle 
(as described in 9 1274-5T(k)) is 
excluded from gross income as a 
working condition fringe, provided that, 
in the case of vehicles described in 
paragraph (k)(3) through (7) of that 
section, the use of the vehicles conforms 
to the requirements of that paragraph. 

• • • • • 

Par. 5. Section 1.182-25T is revised to 
read as follows: 

9 1.162-25T Deductions with respect to 
noncash fringe benefits (tsmporsry). 

(a) Employer . If an employer includes 
the value of a noncash fringe benefit in 
an employee's gross income, the 
employer may not deduct this amount as 
compensation for services, but rather 
may deduct only the costs Incurred by 
the employer in providing the benefit to 
the employee. The employer may be 
allowed a cost recovery deduction under 
section 108 or a deduction under section 
179 for an expense not chargeable to 
capita) account, or. if the noncash fringe 
benefit is property leased by the 
employer, a deduction for the ordinary 
and necessary business expense of 
leasing the property. 

(b) Employee . If an employer provides 
the use of a vehicle (as defined in 

9 1.61-2T Q/A-20) to an employee os a 
noncash fringe benefit and includes the 
entire value of the benefit in an 
employee's gross income without taking 
into account any exclusion for a 
working condition fringe allowable 
under section 132 and the regulations 
thereunder, the employee may deduct, 
for purposes of determining adjusted 
gross income, that value multiplied by 
the percentage of the total use of the 
vehicle that is in connection with the 
employer's trade or business. If the 
employer determines the value of the 
noncash fringe benefit under a special 
accounting rule that allows the employer 
to treat the value of benefits provided 


during the last two months of the 
calendar year or any shorter period os 
paid during the subsequent calendar 
year, then the employee must determine 
the deduction allowable under this 
paragraph (b) without regard to any use 
of the benefit during those last two 
months or any shorter period. The 
employee may not use a cents-per-mile 
valuation method to determine the 
deduction allowable under this 
paragraph (b). 

(c) Examples . The following examples 
illustrate the provisions of this section. 

Example (//, On January 1.1986. X 
Company owna and provides the use of an 
outomobile with a fair market value of 
$20,000 to E, an employee, for the entire 
calendar year. Both X and E compute taxable 
income on the basis of the calendar year. 
Seventy percent of the use of the automobile 
by E is in connection with X’s trade or 
business. If X uses the special rule provided 
In 9 161-2T for valuing the availability of the 
automobile und takes into account the 
amount excludable as a working condition 
fringe. X would include $1.6A0 ($5,000, the 
Annua) Lease Value, less 70 percent of 
$5,600) in E’s gross income for 1988. X may 
not deduct the amount included in E’s income 
ss compensation for services. X may. 
however, determine a cost recovery 
deduction under section 168. subject to the 
limitations under section 280F. for taxable 
year 1986 

Example (2). The facts are the same aa in 
example (1), except that X includes $5,600 in 
E‘s gross income, the value of the noncash 
fringe benefit without taking into account the 
amount excludable as a working condition 
fringe. X may not deduct that amount as 
compensation for services, but may 
determine a cost recovery deduction under 
section 106. subject to the limitations under 
section 280F. For purposes of determining 
adjusted gross income. E may deduct $3,920 
($5,600 multiplied by the percent of business 
use). 

Editorial Note. The text of new regulations 
9 1.274-5T. set forth on pages 41 through 86 of 
this Treasury Decision, includes numerous 
instances of heavy underlining that is 
viaually distinguishable from the underlining 
that is uaed to indicate italics. The heavy 
underlining shows the changes from 
regulations 9 1. 274-5 to regulations 9 1-274- 
5T. The underlining Is not part of the text of 
the regulations. 
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expense, trip sheet , or similar record, see paragraphs determination is aaterial. Accordingly, the total 

(b) (2) (i) and (b) (3) of this section (relating to number of persons for whoa a travel or entertainment 

incidental costs of travel and entertainnent). expenditure is incurred east be established in order to 
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(A) For each use of the facility claimed to of such records, statements, testimony, or 

be in furtherance of the taxpayer's trade or documentary evidence, 

business, the elenents of an expenditure specified the district director may, notwithstanding any other 

in paragraph (b) (3) of this section, and provision of this section, obtain such additional 
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vehicles to its egployees need not include any (i) The date that the property w as placed in 

information on its return. The employer, instead, mist service r 

obtain the information frog its employees # indicate on LLL1—percentage of business use, 

its return that it has obtained the Information, and fill! Whether evidence is available to support the 
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respect to any listed property other than a vehicle (for tafcing into account ar.y exclusion for a wcrkir.o 

example, a yacht, airplane, or certain coaputers) are condition fringe allowable under section 132 and the 

required to provide the following information: regulations thereunder with respect to the vehicle, the 

eaployee Bust substantiate any deduction claired under 
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(5) Substantiation of expenditures by certain incurring such expenses. Accounting procedure* will be 

en=:eve»s . An employee who nates an adequate accounting considered inadequate to the extent that the employer 

to bis esployer within the aeaning of this paragraph does not require an adequate accounting frcs hi6 

will not again be required to substantiate such expense employees as defined in paragraph (fl (4) of this 

account information except in the following cases: section, or does not aaintain such substantiation. To 
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facts and circumstances of each case, including the use (3> Mileage allowances providing for ordinary 

of proper internal controls. For example, an employer and necessary expenses of local travel and 

should require that an expense account be verified and transportation while traveling away fro* hose, 

approved by a reasonable person other than the person will, if in accordance with reasonable business 
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(2) Substantiation ty independent c ontractors. An adequate records or other sufficient evidence conforming 

independent contractor shall substantiate, with respect to the requirements of paragraph (c) of this section, 

to his reimbursements, each element of an expenditure (4) Substantiation ty client or customer . A 

(described in paragraph (b) of this section) in client or customer shall not be required to 

accordance with the requirements of paragraph (c) of substantiate, in accordance with the requirements of 
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(C) Any vehicle designed to Cirry cargo with » (8) Cnaarked vehicles used by lav enforces*) 

ided gross vehicl« weight over 14,C30 pounds, officers (as defined In para graph (*) <6? of this 

section) if the use is officially authorized, and 
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Par. 7. New { 1.274-6T is added 
immediately after $ 1.274-5T and reads 

as follows: 

§ 1 . 274 - 6 T Substantiation with respect to 
certain types of listed property for taxable 
years beginning after 1985 (temporary). 

(a) Written policy statements os to 
vehicles —(1) In general. Two types of 
written policy statements satisfying the 
conditions described in paragraph (a)(2) 
and (3) of this section, if initiated and 
kept by an employer to implement a 
policy of no personal use, or no personal 
use except for commuting, of a vehicle 
provided by the employer, qualify as 
sufficient evidence corroborating the 
taxpayer’s own statement and therefore 
will satisfy the employer s 
substantiation requirements under 
section 274(d). Therefore, the employee 
need not keep a separate set of records 
for purposes of the employer’s 
substantiation requirements under 
section 274(d) with respect to use of a 
vehicle satisfying these written policy 
statement rules. A written policy 
statement adopted by a governmental 
unit as to employee use of its vehicles is 
eligible for these exceptions to the 
section 274(d) substantiation rules. 

Thus, a resolution of a city council or a 
provision of state law or a state 
constitution would qualify as a written 
policy statement, as long as the 
conditions described in paragraph (a)(2) 
and (3) of this section are met 

(2) Vehicles not used for personal 
purposes —(i) Employers. A policy 
statement that prohibits personal use by 
an employee satisfies an employer's 
substantiation requirements under 
section 274(d) if all the following 
conditions are met— 

(A) The vehicle is owned or leased by 
the employer and is provided to one or 
more employees for use in connection 
with the employer's trade or business. 

(B) When the vehicle is not used in the 
employer's trade or business, it is kept 
on the employer's business premises, 
unless it is temporarily located 
elsewhere, for example, for maintenance 
or because of a mechanical failure, 

(C) No employee using the vehicle 
bves at the employer's business 
premises, 

(D) Under a written policy of the 
employer, neither an employee, nor any 
individual whose use would be taxable 
to the employee, may use the vehicle for 
personal purposes, except for de 
minimis personal use (such as a stop for 
lunch between two business deliveries), 
and 

(E) The employer reasonably believes 
that, except for de minimis use. neither 
the employee, nor any individual whose 
use would be taxable to the employee. 


uses the vehicle for any personal 
purpose. 

There must also be evidence that would 
enable the Commissioner to determine 
whether the use of the vehicle meets the 
preceding five conditions. 

(ii) Employees. An employee, in lieu of 
substantiating the business/investment 
use of an employer-provided vehicle 
under § 1.274-5T. may treat all use of 
the vehicle as business/investment use 
if the following conditions are met— 

(A) The vehicle is owned or leased by 
the employer and is provided to one or 
more employees for use in connection 
with the employer's trade or business. 

(B) When the vehicle is not used in the 
employer's trade or business, it is kept 
on the employer's business premises, 
unless it is temporarily located 
elsewhere, for example, for maintenance 
or because of a mechanical failure, 

(C) No employee using the vehicle 
lives at the employer’s business 
premises. 

(D) Under a written policy of the 
employer, neither the employee, nor any 
individual whose use would be taxable 
to the employee, may use the vehicle for 
personal purposes, except for de 
minimis personal use (such as a stop for 
lunch between two business deliveries), 
and 

(E) Except for de minimis personal 
use, neither the employee, nor ony 
individual whose use would be taxable 
to the employee, uses the vehicle for any 
personal purpose. 

There must also be evidence that would 
enable the Commissioner to determine 
whether the use of the vehicle meets the 
preceding five conditions. 

(3) Vehicles not used for personal 
purposes other than commuting —(i) 
Employers. A policy statement that 
prohibits personal use by an employee, 
other than commuting, satisfies an 
employer's substantiation requirements 
under section 274(d) if all the following 
conditions are met— 

(A) The vehicle is owned or leased by 
the employer and is provided to one or 
more employees for use in connection 
with the employer’s trade or business 
and is used in the employer's trade or 
business. 

(B) For bona fide noncompensatory 
business reasons, the employer requires 
the employee to commute to and/or 
from work in the vehicle, 

(C) The employer has established a 
written policy under which neither the 
employee, nor any individual whose use 
would be taxable to the employee, may 
use the vehicle for personal purposes, 
other than for commuting or de minimis 
personal use (such as a stop for a 
personal errand on the way between a 


business delivery and the employee’s 
home). 

(D) The employer reasonably believes 
that, except for de minimis personal use. 
neither the employee, nor any individual 
whose use would be taxable to the 
employee, uses the vehicle for any 
personal purpose other than commuting, 

(E) The employee required to use the 
vehicle for commuting is not a control 
employee (as defined in $ 1.61-2T Q/A- 
20b) required to use an automobile (as 
defined in { 1.81-ZT Q/A-11). and 

(F) The employer accounts for the 
commuting use by including in the 
employee's gross income the commuting 
value provided in ( 1.81-ZT Q/A-21 (to 
the extent not reimbursed by the 
employee). 

There must be evidence that would 
enable the Commissioner to determine 
whether the use of the vehicle met the 
preceding six conditions. 

(ii) Employees. An employee, in lieu of 
substantiating the business/investment 
use of an employer-provided vehicle 
under $ 1.274-5T, may substantiate any 
exclusion allowed under section 132 for 
a working condition fringe by including 
in income the commuting value of the 
vehicle (determined by the employer 
pursuant to { 1.61-2T Q/A-21) if all the 
following conditions are met: 

(A) The vehicle is owned or leased by 
the employer and is provided to one or 
more employees for use in connection 
with the employer's trade or business 
and is used in the employer's trade or 
business. 

(B) For bona fide noncompensatory 
business reasons, the employer requires 
the employee to commute to and/or 
from work in the vehicle. 

(C) Under a written policy of the 
employer, neither the employee, nor any 
individual whose use would be taxable 
to the employee, may use the vehicle for 
personal purposes, other than for 
commuting or de minimis personal use 
(such as a stop for a personal errand on 
the way between a business delivery 
and the employee's home). 

(D) Except for de minimis personal 
use, neither the employee, nor any 
individual whose use would be taxable 
to the employee, uses the vehicle for any 
personal purpose other than commuting, 

(E) The employee required to use the 
vehicle for commuting is not a control 
employee (as defined in $ 1.61-2T Q/A- 
20b) required to use an automobile (as 
defined in { 1.61-2T Q/A-11), and 

(F) The employee includes in gross 
income the commuting value determined 
by the employer as provided in $ 1.61- 
2T Q/A-21 (to the extent that the 
employee does not reimburse the 
employer for the commuting use). 
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There must also be evidence that would 
enable the Commissioner to determine 
whether the use of the vehicle met the 
preceding six conditions. 

(b) Vehicles used in connection with 
the business of funning —(1) In general. 
If. during a taxable year or shorter 
period, a vehicle, not otherwise 
described in section 274(t). 9 1.274- 
5T(k), or paragraph (a) (2) or (3) of this 
section, is owned or leased by an 
employer and used during most of a 
normal business day direct]y in 
connection with the business of fanning 
(as defined in paragraph (b){2) of this 
section), the employer, in lieu of 
substantiating the use of the vehicle as 
prescribed In § 1.274-5T(b)(0Hi 1(B). may 
determine any deduction or credit with 
respect to the vehicle as if the business/ 
investment use (as defined in 9 1.230F- 
(jT(d)(3)(i)) and the qualified business 
use (as defined in { 1.28QF-6T(d)(2)) of 
the vehicle in the business of farming for 
the taxable year or shorter period were 
75 percent plus that percentage, if any. 
attributable to an amount included in an 
employee's gross income. If the vehicle 
is also available for personal use by 
employees, the employer must include 
the value of that personal use in the 
gross income of the employees, 
allocated among them in the manner 
prescribed in § 1.132-lT Q/A-4a(f). 

(2) Directly in connection with the 
business of farming. The phrase 
"directly in connection with the 
business of farming" means that the 
vehicle must be used directly in 
connection with the business of 
operating a farm (Le, cultivating land or 
raising or harvesting any agricultural or 
horticultural commodity, or the raising, 
shearing, feeding, caring for, training, 
and management of animals) or 
incidental thereto (for example, trips to 
the feed and supply store). 

(3) Substantiation by employees. If an 
employee is provided with the use of a 
vehicle to which this paragraph (b) 
applies, the employee may, in Beu of 
substantiating the business/inveslment 
use of the vehicle in the manner 
prescribed in 9 1.274-5T. substantiate 
any exclusion allowed under section 132 
for a working condition fringe as if the 
business/investment use of the vehicle 
were 75 percent, plus that percentage, if 
any. determined by the employer to be 
attributable to the use of the vehicle by 
Individuals other than the employee, 
provided that the employee includes in 
gross income the amount determined by 
the employer as includible in the 
employee's gross income. See 9 1.132-1T 
Q/A-4a(f) for examples illustrating the 
allocation of use of a vehicle among 
employees. 


(c) Vehicles treated as used entirely 
for personal purposes. An employer may 
satisfy the substantiation requirements 
under section 274(d) for a taxable year 
or shorter period with respect to the 
business use of a vehicle that is 
provided to an employee by including 
the value of the availability of the 
vehicle during the relevant period in the 
employee's gross income without any 
exclusion for a working condition fringe 
with respect to the vehicle and, if 
required, by withholding any taxes. 
Under these circumstances, the 
employer's business/investment use of 
the vehicle during the relevant period is 
100 percent The employer's qualified 
business use of the vehicle is dependent 
upon the relationship of the employee to 
the employer fsee 5 1.28Or-0T(d)(2)). 

(d) Limitation . If a taxpayer chooses 
to satisfy the substantiation 
requirements of section 274(d) and 

9 1.274-5T by using one of the methods 
prescribed in paragraphs (a) (2) or (3). 
(b). or (c) of this section and files a 
return with the Internal Revenue Service 
for a taxable year consistent with such 
choice, the taxpayer may not later use 
another of these methods. Similarly, if a 
taxpayer chooses to satisfy the 
substantiation requirements of section 
274(d) In the manner prescribed in 
§ 1.274-CT and files a return with the 
Internal Revenue Service for a taxable 
year consistent with such choice, the 
taxpayer may not later use a method 
prescribed in paragraph (a) (2) or (3), (b), 
or (c) of this section. This rule applies to 
an employee for purposes of 
substantiating any working condition 
fringe exclusion as well as to an 
employer. For example, if an employee 
excludes on his federal income tax 
return for a taxable year 90 percent of 
the value of the availability of an 
employer-provided automobile on the 
basis of records that allegedly satisfy 
the "adequate records" requirement of 
9 1.274-5T(c)(2). and that requirement is 
not satisfied, then the employee may not 
satisfy the substantiation requirements 
of section 274(d) for the taxable year by 
any method prescribed in this section, 
but may present other corroborative 
evidence as prescribed in § 1.274- 
5 T(cM3). 

(e) Definitions — (1) In general. The 
definitions provided in this paragraph 
(e) apply for purposes of section 274(d), 

§ 1.274-5T. and this section. 

(2) Employer and employee. The terms 
"employer" and "employee" include the 
following: 

(i) A sole proprietor shall be treated 
as both an employer and employee, 

(ii) A partnership shall be treated as 
an employer of its partners, and 


(iii) A partner shall be treated as an 
employee of the partnership. 

(3) Automobile. The term 
"automobile" has the same meaning us 
prescribed in 9 161-2T Q/A-ll. 

(4) Vehicle. The term "vehicle’* has 
the same meaning as prescribed in 

9 1.61-2T Q/A-20. 

(5) Personal use. "Personal use" by an 
employee of an employer-provided 
vehicle includes use in any trade or 
business other than the trade or 
business of being the employee of the 
employer providing the vehicle. 

(f) Effective date. This section is 
effective for taxable years beginning 
after December 31,1985. 

Par. g. Section 1.20OF-1T is amend* d 
by adding a new paragraph (c)(3) to 
read as follows: 

5 1.230F-1T Limitations on Investment ttx 
credit and recovery deductions under 
section 16S for passenger automobiles end 
certain other Hated property , overview of 
regulations (temporary). 

• • • • • 

(c) Effective doles — # • • 

(3) Leased passenger automobiles. 
Section 1.280F-5T(e) generally applies to 
passenger automobiles leased after 
April 2,1985. in taxable years ending 
after that date. Section 1.2fi0F-5T(e) 
does not apply to any passenger 
automobile that is leased pursuant to a 
binding contract, which is entered Into 
no later than April 2,1965, and which is 
in effect at all times thereafter, but oaly 
if the automobile is used under the lease 
before August 1.1985. If 9 1.28QF-5TM 
does not apply to a passenger 
automobile, see paragraph (c) (1) and (2) 
of this section. 

9 1.2S0F-3T (Amended) 

Par. 9. Section 1.280F-3T is amended 
by revising the first sentence of 
paragraph (d)(3) to read as follows: "A 
taxpayer must be able to substantiate 
the use of any listed property, as 
prescribed in section 274(d)(4) and 
9 1.274-5T or 9 1.274-6T, for any taxable 
year for which recapture under section 
280F(bM3) and paragraph (d) (1) and (2) 
of this section may occur even if the 
taxpayer has fully depredated (or 
expensed) the listed property in a prior 
year.** 

Par. 10. Section 1.28GF-5T is amended 
as follows: 

1. The caption of paragraph (d) and 
the first sentence of paragraph (d)(1) are 
revised to read as set forth below. 

2. The first sentence of paragraph 
(dK2Hi) is amended by adding after the 
words "passenger automobile" the 
clause ". which is leased after June 18, 
1984. and before Aprii 3,1985,'\ 
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3. Paragraph (d)(2)(ii) is amended by 
removing the words "paragraph (g)(2)’* 
and ‘ paragraph (g)(3)’* wherever they 
appear and by adding in their places the 
words "paragraph (h)(2)" and 
paragraph (h)(3)". respectively. 
Paragraph (d)(2)(ii) is further amended 
by removing the words "paragraph 
(d)(3)(iii)" and "paragraph (d)(3)(iv)" 
and by adding in their places the words 
‘paragraph (d)(2)(iii)" and "paragraph 

(d) (2)(iv)", respectively. 

4 Paragraphs (e). (f). (g). and (h) are 
redesignated as paragraphs (f). (g), (h). 
and (i). 

5. A new paragraph (e) is added 
immediately after paragraph (d) and 
reads as set forth below. 

6. Paragraph (f) as redesignated is 
amended by removing from paragraph 

(f)(2)(i) the words "paragraph (g)(2)" and 
by adding in their place the words 

• paragraph (h)(2)", by removing from 
paragraph (f){2)(ii) the words 
•paragraph (g)(3)** and by adding in 
their place the words "paragraph (h)(3)", 
and by removing from paragraph 

(f) |2)(iii) the words "paragraph (e)(3)" 
and by adding in their place the words 
'•porai ?raph (0(3)". 

7. The introductory text of paragraph 

(g) as redesignated is revised to read as 
set forth below. 

8. Paragraph (g)(2) as redesignated is 
amended by removing the words 
“paragraph (f)(2)" and by adding in their 
place the words "paragraph (g)(2)". 

9. The last sentence of paragraph 

(h) (3) as redesignated is amended by 
removing the words "paragraph (f)(1)** 
and by adding in their place the words 
“paragraph (g)(1)". 

10 Example (3) of paragraph (i) as 
redesignated is amended by removing 
from the fourth sentence the words 
paragraphs (e)(1) and (f)(1)". 
paragraph (f)(3)". and ''paragraph 

(e) [3)(ii)*\ and by adding in their places 
the words "paragraphs (f)(1) and (g)(1)". 
"paragraph (g)(3)*'. and "paragraph 
I0(3){iii)’\ respectively. 

11. Example (4) of paragraph (i) as 
redesignated is amended by removing 
from the third sentence the words 
paragraphs (e)(1) and (f) (1) and (2)". 
“paragraph (f)(3)". and "paragraph 
(e)(3)(i)". and by adding in their places 
the words "paragraphs (f)(1) and (g) (1) 
and (2)**. "paragraph (g)(3)**. and 
‘paragraph (f)(3)(i)'\ respectively. 

12 Paragraph (i) as redesignated is 
further amended by adding after 
example (4) two new examples to read 
as set forth below. 

13. The new and revised provisions 
rend as follows: 

} i 280f-5T Leased property (temporary). 


(d) Inclusions in income of lessees of 
passenger automobiles leased after June 
18. 1984, and before April 3, 1985—{ 1) In 
general If a taxpayer leases a passenger 
automobile after June 18.1964. but 
before April 3.1985, for each taxable 
year during which the taxpayer leases 
the automobile, the taxpayer must 
include in gross income an inclusion 
amount (prorated for the number of days 
of the lease term included in that 
taxable year), determined under this 
paragraph (d)(1). and multiplied by the 
business/investment use (as defined in 

S 1.280F-6T(d)(3)(i)) for the particular 
taxable year. * * * 

(e) Inclusions in income of lessees of 
passenger automobiles leased after 
April Z 1985 —(1) In general For any 
passenger automobile that is leased 
after April 2.1985. the inclusion amount 
for each taxable year during which an 
automobile i8 leased is based on the 
rules set forth in this paragraph (e). 
Additional inclusion amounts when a 
passenger automobile is not used 
predominantly in a qualified business 
use during a taxable year are 
determined under paragraph (e)(6) of 
this section. See paragraph (h)(2) of this 
section for the definition of fair market 
value. 

(2) Fair market value not greater than 
$50,000: years one through three. For 
any passenger automobile that has 8 fair 
market value not greater than $50,000. 
the inclusion amount for each of the first 
three taxable years during which the 
automobile is leased is determined as 
follows: 

(i) For the appropriate range of fair 
market values in the table in paragraph 
(e)(2)(iv) of this section, select the dollar 
amount from the column for the quarter 
of the taxable year in which the 
automobile is first used under the lease. 

(ii) Prorate the dollar amount for the 
number of days of the lease term 
included in the taxable year, and 

(iii) Multiply the prorated dollar 
amount by the business/investment use 
for the taxable year. 

(iv) Dollar amounts: Years 1-3: 


Dollar Amounts: Years 1-3 


Fair mart*1 

Taxable year quarter 

Greater 

iha*>— 

But not 
greeter 

than— 

4th 

3d 

2d 

lei 

HI 750 

111.500 

IS 

17 

96 

16 

11.500 

i 11.750 

24 

21 

10 

17 

11,750 

1 12.000 

40 

35 

32 

20 

12.000 

12.250 

56 

49 

44 

40 

12.250 

12.500 

72 

64 

57 

52 

12.500 

12.750 

66 

7S 

70 

63 

12.750 

13.000 

104 

02 

63 

75 

13000 

13250 

120 

106 

05 

ee 

13.250 

13.500 

144 

120 

115 

104 

13.500 

13.750 

172 

153 

137 

124 

13.750 

14.000 

200 

177 

150 

145 

14.000 

14250 

220 

202 

162 

165 


Dollar Amounts: Years 1-3—Continued 


Fee mart* value 

1 

i 

! 

Greater 

tha»v- 

Out no* 

greeter 

than- 

#th 

3d 

2d 

let 

14250 

14.500 

256 

227 

204 

165 

14,500 

14.750 

264 

252 

226 

206 

14.750 

15.000 

312 

277 

249 

226 

15,000 

15250 

340 

302 

271 

246 

15250 

15.500 

309 

327 

293 

266 

15,500 

16750 

307 

352 

316 

267 

15,750 

16000 

425 

377 

336 

307 

16.000 

16250 

453 

402 

360 

327 

16250 

16.500 

461 

420 

363 

346 

16500 

16750 

509 

451 

405 

366 

16.750 

17.000 

537 

476 

426 

366 

17.000 

17.500 

579 

514 

461 

419 

17,500 

16000 

635 

563 

506 

459 

16.000 

16500 

691 

613 

550 

500 

16.500 

10000 

746 

663 

595 

541 

10.000 

16500 

004 

713 

640 

561 

19.500 

20.000 

860 

763 

665 

622 

20.000 

20.500 

916 

012 

729 

662 

20.500 

21000 

072 

662 

774 

703 

21.000 

21.500 

1.020 

012 

•19 

744 

21.500 

22.000 

1.004 

962 

063 

764 

22.000 

23.000 

1.169 

1,036 

930 

645 

23.000 

24 000 

1201 

1.136 

1.020 

926 

24.000 

25.000 

1.303 

1.236 

1,109 

1.007 

25.000 

26000 

1 506 

1335 

1.199 

1.069 

26000 

27,000 

1.619 

1,436 

1,266 

1.170 

27.000 

20,000 

1.730 

1.534 

1777 

1751 

20,000 

29.000 

1.642 

1,634 

1.467 

1732 

20,000 

30,000 

1.955 

1734 

1.556 

1.413 

30,000 

31.000 

2.067 

1.033 

1.646 

1.405 

31,000 

32.000 

2.179 

1J033 

1.735 

1776 

32.000 

33.000 

2202 

2.032 

1724 

1.657 

33,000 

34.000 

2404 

2.132 

1.014 

1.736 

34.000 

35.000 

2.516 

2732 

2.003 

1,619 

35.000 

36000 

2.629 

2731 

2.003 

1,001 

36000 

37.000 

2741 

2.431 

2.162 

1.962 

37.000 

36.000 

2.863 

2.530 

2771 

2,063 

38.000 

30.000 

2.965 

2630 

2761 

2.144 

39.000 

40.000 

3.076 

2.730 

2.450 

2725 

40.000 

41.000 

3.190 

2.820 

2.540 

2,307 

41.000 

42.000 

3202 

2.029 

2.629 

2.308 

42.000 

43.000 

3.415 

3.020 

2.718 

2,469 

43.000 

44,000 

3.527 

3.120 

2,606 

2,550 

44.000 

45,000 

3.630 

3,220 

2.607 

2.631 

A.000 

46 000 

3752 

3,327 

2.967 

2.713 

46,000 

47,000 

3,664 

3.427 

3.070 

2.794 

47.000 

46,000 

3.970 

3.526 

3.165 

2.676 

46.000 

49,000 

4.068 

3.626 

3755 

2.056 

49.000 

50.000 

4.201 

3,726 

3.344 

3737 


(3) Fair market value not greater than 
$50,000: years four through six . For any 
passenger automobile that has a fair 
market value greater than $18,000. but 
not greater than $50,000, the inclusion 
amount for the fourth, fifth, and sixth 
taxable years during which the 
automobile is leased is determined as 
follows: 

(i) For the appropriate range of fair 
market values in the table in paragraph 
(e)(3)(iv) of this section, select the dollar 
amount from the column for the taxable 
year in which the automobile is used 
under the lease. 

(ii) Prorate the dollar amount for the 
number of days of the lease term 
included in the taxable year, and 

(iii) Multiply this dollar amount by the 
business/investment use for the taxable 
year. 

(iv) Dollar Amounts: Years 4-6: 
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Dollar Amounts: Years 4-6 


rak fnsM wslv# 

Year 

CWstfer 

man— 

But not 
port* 
terv- 

4 

5 

6 

$16 000 

$18 500 

$15 



♦8 500 

19000 

45 



is ooo 

19.500 

'75 



is £00 

20 000 

106 



20000 

20 500 

136 



20,500 

21 000 

166 



21 000 

21 SOU 

186 



21 500 

22 000 

225 




?3COO 

270 



2X000 

24.000 

330 

$42 


24.000 

25.000 

25.000 

390 

102 


26.000 

460 

MS 


2*000 

27 000 

610 

222 


27.000 

28,000 

570 

262 


2S.OQO 

2S.COO 

630 

342 

$54 

23 000 

30.000 

6«0 

402 

114 

30.000 

3i COO 

750 

462 

174 

21.000 

32,000 

010 

52? 

234 

32.000 

33.000 

070 

562 

294 

33.000 

34.000 

030 

642 

354 

34.000 

35.000 

990 

nr? 

414 

35,000 

36.000 

1.050 

762 

474 

36,000 

37.000 

1.110 

827 

534 

37.000 

36.000 

1.170 

86? 

504 

38.000 

30 000 

1.230 

94? 

664 

39.000 

40.000 

1.290 

1 002 

714 

SCjSOO 

41.000 

1JSO 

1,062 

774 

41000 

42.000 

1.410 

1.122 

S34 

42.000 

43 000 

1.470 

i.ia? 

•94 

43.000 

44 000 

1.530 

1242 

954 

44.000 

4*000 

1.590 

1.302 

t,014 

45.000 

46.000 

1.650 

1.362 

1.074 

4*000 

47.000 

1.710 

1.422 

1.134 

47.000 

48 000 

1.770 

1 462 

1.194 

48.000 

48.000 

1 830 

t 642 

1-264 

48.000 

30 000 

11,890 

1.602 

1-314 


(4) Fair market value greater than 
$50,000: years one through six. (i) For 
any passenger automobile that has a fair 
market value greater than $50,000. the 
inclusion amount for the first six taxable 
years during which the automobile is 
leased is determined as follows: 

(A) Determine the dollar amount by 
using the appropriate formula in 
paragraph (e)(4)(ii) of this section. 

(B) Prorate the dollar amount for the 
number of days of the lease term 
included in the taxable year, and 

(C) Multiply this dollar amount by the 
business/investment use for the taxable 
year. 

(ii) The dollar amount Is computed as 
follows: 

(A) If the automobile is first used 
under the lease in the fourth quarter of a 
taxable year, the dollar amount for each 
of the first three taxable years during 
which the automobile is leased is the 
sum of— 

(/) $124, and 

[2] 11 percent of the excess of the 
automobile's fair market value over 
$13,200. 

(B) If the automobile is first used 
under the lease in the third quarter of a 
taxable year, the dollar amount for each 
of the first three taxable years during 
which the automobile is leased is the 
sum of— 

(;) $110, and 


[2) 10 percent of the excess of the 
automobile's fair market value over 
$13,200. 

(C) If the automobile is first used 
under the lease in the second quarter of 
a taxable year, the dollar amount for 
each of the first three taxable years 
during which the automobile is leased is 
the sum of— 

(/) $100. and 

(2) 9 percent of the excess of the 
automobile's fair market value over 
$13,200. 

(D) If the automobile is first used 
under the lease in the first quarter of a 
taxable year, the dollar amount for each 
of the first three taxable years during 
which the automobile is leased is the 
sum of— 

(J) 300, and 

[2] 8 percent of the excess of the 
automobile's fair market value over 
$13,200. 

(E) For the fourth taxable year during 
which the automobile is leased, the 
dollar amount is 8 percent of the excess 
of the automobile's fair market value 
over $18,000. 

(F) For the fifth taxable year during 
which the automobile is leased, the 
dollar amount is 6 percent of the excess 
of the automobile's fair market value 
over $22,800. 

(C) For the sixth taxable year during 
which the automobile is leased, the 
dollar amount is 6 percent of the excess 
of the automobile's fair market value 
over $27,600. 

(5) Seventh and subsequent taxable 
years, (i) For any passenger automobile 
that has a fair market value less than or 
equal to $32,400. the inclusion amount 
for the seventh and subsequent taxable 
years during which the automobile is 
leased is zero. 

(ii) For any passenger automobile that 
has a fair market value greater than 
$32,400, the inclusion amount for the 
seventh and subsequent taxable years 
during which the automobile is leased is 
6 percent of— 

(A) The excess (if any) of the 
automobile's fair market value, over 

(B) The sum of— 

(7) $13,200 and 

[2] $4,800 multiplied by the number of 
taxable years in excess of three years. 

(6) Additional inclusion amount when 
less than predominant use in a qualified 
business use . (1) If a passenger 
automobile, which is leased after April 
2,1985. is not predominantly used In a 
qualified business use during a taxable 
year, the lessee must add to gross 
income in the first taxable year that the 
automobile is not so used (and only in 
that year) an inclusion amount 
determined under this paragraph (e)(6). 
This inclusion amount is in addition to 


the amount required to be included in 
gross income under paragraph (e) (2), 

(3), (4). and (5) of this section. 

(ii) If the fair market value (as defined 
in paragraph (h)(2) of this section) of the 
automobile is greater than $11,250. the 
inclusion amount is determined by 
multiplying the average of the business/ 
investment use (as defined in paragraph 
(h)(3) of this section) by the appropriate 
dollar amount from the table in 
paragraph (e)(6)(iii) of this section, if the 
fair market value of the automobile is 
$11,250 or less, the inclusion amount is 
the product of the fair market value of 
the automobile, the average business/ 
investment use. and the applicable 
percentage from the table in paragraph 
(*)(6)(iv) of this section. 

(iii) The dollar amount is determined 
under the following table; 
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(iv) The applicable percentage is 
determined under the following table: 
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(g) Special rules applicable to 
inclusions in income of lessees. This 
paragraph (g) applies to the inclusions in 
gross income of lessees prescribed 
under paragraphs (d)(2), (e)(6). or (f) of 
this section. 

• • • • • 

(i) Examples . * * * 

Example (5) On July 15.19SS, A. a calendar 
year taxpayer, leases and plncea in service a 
passenger automobile with a fair market 
value of $45300. The lease ia for a period of 5 
years, during which A uses the automobile 
exclusively in a trade or business. Under 
paragraph (e) (2) and (3) of this section, for 
taxable years 1965 through 1990, A must 
include the following amounts in grots 
income: 
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Example (SJ. The facts are the same at in 
tx&copis (1), except that A uses the 
ei/^mobile only 45 percent in a trade or 
business during 1987 through 1990. Under 
11 26QF-5T[e)(6), A must include in gross 
irycome for taxable year 1987, the first taxable 
year in which the automobile Is not used 
predominantly in u trade or business, an 
additional amount based on die average 
business/ In vestment use for taxable years 
1985 through 1987. For taxable years 1H35 
through 1990. A must include the following 
amounts in gross income: 
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Par. 11. Section 1.230F-8T is amended 
by revising paragraphs (b)(2)(ii) and 
(b)(3) to read a* follows: 

$ 1.280F-8T Special rules and dtflnltlont 
(temporary). 

• • • « • 



(ti) Exception. The term "listed 
property" does not include any vehicle 
that is a qualified nonpersona) use 
vehicle as defined in section 274{i) and 

§ 1.274-5T(k). 

(3) Property used for entertainment 
CiV.—(i) In general Property of a type 
generally used for purposes of 
entertainment, recreation, or amusement 
includes property such as photographic, 
phonographic, communication, and 
video recording equipment. 

(ii) Exception. The term "listed 
property” does not include any 
photographic, phonographic, 
communication, or video recording 
equipment of a taxpayer if the 
equipment is use either exclusively at 
the taxpayer's regular business 
establishment or in connection with the 
taxpayer’s principal trade or business. 

(iii) Regular business establishment 
The regular business establishment of 
an employee is the regular business 
establishment of the employer of the 
employee. For purposes of this 
paragraph (b)(3)* a portion of a dwelling 


unit is treated as a regular business 
establishment if the requirements of 
section 23QA(c)(l) ore met with respect 
to that portion. 


PART 602—OMB CONTROL NUMBERS 
UNDER THE PAPERWORK 
REDUCTION ACT 

Par. 12. The authority citation for Part 
602 continues to read as follows: 

Authority: 26 U.S.C 7305. 

$602,101 (Amended) 

Par. 13. Section 8C2.i0l(c) is amended 
by inserting in the appropriate places in 
the table: 

“$ 1.61-2T Q/A-20.-1545-0771", 

"iJ274-5T___1545-0771". sod 

**§ i 274-err. — - 1545 - 0771 *. 

There is a need for immediate 
guidance with respect to the provisions 
contained in this Treasury decision. For 
this reason, it is found impracticable to 
Usue this Treasury decision with notice 
and public procedure under subsection 
(b) of section 553 of Title 5 of the United 
States Code or subject to the effective 
date limitation of subsection (d) of that 
section. 

Rojcoe L Eggsr, Jr., 

Commissioner of Interpol He venue. 

Approved: October 2a 1985. 

Ronald A. Pearlman, 

Assistant Secretory of the Treasury, 

(FR Doc. 85-26358 Filed 11-1-65; 8:47 am) 
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ENVIRONMENTAL PROTECTION 
AGENCY 

40 CFR Part 52 
(A-5-FRL-2919-5] 

Approval and Promulgation of 
Implementation Plans; Illinois 

agency: U.S. Environmental Protection 
Agency (USEPA). 
action: Final rulemaking. 

summary: In a June 25.1965 Federal 
Register notice (50 CFR 26224). USEPA 
proposed to approve a revision to the 
Illinois State Implementation Plan (SIP) 
for Carbon Monoxide ICO). USEPA 
today is approving this revision. This 
final rulemaking incorporates a June 14. 
1984, Opinion and Order of the Illinois 
Pollution Control Board (IPCB). PCB 84- 
19. into the SIP. This Order grants to 
Midwest Solvents Company (MSC) a 
variance from IPCB Rule 206(a) which 
governs CO emissions from the fluidized 
bed combustion (FBC) boiler for MSCs 
facility, which is located in Tazewell 


County, Illinois. This action is taken in 
response to a January 16.1985. request 
from the State of Illinois. 

EFFECTIVE date: This Final rulemaking 
becomes effective on December 6,1985. 
addresses: Copies of this revision to 
the Illinois SIP are available far 
inspection at: 

The Office of the Federal Register. 1100 

L Street NW.. Room 8401. 

Washington, DC 

Public Information Reference Unit. EPA, 

401 M Slreeb SW„ Washington, DC 

20460. 

Copies of the SIP revision and other 
materials relating to this rulemaking are 
available for inspection at the following 
addresses It is recommended that you 
telephone Uylaine E. McMahan at (312) 
353-0396. Environmental Protection 
Agency, Region V. Air and Radiation 
Branch, 230 South Dearborn Street, 
Chicago, Illinois GOGOL 
FOR FURTHER INFORMATION CONTACT: 
Uylaine fc. McMahan, (312) 353-0396. 
SUPPLEMENTARY INFORMATION: On 
January 1G, 1985. the Illinois 
Environmental Protection Agency 
(IEPA) submitted a variance from 
Illinois Rule 208(a) for a FBC boiler at 
MSCs facility in Tazewell County. 
Illinois, as a proposed revision to its CO 
SIP. TazcweU County is an area that is 
classified as attainment with respect to 
the National Ambient Air Quality 
Standard (NAAQS) for CO. 

During the 30 day public comment 
period USEPA received no comments 
regarding the June 25.1985. notice of 
proposed rulemaking proposing to 
approve MSCs variance request for its 
FBC boiler. 

The final variance will allow CO 
emissions from the new FBC boiler of up 
to 700 parts per million (ppm), (based on 
wet flue gas and adjusted to 50 percent 
excess air) until June 14,1987. Because 
the FBC boiler is a major new source in 
an attainment area, it must meet the 
best available control technology 
(BACT) requirement of the Prevention of 
Significant Deterioration (PSD) 
regulations. The PSD program in Illinois 
was delegated to the IEPA on April 7, 
1980. It is the TEPA's responsibility to 
make a BACT determination for this 
facility. In addition, a new source is 
required to meet the Illinois SIP limit for 
new sources of CO. In today's final 
rulemaking. USEPA's finding is limited 
to determining that the CO NAAQS will 
not be violated by this variance. In this 
notice. USEPA makes no findings 
regarding the State's BACT 
determination. 

The IPCB granted MSC a variance 
from the Rule 206(a) which allows a 
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temporary CO limit of 700 ppm. MSC’s 
new FBC boiler, is subject to the 
following operating conditions: 

1. This variance will expire on June 14. 
1087. 

2. MSC has committed itself to 
develop and implement a program to 
study and evaluate any technical 
advances in the control of CO in FBC 
boilers. 

3. MSC has committed itself to 
develop a program to evaluate the 
operating characteristics of its FBC 
boiler. This program shall include the ~ 
periodic testing of the FBC boiler for CO 
emissions so that the operation of the 
boiler can be optimized to minimize the 
emissions of CO while maintaining the 
design efficiency. 

4. MSC has committed itself to submit 
to IEPA every 6 months a writtpn report 
describing the progress of the 
aforementioned program, as set forth in 
item numbers 2 and 3. 

MSC asserts that no available control 
technology could reduce the CO 
emissions to the SIP level without 
greatly decreasing combustion 
efficiency, and increasing NOi 
emissions. The air quality analysis 
section of MSC’s preconstruction permit 
application shows that the predicted CO 
impacts are well below the maximum 1- 
hour and 8-hour secondary NAAQS. In 
reaching today's findings, USAEPA 
utilized only the State’s air quality 
analysis that was completed as part of 
the PSD requirements. The details of this 
analysis are contained in the January 16. 
1985, State submittal. This analysis, 
which relies on USEPA’s Multiple Point 
Terrain (MPTER) reference model, 
predicted a maximum 1-hour CO impact 
of 50.62 pg/m\ The 1-hour standard for 
CO is 40,000 jig/rn*. and the 8-hour 
standard for CO is 10,000 pg/m*> 

Consequently, it can be concluded 
that the MSC’s new FBC boiler will not 
have a significant impact on CO air 
quality in Tazewell County and, 
therefore, will not interfere with 
attainment and maintenance of the CO 
NAAQS. USEPA. is today approving 
IPCB 84-19 as a revision to the Illinois 
SIP. However, USEPA is not affirming 
the 700 ppm emission limit for CO as 
BACT for FBC boilers. 

MSC must comply with all the PSD 
requirements including BACT for CO. 
The approval of this SIP revision does 
not in any way eliminate the 
requirements for MSC to comply with 
the PSD regulations or any other 
applicable new source regulation. 

The Office of Management and Budget 
has exempted this rule from the 
requirements of section 3 of Executive 
Order 12291. 


Under section 307(b)(1) of the Act. 
petitions for judicial review of this 
action must be filed in the United States 
Court of Appeals for the appropriate 
circuit by December 6.1985. This action 
may not be challenged later in 
proceedings to enforce its requirements. 
(See 307(b)(2).) 

List of Subjects in 40 CFR Part 52 

Intergovernmental relations, Air 
pollution control. Incorporation by 
Reference, Lead. Particulate matter. 
Carbon monoxide. 

Not®. —Incorporation by reference of the 
Stale Implementation Plan for the State of 
Illinois was approved by the Director of the 
Federal Register on July 1.1982, 

Dated: October 30.1985. 

Lee M Thomas, 

Administrator . 

PART 52—APPROVAL AND 
PROMULGATION OF 
IMPLEMENTATION PLANS 

Illinois 

Title 40 of the Code of Federal 
Regulations. Chapter 1. Part 52, is 
amended as follows: 

1. The authority citation for Part 52 
continues to read as follows: 

Authority: 42 U.S.C. 7401-7642. 

2. Section 52.720 is revised by adding 
new paragraph (c)(B2) as follows: 

§ 52.720 Identification of Plan. 

• • • • • 

(c) * * * 

(62) On January 10.1985. the Illinois 
Environmental Protection Agency 
submitted a variance from Illinois Rule 
206(a). 

(i) Incorporation by reference. 

(A) June 14, 1984, Opinion and Order 
of the Illinois Pollution Control Board 
(IPCB). PCB 84-19. This is a variance 
from Illinois Rule 206(a) until June 14. 
1987, for CO emissions from a fluidized 
bed combustion boiler at Midwest 
Solvents Company’s facility in Tazewell 
County, Illinois. 

• • • • • 

|FR Doc. 85-28453 Filed 11-5-85: 8:45 nm| 
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40 CFR Parts 60 and 61 
[A-4-FRL-2* 19-41 

Standards of Performance for New 
Stationary Sources, National Emission 
Standards for Hazardous Air 
Pollutants; Delegation of Authority to 
the State of Florida 

agency: Environmental Protection 
Agency. 


action: Delegation of authority. 

summary: On August 9.1985, the Stale 
of Florida requested that EPA delegate 
authority for implementation and 
enforcement of several additional 
categories of the Standards of 
Performance for New Stationary 
Sources (NSPS), and the National 
Emission Standards for Hazardous Air 
Pollutants (NESHAP). Since EPA’s 
review of pertinent State laws and rules 
and regulations showed them to be 
adequate for the implementation and 
enforcement of these Federal standards, 
the Agency has made the delegation as 
requested. 

EFFECTIVE date: The effective date of 
the delegation of authority is September 
24. 1985. 

aodresses: Copies of the request for 
delegation of authority and EPA’s letter 
of delegation are available for public 
inspection at EPA’s Region IV office, 345 
Courtland Street NE.. Atlanta, Georgia 
30365. 

All reports required pursuant to the 
newly delegated standards (listed 
below) should be submitted to the 
following address: Department of 
Environmental Regulation, Twin Towers 
Office Building, 2600 Blair Stone Road. 
Tallahassee, Florida 32301. 

FOR FURTHER INFORMATION CONTACT: 

Archie Lee, at the EPA Region IV 
address listed above, and phone 404/ 
881-3286 or FTS 257-3286. 

SUPPLEMENTARY INFORMATION: Section 

301, in conjunction with sections 101, 
and 111(c)(1) of the Clean Air Act, 
authorizes EPA to delegate authority to 
implement and enforce the standards set 
out in 40 CFR Part 60. NSPS, and in 40 
CFR Part 61. NESHAP. 

On June 10.1982, EPA initially 
delegated the authority for 
implementation and enforcement of the 
NSPS and NESHAP program to the State 
of Florida. On August 9.1985, Florida 
requested a delegation of authority for 
implementation and enforcement of the 
following NSPS categories: 

1. Electric Arc Furnaces and Argon- 
Oxygen Decarburization Vessels 
Constructed after August 7,1983; 40 CFK 
Part 60, Subpart AAa, as promulgated 
10/31/84. 

2. Class Manufacturing Plants; 40 CFR 
Part 60, Subpart CC, as promulgated 10/ 
19/84. 

3. Metallic Mineral Processing Plants: 
40 CFR Part 60. Subpart LL. as 
promulgated 02/21/84. 

4. Beverage Can Surface Coating 
Industry; 40 CFR Part 60. Subpart WW. 
as promulgated 08/25/83. 












Federal Register / Vol. 50, No. 215 / Wednesday. November 6. 1985 / Rales and Regulations 480^ 


5 Flexible Vinyl and Urethane 
Citing and Printing, 40 CFR Pait 60. 
<kbpart FFF, as promulgated 06/29/84. 

6. Equipment Leaks of VOC in 
Petroleum Refineries; 40 CFR Part 60. 
Subpart CCG, as promulgated 05/30/84. 

7. Synthetic Fiber Production 
Facilities; 40 CFR Part 6C, Subpart HHH. 
as promulgated 04/05/84. 

8 Petroleum Dry Cleaners; 40 CFR 
part GO, Subpart ])), os promulgated 09/ 
21/94. ' 

9. Wool Fiberglass Insulation 
Manufacturing; 40 CFR Part 60, Subpart 
PPP. as promulgated 02/25/85. 

On August 9.1965. Florida also 
requested a delegation of authority for 
implementation and enforcement of the 
following NESHAP categories: 

1. Equipment Leaks (Fugitive Emission 
Sources) of Benzene; 40 CFR Part 61. 
Subpart J, as promulgated 06/06/81. 

2. Equipment Leaks (Fugitive Emission 
Sources); 40 CFR Part 61. Subpart V. as 
promulgated 10/31/81. 

After a thorough review of the 
request, the Regional Administrator 
determined that such a delegation was 
appropriate for these source categories 
with the conditions set forth in the 
original delegation letter of June 10. 

1982 Florida sources subject to the 
requirements of the above categories of 
NSPS and NESHAP will now be under 
the j irisdiction of the State of Florida. 

Dated: October 17.1965. 

Jjhn A. Little, 

Acting Regional Administrator. 

|F» Doc. *5-28455 Filed 11-5-85: 8:45 am] 
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40 CFR Part 180 

IF? 5F3241/R7W; FRL-2918-7J 

Testickte Tolerances for iprodiorve 

agency; Environmental Protection 
Agency (EPA). 
act,ok: Final Rule. 

summary: This rule amends the 
regulation in 40 CFR 180.599 by 
increasing the tolerance levels for the 
combined residues of the fungicide 
iprodione and its metabolite in or on the 
rr,w agricultural commodities almonds 
hulk and almonds nutmeais. This 
regulation, to permit the maximum 
levels of residues In or on the 
commodities, was requested in a 
petition by Rhone-Poulenc, Inc. 
tPFtcrivc date: Effective on November 
1985. 

address: Written objections, identified 
by the document control number (PP 


5F5341/R798). may be submitted to the: 

Hearing Clerk (A-110). Environmental 
Protection Agency, Rm. M-3708,401 M 
Street SW., Washington* DC 20460. 

FOR FURTHER INFORMATION CONTACT: 
Henry* M. Jacoby. Product Manager (PM) 
21. Registration Division (TS-767C). 
Office of Pesticide Programs, 
Environmental Protection Agenry Room 
227. CM*?2,1921 Jefferson Davis 
Highway. Arlington. VA 22202 (708-557- 
1900). 

SUPPLEMENTARY INFORMATION: EPA 
issued a notice, published in the Federal 
Register of May 29.1985 (50 FR 21935). 
which announced that Rhone-Poulenc. 
Inc.. P.O. Box 125. Monmouth Junction. 
NJ 08852, had submitted pesticide 
petition 5F3241 to the EPA. This petition 
requested that the Administrator, 
pursuant to section 406(d) of the Federal 
Food, Drug, and Cosmetic Act. propose 
the establishment of a tolerance for the 
combined residues of the fungicide 
iprodione (3-{3,5-dich!orophenyl)-JV-(l- 
methylethyl)-2,4-dioxo-l-imidazolidine- 
carboxamide], its isomer (3-{l- 
methylethyl)-N-(3.5-dich!oro-phcnyl)-2.4- 
dioxo-l-imldazolidinecarboxarride] and 
its metabolite (3-(3,5 dichlorophenyl)- 
2.4-dioxo-l-lmidazolidiriecarboxamide). 
in or on almond hulls at 2.0 parts per 
million (ppm). 

Rhone-Poulenc subsequently amended 
the petition by proposing a tolerance for 
residues of iprodione as expressed in 
pesticide petition 5F3241 in or on 
almonds nutmeat at 0.3 ppm. 

No comments were received in 
response to the notice of filing. 

The data submitted in the petition and 
all other relevant material have been 
evaluated. The toxicological data 
considered in support of the tolerances 
include: 

1. A three-generation rat reproduction 
study with a no-observed-effect level 
(NOEL) of 500 ppm (25 mg/kg body 
weight/day). a reproductive lowest- 
effect level (LEL) of 2.000 ppm (100 mg/ 
kg body weight/day). and systemic 
NOEL equaJ to or greatpr than 2,000 ppm 
(100 mg/kg body weight/day). 

2. A rabbit teratology study in which 
the following doses were administered 
by gavage. 0,100. 200 and 400 mg/kg 
body weight, resulting in a teratogenic 
NOEL equal to or greater than 400 mg/ 
kg body weight (considered 
unacceptable under current guidelines). 

3. A rat teratology study in which the 
following doses were administered by 
gavage, 0,100, 200,400 rog/kg body 
weight, resulting in teratogenic NOEL 
greater than 400 mg/kg body weight. 

4. A 24-month rat feeding/ 


oncogenicity study using dosage levels 
of 125, 250. and 1,000 ppm (6.25.125, and 
50 mg/kg body weight/day), which 
showed no oncogenic effects under the 
conditions of the study at the highest 
dose tested. 

5. An 28-month oncogenicity study in 
mice using dosage levels of 200, 500. and 
1,250 ppm (28.6, 71.4.4788 rag/kg body 
weight/day), which showed nu 
oncogenic effects under the conditions 
of the study at the highest dose tested. 

6. A 1-year dog feeding study using 
dosage levels of 100.600. and 3.COO ppm 
(2.5.15, and 90 mg/kg bw/day) w ith a 
NOEL of 100 ppm (2.5 mg/kg bw/day) 
end a LEI. of COO ppm (15 mg/kg bw/ 
day). 

7. A 90-day dog feeding study using 
dosage levels of 000, 2,400. and 7,200 
ppm (20, 00. and 180 mg/kg body 
weight/day) with a NOEL of 2.400 ppm 
(60 mg/kg body weight/day) and a LEL 
of 7,200 ppm (160 mg/kg body weight/ 
day). 

Data currently lucking include a 
second teratology study using gastric 
intubation, an acute dermal study, and 
mutagenicity studies including: (1) DNA 
repair, (2) gene mutation, mammalian, 
pcrferably in vitro, and (3) chromosomal 
aberration, mammalian, preferably in 
vitro. 

The acceptable daily intake (ADI) 
based on the three-generation rat 
reproduction study (NOEL of 25 mg/kg/ 
day) and using a 100 fold safety factor, 
is calculated to be 0.2500 mg/kg of bw/ 
day. The maximum permitted intake 
(MPI) for o 60-kg human is calculated to 
be 15.00 mg/day. The theoretical 
maximum residue contribution (TMRC) 
from the tolerances is .0001 mg/day and 
utilizes a negligible percentage of the 
MPI. These tolerances and the published 
tolerances utilize a total of 12.49 percent 
of the MPI. 

The nature of the residues is 
adequately understood and an adequate 
analytical method, gas liqufd 
chromatography using nn electron 
capture detector, is available for 
enforcement purposes. There are 
presently no actions pending against the 
continued registration of the chemicaL 

Based on the information and data 
considered, the Agency concludes that 
the tolerances would protect the public 
health. Therefore, the tolerances are 
established as set forth below. 

Any person adversely affected by this 
regulation may, within 30 days after the 
date of publication of this regulation in 
the Federal Register, file written 
objections with the Hearing Clerk at the 
address given above. Such objections 
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should specify the provisions of the 
regulation deemed objectionable and the 
grounds for the objections. If a hearing 
is requested, the objections must state 
the issues for the hearing. A hearing will 
be granted if the objections are 
supported by grounds legally sufficient 
to justify the relief sought. 

As required by Executive Order 12211, 
EPA has determined that this rule is not 
a “Major** rule and therefore docs not 
require a Regulatory Impact Analysis. In 
addition, the Office of Management and 
Budget (OMB) has exempted this 
regulation from the OMB review 
requirements of Executive Order 12291. 
pursuant to section 8(b) of that Order. 

Pursuant to the requirements of the 
Regulatory Flexibility Act (Pub. L 96- 
354. 94 StaL 1164. 5 U.S.C. 601-612). the 
Administrator has determined that the 
regulations establishing new tolerances 
or raising tolerance levels or 
establishing exemptions from tolerance 
requirements do not have a significant 
economic impact on a substantial 
number of small entities, A certification 
statement to this effect was published in 
the Federal Register of May 4, 1981 (46 
FR 24950). 

List of Subjects in 40 CFR Part 180 

Administrative practice and 
procedure. Agricultural commodities. 
Pesticides and pests. 

Dated: October 23.1985. 

Steven Schatzow. 

Director. Office of Pesticide Programs, 

PART 180—I AMENDED) 

Therefore. 40 CFR Part 180 is 
amended as follows: 

1. The authority citation for Part 180 
continues to read as follows: 

Authority: 21 U.S.C. 346a. 

2. Section 180.399 is amended by 
revising the entries in paragraph (a) for 
“almonds, hulls** and “almonds, 
nutmeat*' to read as follows: 

§ 180.399 Iprodlone; tolerances for 
residues. 

(a)*** 



» Part* 

ConwoAtm 

rr£*n 



A'rrond*, hufll. —.--- 

i 20 

Almoncfe, nutmtat___ 

03 


• « • • • 

|FR- Doc. 85-28450 Filed 11-5-85; 8:45 am| 

BILUNG COOC 6S60-5O-M 


DEPARTMENT OF THE INTERIOR 
Bureau of Land Management 
43 CFR Part 1820 
1 Circular No. 2588] 

General Management; Change of Area 
of Jurisdiction and Responsibility in 
Colorado and New Mexico 

agency: Bureau of Land Management, 
Interior. 

action: Correction. 

summary: In FR Doc. 85-21152 
beginning on page 36055 in the issue of 
Thursday. September 5.1985, the 
Circular No. in the heading should read 
as set forth above. This rulemaking 
transferred jurisdiction over public 
lands in the State of Kansas from the 
Colorado State Office to the New 
Nexico Office. 

FOR FURTHER INFORMATION CONTACT: 

Ted Hudson (202) 343-8735. 

lame* E- Cason. 

Deputy Assistant Secretary of the Interior. 
October 31.1985. 

[FR Doc. 85-28459 Filed 11-5-85; 8:45 am) 

BILUNG COOC 4310-S4-M 


FEDERAL EMERGENCY 
MANAGEMENT AGENCY 

44 CFR Part 65 

Changes in Flood Elevation 
Determinations 

agency: Federal Emergency 
Management Agency. 
action: Final rule. 

summary: Modified base (100-year) 
flood elevations are finalized for the 
communities listed below. 

These modified elevations will be 
used in calculating flood insurance 
premium rates for new buildings and 
their contents and for second layer 
coverage on existing buildings and their 
contents. 

dates: The effective dates for these 
modified base flood elevations are 
indicated on the following table and 
amend the Flood Insurance Rate Map(s) 
(FIRM) in effect for each listed 
community prior to this date. 
addresses: The modified base flood 
elevations for each community are 
available for inspection at the office of 
the Chief Executive Officer of each 
cummunity. The respective addresses 
are listed on the following table. 


FOR FURTHER INFORMATION CONTACT: 

Mr. John L. Matticks. Acting Chief, Risk 
Studies Division, Federal Insurance 
Administration. Federal Emergency 
Management Agency. Washington. D C. 
20472. (202) 646-2768. 

SUPPLEMENTARY INFORMATION: The 
Federal Emergency Management 
Agency gives notice of the final 
determinations of modified flood 
elevations for each community listed. 
These modified elevations have been 
published in newspapers) of local 
circulation and ninety (90) days have 
elapsed since that publication. The 
Administrator, has resolved any appeal* 
resulting from this notification. 

Numerous changes made in the base 
(100-year) flood elevations on the FIRM* 
for each community make it 
administratively infeasible to publish in 
this notice all of the changes contained 
on the maps. However, this rule includes 
the address of the Chief Executive 
Officer of the community, where the 
modified base flood elevation 
determinations are available for 
inspection. 

The modifications are made pursuant 
to section 206 of the Flood Disaster 
Protection Act of 1973 (Pub. L 93-234) 
and are in accordance with the National 
Flood Insurance Act of 1968, as 
amended (Title XJII of the Housing and 
Urban Development Act of 1968. (Pub. L 
90-448), 42 U.S.C 4001-4128, and 44 CFR 
Part 65. 

For rating purposes, the revised 
community number is shown and must 
be used for all new policies and 
renewals. 

The modified base (100-year) flood 
elevations are the basis for the flood 
plain management measures that the 
community is required to either adopt or 
show evidence of being already in effect 
in order to qualify or to remain qualified 
for participation in the National Flood 
Insurance Program. 

These modified elevations, together 
with the flood plain management 
measures required by 60.3 of the 
program regulations, are the minimum 
that are required. They should not be 
construed to mean that the community 
must change any existing ordinances 
that are more stringent in their flood 
pluin management requirements. The 
community may at any time enact 
stricter requirements of its own. or 
pursuant to policies established by other 
Federal. State or regional entities. 

These modified base flood elevations 
shall be used to calculate the 
appropriate flood insurance premium 
rates for new buildings and their 
contents and for second layer coverage 
on existing buildings and their contents. 
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The changes in the base flood 
elevations are in accordance with 44 
CFR 65.4. 

Pursuant to the provisions of 5 U.S.C. 
G05(b). the Administrator, to whom 
authority has been delegated by the 
Director. Federal Emergency 
Management Agency, hereby certifies 
that this rule, if promulgated, will not 


have a significant economic impact on a 
substantial number of small entities. 
This rule provides routine legal notice of 
technical amendments made to 
designated special flood hazard areas 
on the basis of updated information and 
imposes no new requirements or 
regulations on participating 
communities. 


List of Subjects in 44 CFR Part 65 

Flood insurance, flood plains. 

The authority citation for Part 65 
continues to read as follows: 

Authority: 42 U.S.G 4001 et seq.. 
Reorganization Plan No. 3 of 1978, EO. 12127. 


Sun courtly 

locaton 

0*1# and nama of rmwKOP* ***** 
no*oo wm put**** 

CM moo^otl^otixmunty 

Efladive da** of 
morkic**Kn 

Conv 
muT4y 
no 

forld* 

:*»(* (Dock* No- FEMA- 

Unmcofpo0«<#0 j'c-a* 

JLJy A 1965. M 16. 1665. Akin* 

Moo Monett R County Manege*. 0*5* 

County. 73 W*v Flagler Sir** Room 911 Murm, FL 
33130 

Morv Kermn Lwmry County Admmtnlor. Monro* 
County. P 0 Bo* 99, Key Weal. FL 39040 

Mon RoO*rt E. Floumpy. Jr, Mayor. Oty of Marietta. 

206 Lawrence Street. Men*?*. QA 30061 

Moo. WMKd Mom Ibrr C*y of Fen Wayne, O fit 
County Bulking. 1 Mam Saoet. Fort Wayne. tff 46602 
Morv Joon M Lynch. Chief A**ne»«tor of the Muc*o 

July X 1965 _ 

125096 

Mono* (DocMl No FEMA- 

<$om 

Goorgte Cobb (Docket No 
‘LMA-0672 

r<>an*r A Son (Doc** No 
EMA-S672) 

PoondyNSfMK ^wlrwQHihrfl 

UrwvoipmiMl hms 

hfy »8. 1966 July 25. 1966, TTm 

July &. 1966 - 

June 26, 1966 _ 

125129 

130226 

Crty of Maned* . 

JUy IS. 1665. A 
nHTJoum* 

Xme 21. IMS. Jun* 26. 1985, 771# 

Oly ot Fori Wayrt* 

June 17. 1865_ 

160009 

of Mk#ry«»J»_ 

• . ** — - « 

AMwf jrran#f 

ju o# 17. 1965. June 24. 1965, fVrvy 

Juna 11. 1965. 

421207 

F fcUA Docket No 66/?) 


r ?mnk wi .win. 

patty of Munyunle. Wnetmorafand Cotmfy. P 0 Bo* 
127. Munyav**. PA ISO* 


Issued: October 9,1985. 

Jeffrey 8 . Bragg. 

A < ! niniBtrolvr. Federal Insurance 
Administration. 

|FR Doc. 85-26440 Filed 11-5-85; 8;45 am] 
b&uno coos rtMMi 


44 CFR Part 67 

Final Flood Elevation Determinations; 
Arizona et ai. 

agency: Federal Emergency 
Management Agency. 

action: Final rule. 

summary: Modified base (100-year) 
flood elevations are finalized for the 
communities listed below. 

These modified elevations are the 
basis for the flood plain management 
measures that the community is required 
to cither adopt or show evidence of 
being already In effect in order to 
qualify or remain qualified for 
participation in the National Flood 
insurance Program. 

effective date: The date of issuance of 
the Flood Insurance Rate Map (FIRM) 
showing modified base flood elevations 
for the community. This date may be 
obtained by contacting the office where 
the maps are available for inspection 
indicated on the table below: 

addresses: See table below: 

FOR FURTHER INFORMATION CONTACT. 

Mr. John L Matticks. Acting Chief. Risk 
Studies Division. Federal Insurance 
Administration, Federal Emergency 
Management Agency. Washington. D.C. 
20472, (202) 646- 2768. 


SUPPLEMENTARY INFORMATION: The 

Federal Emergency Management 
Agency gives notice of the final 
determinations of flood elevations for 
each community listed. Proposed base 
flood elevations or proposed modiHed 
base flood elevations have been 
published in the Federal Register for 
each community listed. 

This final rule is issued in accordance 
with section 110 of the Flood Disaster 
Protection Act of 1968 (Title X1U of the 
Housing and Urban Development Act of 
1968 [Pub. L 90-448J), 42 U.S.C. 4001- 
4128, and 44 CFR Part 67. An 
opportunity for the community or 
individuals to appeal the proposed 
determination to or through the 
community for a period of ninety (90) 
days has been provided. 

The Agency has developed criteria for 
flood plain management in flood-prone 
areas in accordance with 44 CFR Part 
60. 

Pursuant to the provisions of 5 USC 
605(b). the Administrator, to whom 
authority has been delegated by the 
Director, Federal Emergency 
Management Agency, hexeby certifies 
for reasons set out in the proposed rule 
that the final flood elevation 
determinations, if promulgated, will not 
have a significant economic impact on a 
substantial number of small entities. 
Also, this rule is not a major rule under 
terms of Executive Order 12291, so no 
regulatory analyses have been 
proposed. It docs nut involve any 
collection of information for purposes of 
The Paperwork Reduction Act. 

List of Subjects in 44 CFR Part 67 

Flood Insurance, Flood plains. 


The authority citation for Part 67 
continues to read as follows: 

Authority: 42 UJ5.G 4001 et »eq.. 
Reorganization Plan No. 3 of 1978, E.0.12127, 

Interested lessees and owners of real 
property are encouraged to review the 
proof Flood Insurance Study and FIRM 
available at the address cited below for 
each community. 

The modified base flood elevations 
are finalized in the communities listed 
below. Elevations at selected locations 
in each community are shown. Any 
appeals of the proposed base flood 
elevations which were received have 
been resolved by the Agency. 

Proposed Base (IOO vear) Flood 
Elevations 


Source of VoAng and locaton 

FDepth 
m feet 
ateve 
ground 
T E*v*- 
konm 
Met 

ZES 

AM20NA 


Yuma (Ctty), Yunwa County (FIMA Docket No. 
6912) 

Cokxsdo Rmt. 22nd Avwxe **t*nd*d to north 
aid* of Yi** 6 L***e .._ . ... 

M35 

Map* etartaM* for Inapacdon at tha Peporfrnertl 

of DwetapmanL 3 W 3rd Street, Vu.no, Artzone 

Yuma County (Untnoorponrtad Araot) (FIMA 
Oocket No. 6617) 

CoknJo Rear Citareton of Aterut D to North 
S*fe of Yi#na *vw -. - ... 

M32 

Mapa aval lad** for InaoecrJon at ih* Oepamneri 

of Pubic Work*. 2703 Awmui B, Yum*. Arizo* 

no 
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Proposed Babe (100-year) Flood 
Elevations— Continued 


Source Of flKXftr? ftntf MXJhOA 


ARKANSAS 


ArtLKJaipfVa (CnyL On Cocnty (FEMA Dockat 
MlNU) 

O.mrtta rt*wr Apcnsangmt 2 1 n*m upftrasm 

o* M4J Owk conHutnc*_..._ 

Map* avn<iab*§ lor toapocttOA K tha Art«V*Wwi 
Oty Mil*. 610 CadOc Slrt-M. Arkaoukyim. A.*kan- 


CALIFORNIA 


Avalon <CltyL Lot An^tltt County (FEMA 
Dockat Na UK) 

Avttvr Carton iMaratcbon orOotCMtl and Cm* 


Pacific Ocmtn Along shorefcna at Catafena Avanuo 


Uapa avMabit tor infection at Cty lufl. 

AvfOOn. COVormt 


Lagutin r«MH (OyV Orango County (TIMA 
Oockaf No MAI) 

Paerte Ocaan Along lAoroWt at Diamond Sirttf 


Maps ava*«b«s for mapnedon at Cry Hall. SOS 
For oat Avonut, Lagura Bate*. C aN cm a 


Lot Angulta County (Unlncorpootad Arast) 
jFEftflA Doakat No. MM) 

Pacific Ooa wt Ai v ^ . m 
tout tou«> from tna MaaMgifil 

MgNr** tod Pacific Cotat M»gfNray -- 

Maps tvsttaOka for toapaetton at lot A n ga N t 
County Flood Control OwtncL 2250 Eaal Aka- 
im Slraoi Lot ArtgrtM, CaWonoa 

Ouwo (City), Varrtura County (TIMA OoJ>«t 
No MM) 

Sa'idr Con* of barter BoohrvvJ 300 feat 


Sf'tfa Cara A.-vur Bnmout 160 latt upttaant 
from mauM , , ..—... -- 

Pacific Ocmart Aong ihOMlrw at Was* Fit* 

Straaf artandad --- 

Maps avaunWa for tospacbon af City KM 300 
vs tar 3rc StrttL Owwd CaAforma 

PortarvCN (City), Tufert County (FEliA Oodttl 


7iMf**or 

UpaVtnm ndga of SUN K^ixva> 05 Crotwng 
Upotrtam odgo of Jayt Stott Croaung 
Maps mUlobla for InapaetJon at Engaittnng 
Dtparv^nt Cay Hal. PortarvOla. CaMoma 

Santa Barbara (City). Sama Barbara County 
(fUlA Dock at No. MM) 

Pacific CWi-r East Batch, at mouff> of Sycamora 


A^uiyr t>*M (ahaftar Axxtnp cv*y» Intarytc 
bon of San Ararat So tat and Mcha*o*ana 

Sir sat .........- 


AnotO Burro CafeMd* **»V On*I tn*araacl»on 

of PaNrmo Dova and Amtlli Way. --- 

llapa aoatlaMa for Inapactlon at tht Dspartnsm 
of B^r-Jng and Zormg. 105 Chapala SartaL 
Sartfa Barbara. Calfomta 


COLORADO 


Guntcod Springs (CityV OarfMd County 
(FEAAA DocAat No. MM) 

Roa Try For* Avar ApprormalaTy 300 feat atat 
of fht ntaraacbon of Maftand Avanua and 
Lataon Court along Ltfaon Court. 


Cokvodc Avar 350 latt aouth of fht rwaraaefion 
of US Mtghwoy Sand Oonogan Road - 


#Oapm 
m last 


«S2 

Bon m 
feat 

(NGVTM 


M«F 


•15 


•12 

•7 

M0 


*434 

•443 


•12 
* 140 


*5.736 

•5J10 


Proposeo Base (100-year) Flood 
Elevations—C ontinued 


Proposed Base (100-year) Flood 
Elevations—C ontinued 



































































Federal Register / Vol. 50. No. 215 / Wednesday. November 6, 1985 / Rules and Regulations 46047 


Proposed Base (100-year) Flooo 
Elevations— Continued 



f Depen 
m Nat 
000* *0 

1 • m 
r Etoo» 
bon « 

(NOVO) 

MfXtAod 

Sourea of toodrig and location 

avoBabla to Impaction at tha Ptarwwig 
C^ponmoni Cdy H«A UtOocft. To*** 


WASHINGTON 


(to MoWoa (CttyL King County (FEMA Doe*#* 
NMM) 

F*AC Ocmn Along shorabna o» Puget Sound 
ittKtonafMy 47$ loot oaat of Wd anartacoon 

0 * Marina v«« Dnvd South 249th Sttaat__ 

Mf.j*y ivirtitN to* tnapaction at tha C pgnoormg 
Dcportmawt 21690 nth Aeanua South. Doa 

Uo.no*. WMNngloa 

•is 

WISCONSIN 


fond do Lac County (Unincorporated A/oaa), 
wwconato (FEMA Oochat No. M7J) 

Oeat 

aj moudi at Wtoweago—- 

xat do*n*trea»n of Old County >*qh«ay.— 

AOvou Crue* 

About 06/ moe down**aam of County hgtof 

v . _ __ . _, ... 

•750 

•i,ote 

•774 

About 0.7 mOa ypaaaam of US. Nghway 40_ 

ivceQmk 

At mouth at Lo*« WMvafcago. 

About 030 inoa upetroom of Prtirm Road- 

HIM readable to impaction at did En^naarng 
[A’vWtftmari PCX Boa 150, Pond du Lac. Wa¬ 
com* $4935-0156 

•750 

•701 


Issued: October 9,1985. 

(effrey S. Bragg, 

Administrator. Federal Insurance 
Administration. 

|FR Doc. 85-28444 Plted 11-5-85; 8:45 am] 
COOC 4716-OS-M 


FEOERAL COMMUNICATIONS 
COMMISSION 

47 CFR Part 73 

(MM Docket No. 83-97; RM-423S; RM-4428; 
RM-4881; RM-49671 

FM Broadcast Station In Moscow and 
Wallace, ID; Othello and Pullman, WA 

agency: Federal Communications 

Commission. 

action: Final rule. 


summary: Action taken herein, at the 
request of Radio Palouse, Inc., 
substitutes Class C Channel 282 for 
Channel 285A in Pullman. Washington; 
modifies the licenses of Station KQQQ- 
FM. Pullman, and substitutes Channel 
248 for unused and unoccupied Channel 
282 at Wallace, Idaho. This action could 
provide Pullman with its second wide 
coverage FM station. 
effective DATE: December 9. 1985. 
address: Federal Communications 
Commission. Washington, DC 20554. 


FOR FURTHER INFORMATION CONTACT: 

Patricia Rawlings, Mass Media Bureau, 
(202) 034-0530. 

SUPPLEMENTARY INFORMATION: 

List of Subjects in 47 CFR Part 73 

Radio. 

PART 73 —(AMENDED | 

The authority citation for Part 73 
continues to read: 

Authority: Secs. 4 and 303. 48 Slat. 1060. as 
amended. 1082. as amended: 47 U.S.C. 154. 

303. Interpret or apply secs. 301. 303. 307. 48 
Slat. 1081,1082. ss amended. 1063. as 
amended. 47 U.S.C 301. 303.307. Other 
statutory and executive order provisions 
authorizing or interpreted or applied by 
specific sections are cited to text. 

Third Report and Order (Proceeding 
Terminated) 

In the matter of Amendment of f 73.202(b). 
Table of Allotments, FM Broadcast Stations. 
(Moscow and Wallace . 1 Idaho; Othello and 
Pullman. Washington); MM Docket No. 83-97. 
RM-4233. RM-4428. RM-4881. RM-4967. 
Adopted: October 23.1985. 

Released: November 1. 1985. 

By the Chief. Policy and Rules Division. 

1. The Commission has before It for 
consideration the Second Further Notice 
of Proposed Rule Making. 50 FR 25432, 
published June 19.1985. proposing the 
substitution of Class C FM Channel 248 
for Channel 285A at Pullman. 
Washington, and the substitution of 
Channel 242A for Channel 249A at 
Othello, Washington. The Notice was 
issued In response to a counterproposal* 
filed by Radio Palouse, Inc. 

(‘•petitioner*’), licensee of Station 
KQQQ-FM (Channel 285A), Pullman. 
Washington. Petitioner submitted 
comments restating its interest in the 
allotment and suggested an alternative 
to the Commission’s proposal.* 

2. Petitioner’s alternate proposal 
suggests the allotment of Channel 282 to 
Pullman, Washington, as a substitute for 
Channel 285A and the substitution of 
Channel 248 for unused and unoccupied 
Channel 282 at Wallace, Idaho. 

Petitioner initially requested that 
Channel 282 be deleted from Wallace 
and substituted for Channel 285A at 
Pullman and the license of Station 


, Thi« community ha* boon added to the caption. 

* Petitioner initially responded to the Further 
Notice of Proposed Ruhr Making, 49 FR 11855, 
published March 28.1904. which proposed the 
allotment of Channel 25S at Moacow. Idaho, in order 
to permit Station KRPL-FM to upgrade it* lifftitWi 
The Commioiion isaued its Second Report and 
Order. SO FR 422a published (anoary 3a 1965, which 
allotted Channel 291 to Moacow. Idaho, and 

modified the Hcenee of Station KRPL-PM to specify 
operation on the new channel. 

# Public Notice of the film* of the counterproposal 
wae given April 29.19&S. Report No. 1511. 


KQQQ-FM be modified to specify 
Channel 282. This proposal was rejected 
In the Second Report and Order because 
the channel would have been short- 
spaced to a pending application for 
Channel 282 at Wallace, Idaho. 
Subsequently, the construction permit 
issued for Channel 282 at Wallace was 
rescinded due to the permittee’s failure 
to construct. Therefore, Channel 282 at 
Wallace was made available for 
application during the M universa 1” 
window filing period of June 13,1985. 
through July 12.1985. No applications 
are currently pending for Wallace. 

3. Both substitutions can be made in 
compliance with the minimum distance 
separation requirements provided site 
restrictions are imposed. Channel 282 
can be allotted to Pullman, Washington, 
with a site restriction of 10.4 kilometers 
(6.5 miles) northeast of the community to 
avoid short spacing to Station KXDD. 
Channel 281, Yakima, Washington. 
Channet 248 at Wallace, Idaho, requires 
a site restriction of 18.0 kilometers (11.2 
miles) south of the city, in order to avoid 
short spacings to Canadian Channel 
248A at Trail. British Columbia, and 
Station K1SC. Channel 251. Spokane. 
Washington. Since both communities 
are located within 320 kilometers (200 
miles) of the U.S.-Canada border, 
concurrence from the Canadian 
government has been obtained. 

4. In light of the above, and in order to 
provide Pullman and the surrounding 
area with its second wide coverage FM 
station, we believe the public interest 
would be served by the allotments of 
Channel 282 to Pullman. Washington, 
and Channel 248 to Wallace, Idaho. 
Since no other party expressed an 
interest in the use of the new channel at 
Pullman, we are herein modifying the 
license of Station KQQQ-FM to specify 
operation on Channel 282 in lieu of 
Channel 285A. See, Modification of FM 
Station Licenses, 98 F.C.C. 2d 916 (1984). 

PART 73—(AMENDED) 

5. Accordingly, pursuant to the 
authority contained in Sections 4{i), 
5(c)(1), 303 (g) and (r) and 307(b) of the 
Communications Act of 1934, as 
amended, and {{ 0.61, 0.204(b) and 0.283 
of the Commission's Rules, it is ordered, 
That effective December 9,1985, the FM 
Table of Assignments. § 73.202(b) of the 
Rules, is amended with regard to the 
following communities: 


Cay 

Chonnaf 

Na 

Idaho ..... . . 

246 264 


266. 262 
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6. It is further ordered. That pursuant 
to S 315(a) of the Communications Act 
of 1934. as amended, the license of 
Station KQQQ-FM. Pullman. 
Washington, is modified to specify 
operation on Channel 282 subject to the 
following conditions: 

(a) At least 30 days before operating 
on Channel 282. the licensee shall 
submit to the Commission a minor 
change application for a construction 
permit (Form 301); 

(b) Upon grant of the construction 
permit, program tests may be conducted 
in accordance with § 73.1620. and 

(c) Nothing contained herein shall be 
construed to authorize a major change in 
transmitter location or to avoid the 
necessity of filing an environmental 
impact statement pursuant to $ 1.301 of 
the Commission's Rules. 

7. It is further ordered. That this 
proceeding is terminated. 

8. For further information concerning 
this proceeding, contact Patricia 
Rawlings. Mass Media Bureau. (202) 
634-8530. 

Federal Communications Commission 

Charles Schott. 

Chief, Policy and Rules Division, Mass Media 
Bureau. 

[FR Doc. 83-26323 Filed 11-5-85; 8:45 * *ra| 
SILUNG coot 4712-01-• 


47 CFR Parts 90 and 97 

1 PR Docket No. $4-874; FCC 85-574) 

Implementation of the 1900-2000 kHz 
Frequency Band in the Radiolocation 
Service; Report and Order 

AOENCr: Federal Communications 
Commission. 

action: Final rule. 

summary: The FCC is implementing the 
1900-2000 kHz band into the 
Radiolocation Service Table of 
Frequencies and adopting specific rules 
for use of frequencies in this bend. This 
action is taken to provide replacement 
spectrum for systems that will be 
displaced from the 1605-1705 kHz 
Radiolocation band. 

effective date: December 9.1985. 

FOR FURTHER INFORMATION CONTACT: 

Eugene Thomson, Private Radio Bureau. 
(202) 634-2443. 


SUPPLEMENTARY INFORMATION: 

List of Subjects In 47 CFR Parts 90 and 
97 

Private land mobile radio services; 
Radiolocation service; Radio. 

Report and Order (Proceeding 
Terminated) (PR Docket No. 84-874). 

In the matter of Amendment of Part 90 the 
Commisstat3*s Rules to Implement the 1900- 
2000 kill Frequency Band in the 
Radiolocation Service 

Adopted October ZB, 1985. 

Released: October 31.1965. 

By the Commission. 

Background 

1. At the 1979 World Administrative 
Radio Conference (WARC) in Geneva. 
Switzerland, the attending nations 
agreed that the AM broadcast band 
would be extended from 1605 to 1705 
kHz. It was also agreed that the 1850- 
2000 kHz band would be shared by the 
radiolocation and amateur radio 
services in Region 2. which comprises 
all of North and South America. In 1983. 
the Commission adopted rules in Gen. 
Docket No. 80-739. These rules allocated 
the 1900-2000 kHz band for primary use 
to the Radiolocation Service and for 
secondary use to the Amateur Radio 
Service. 1 Amateur use of 1900-2000 kHz 
was permitted pending a decision in a 
subsequent rule making proceeding as to 
future Amateur use of the band. * 

Z On September 5.1984. the 
Commission adopted a Notice of 
Proposed Rule Making that proposed to 
implement the 1900-2000 kf fz band into 
Part 90 of its rules for Radiolocation 
Service use. The reason for this action 
was to permit the relocation of existing 
radiolocation systems operating in the 
1605-1705 kHz band, in anticipation of 
the use of this band by AM 
Broadcasters. * On September 10,1984, 
the American Radio Rday League. Inc. 

' Second Report and Order. Gen. Dockot No. 80- 
739. adopted November B, 1983. 49 FR 2357. January 
19. VOI (flrtwifltf referred to n Second Report 
and Order.) 

'Thu future rule making proceeding will be in 
conjunction with the implement a tuwi of the 
standard broadcasting service in iho 1025-1705 k) U 
band. See Second Notice afhtqmry, Gen Docket 
84-467. released January 9.1986. The initial meeting 
of the International Telecommunications Union 
Region 2 Administrative Radio Conference la 
scheduled for April 14 to M»y Z 1988 The 
conference It expected to be concluded in 1988 and 
will develop a broadcasting plan for tba use of the 
1806-1706 Ute band in the Western Hemisphere. 

* Notice of Proposed Rule Making PR Docket No. 
84-874, adopted Scptemlver S. 1084. released 
September 11. 7084. 40 FR 36526, September 16 19W 
(Hereafter referred to os NPRM J 


(League), filed a Petition for Initiation of 
Inquiry Proceeding requesting the 
Commission to study the present use of 
medium-frequency (MF) bands by non¬ 
government radiolocation users. 
Subsequently, the League filed a Motion 
to Hold Notice of Proposed Rule Making 
in .Abeyance or alternatively to Reissue 
as Notice of Inquiry. 4 No action was 
taken on the Petition or the Motion. 

3. The comment and reply comment 
periods in this proceeding were 
extended in order that interested parties 
would have sufficient time to explore 
the issues and submit their views.* 
Notice of Proposed Rule Making 

4. The NPRM specifically proposed to: 

a. Divide the 1900-2000kHz band into 
2 segments, using 1900-1950 kHz for 
exclusive assignments, and 1950-2000 
kHz for shared assignments. 

b. Establish a separation distance of 
1200 miles for stations operating on 
frequencies up to 1.2 kHz apart in the 
1900-1950 kHz band. 

c. Reduce the authorized bandwidth 
from 2 kHz to 1 kHz. 

d. Allow wideband systems to operate 
in the MF radiolocation bands on a 
secondary basis. 

Comments 

5. Comments and replies were 
received from radiolocation industry 
organizations, amateur radio 
associations, and individual radio 
amateurs.^RadioIocation industry 
comments generally supported our 
proposals, stating that an ITU 
recommendation indicated that AM 
broadcasting in the 1605-1705 kHz band 
could begin as early as July 19fl7. 7 Slnre 

♦This Motion wu filed on September 14. 19M 

•Initial comment and reply comment date* w«n 
October 26 1084 and November 23.1984 Upon 
requeil from the League, an txtenaton of urns wst 
granted f or submission of comment! and replies to 
January 21 1965 and March 11.19B5. A luxlher 
extension of tbo reply comment period lo April 2 . 
1985 Mas granted in response to a later request b> 
the Quarter Century Wireless Association. 

• Approximately 360 sets of comments were 
received from individual radio amateurs, one from <t 
national amateur radio organisation and six from 
redidocatton industry organizations. Reply 
comment* were fees j red from two national anuiir- 
radio associations and three radiolocation Industry 
organizations. The reply comments of Offshore 
Navigation. Inc (ONI) were received one day Ian** 
but are hereby accepted. SeroeL Incorporated 
submitted reply comments that did not address the 
Issues involved in the NPRM. but presented a 
description of their spread spectrum radiolocation 
equipment presently m use In Europe. The Issues 
raised by SerceJ. tnc will be addressed in s Artur* 
Commission proceeding 

'International Telecommunications Union 
Recommendation Na 504. pp RFC 504-1.2 
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this is nut too far in the future, 
radiolocation organizations staled that 
the availability of the 1900-2000 kHz 
bond lor radiolocation systems should 
:u t be delayed. The radiolocation 
industry members also maintained that, 
while the comments of amateurs 
>ipearod.lo viow the NPRM as an 
id 1 nation proceeding, allocation issues 
w^re .not relevant Amateur.comments 
uj posed the NPRM. arguing that the 
issuance of the NPRM wasjirocedurelly 
improper, that the 1900-2000 kHz band 
*h»iu!d not be reallocated for 
radiolocation use. and that alternative 
pt'drum and systems were available 
for radiolocation .purposes. 

issuea 

/' prJelyofJssuinghiPRM 

6. The League argued that the 
lusuanot of the NPRM in this proceeding 
was procndiimUy improper, and that 

. . . the fluid nature of the 1605-1705 
kHz segment planning at present makes 
it inappropriate in the extreme to plan 
for the use of the 1900-2000 kHz segment 
nr r hough Jt will be needed in its«ntirety 
far displaced radiolocation users.’ * * The 
Li.ugue further stated that planning for 
th 1825-1705 kHz segment of the 1605- 
1705 kHz band was still in the inquiry 
stage, and pointed out that the Second 
Xolioe af inquiry in the broadcast 
panning docket specifically invited 
comments on the ability of other 
services -to share the 1625-1705 kHz 
segment with broadcast users. 

7. We .do not agree that the issuance 
of the NPRM in this proceeding was 

pj r.cduntlly improper. The League, in 
their filings.asserted that the NPRM 
Ads issued without warning one duy 
after the League had filed their Petition 
[or Initiation of Inquiry Proceeding. * 
However, the NPRM in this proceeding 
*vub adopted by the Commission at . an 
open meeting on September 5.1984. with 
the Sunshine Notice for that meeting 
released one week beforehand. 

( u; .iiequently. proper agenda item 
procedures were followed by the 
Commission. Contrary to the arguments 
advanced by the League, we And that 
the issuance of the NPRM was 
procedurally proper. 

Implementation of the J900-2000 kHr 
Bond Into Pari 90 

8. Many comments were received 
from amateur radio operators opposing 
the Commission's reallocation of the tap 
half of the 160 meter band (1900-2000 


* Lc&que comment*. p*#e V. 

* A* explained above, thi* petition rrq'rcatad the 
( urnmitiion to study (he present use of medium* 

fit fluency (MF) bend* by non‘government 
irilioiocalkni ueem. 


kiiz)lo the offshore navigation 
service. 10 We reiterate, however, that 
the 1900-2000 kHz band has already 
been allocated for Radiolocation Service 
use. As the NPRM staled, the proposal 
was merely to implement the 1900-2000 
kHz band into Part 90 of the 
Commission's Rules to provide spectrum 
fur radiolocation systems that will 
eventually be displaced from the 1605- 
1705 kHz band. TTie allocation of this 
band for radiolocation use was made in 
the Second Report and Order and is not 
an issue in the current proceeding. 

Radiolocation in Medium Frequency 
Bands 

9. The League also argued that 
medium-frequency narrowband 
radiolocation is inappropriate at 1900- 
2000 kHz and that other 
radiodetermination systems, now in 
operation or in the developmental stage, 
would replace present medium* 
frequency narrowband radiolocation. 
These developments, the League 
asserted, would render continued MF 
operation unnecessary. 11 Offshore 
Navigation Inc. (ONIJ responded that as 
offshore operations move further from 
land, higher frequency systems cannot 
provide the range of coverage required. 
Therefore, according to ONL operations 
must shift to medium-frequency systems, 
which are the most precise systems 
capable of maintaining position control 
at extended ranges. Both ONI and Racal 
Survey Inc. (Racal) contended that the 
League's argument that future 
radiolocation systems, such as satellite 
systems, will displace present MF 
systems was speculative. Racal slated it 
would be many years, if ever, before 
satellite systems could provide the 
accuracy needed by radiolocation users. 
According to Racal 'the need for highly 
accurate radiopcsitioning is immediate, 
and there will be no satisfactory 
substitute by the Ihne the Commission Is 
ready to implement AM radio 
broadcasting above 1605 kHz." 11 

10. ONI stated that "it cannot rely on 
the speculative nature of services which 
are not available and for which neither 
assurance nor date of commencement, 
nor performance characteristics, can be 
reliably predicted/' ONI further stated 
that "(l)f. as suggested by the amateur 
community. MF band systems become 
technologically obsolete due to the 
advent of systems which provide greater 
accuracy or equivalent accuracy at 


"EditanilU tn th* Amateur publication*. Q£T. 
Dcoambcr 10*4. page 0. and Ham Radio Ma^amnc, 
January 1066. pits* 5. apparently encouraged *uch 
film**. 

M League common tv paragraph* IS-10 
,; K«caiU reply comments, paragraph 10. 


lower cost, the radiolocation use of the 
1900-2000 kHz band will wither, and the 
amateurs, holding permitted status in 
the band, could expand their 
operations." M 

11. With regard to the question of 
whether satellite systems would prove 
to be a satisfactory substitute for 
medium-frequency radiolocation 
systems, the National Ocean Industries 
Association (NOIA) indicated that the 
new Satellite Global Positioning System 
(GPS) would be deliberately degraded to 
100 meter accurancy for general civil 
use. which is inferior to the capability of 
current radiolocation systems. NOIA 
stated that if differential techniques are 
employed, the degradation can be 
overcome, but a data link would be 
required between a fixed shore monitor 
station and the mobile users. According 
to NOIA, the 1900-2000 kHz 
radiolocation band is particularly 
attractive for this purpose since it is 
available world-wide and has suitable 
range djaracterlatics. 14 

12. We hove considered the comments 
concerning the appropriateness of 
radiolocation in the MF bands. We note 
that spectrum has been provided for 
radiolocation use in many frequency 
bands, including the MF bands. 

Licensees who choose to operate in the 
MF bands do so because of spectrum 
and equipment availability, economic 
and operational requirements, and 
technical considerations. We believe 
that when higher technology systems 
become available, and economic and 
operational considerations warrant a 
change, radiolocation licensees will opt 
for newer systems. For the present, 
however, there appears to be a valid 
operational requirement for 
radiolocation users to employ medium- 
frequency systems. The arguments 
presented by the amateur community 
against the use of the 1900-2000 kHz 
band by radiolocation users ere 
basically the same as the arguments 
previously considered by the 
Commission in Docket No. 80-739. Since 
the instant proceeding does not deal 
with allocation molters but rather the 
implementation of the 1900-2000 kHz 
band into Part 90 of the Rules, comments 
on the merits of MF radiolocation are 
not directly relevent to the issues at 
hand. Accordingly, we are adopting our 
proposal to implement the 1900-2000 
kHz frequency band into the 
Radiolocation Service Frequency Table 
In Section 90.103 of the Commission's 
Rules and Regulations. However, we 
also recognize that immediate aooess to 


*• ONI comment*, paragraphs 0,11, 
14 NOIA comment*, paragraph 4. 
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the band by radiolocation users may not 
be necessary because of the time frame 
concerning the takeover of the 1005-1705 
kHz band by AM broadcasting. 
Accordingly, as indicated in paragraph 
15, we are delaying the date on which 
the 1900-2000 kHz band becomes 
available for radiolocation use. Our 
purpose is to allow Amateur licensees 
adequate time to adjust their operations 
in anticipation of the use of the band by 
radiolocation users. 

Frequency Assignments for Displaced 
Systems 

13. NCS International, Inc. (NCS) 
suggested that a displaced licensee 
Rhould be required to show need before 
it receives the same number of 
frequency assignments in the 1900-2000 
kHz band which it holds in the bond 
from which it will be displaced. It stated 
that almost all of the available spectrum 
in the MF radiolocation bands is in the 
control of a few licensees and that many 
of the channels may be underutilized. 
NCS expressed the belief that this 
situation has a preclusive effect on 
actual and potential competition. For 
this reason, NCS opposed any plan 
under which the Commission, without 
requiring a demonstration of need, 
would assign channels at 1900-2000 kHz 
in identical proportion to the number of 
channels which licensees have been 
assigned at 1605-1705 kHz. 1 * We have 
considered this suggestion to require 
displaced licensees to show a need for 
replacement frequencies before 
receiving a onc-for-one authorization for 
frequencies in the 1900-2000 kHz band. 
The primary objective of implementing 
the 1900-2000 kHz band into the 
Radiolocation Service rules is to provide 
spectrum for systems being displaced 
from 1605-1705 kHz band. To require 
these licensees to justify their new 
assignments would be similar to asking 
licensees in a service to justify their 
present authorizations. 

14. Due to the nature of radiolocation 
operations, authorized frequencies are 
not always used continuously in all 
areas of operation. Licensees providing 
radiolocation service attempt to 
structure their frequency plans so as to 
be capable of providing service to their 
clients in the most expeditious and 
efficient manner. To require a showing 
of need in addition to having to change 
frequencies would impose a double 
burden upon licensees of displaced 
systems. Accordingly, we reject NCS’ 
suggestion and will allow licensees 
displaced from the 1605-1705 kHz band 
to request frequencies in either the 


*• NCS comments, paragraph 2. 


shared or exclusive portions of the 1900- 
2000 kHz band on a one-for-one basis, 
i.e., one assignment at 1900-2000 kHz 
corresponding to each assignment 
licensed at 1605-1705 kHz. 16 

15. We will initially limit the 
authorization of frequencies in the 1900- 
2000 kHz band to existing systems 
which desire to move from the 1605-1705 
kHz band and to two-frequency systems 
utilizing one frequency in the 1605-1705 
kHz band and one frequency in another 
radiolocation band. We expect licensees 
to coordinate frequencies among 
themselves to minimize the potential of 
multiple applications being received for 
the same frequency in a particular 
geographical area. To allow licensees in 
the 1605-1705 kHz band sufficient time 
to revise their frequency requirements, 
we will begin accepting requests to 
modify their station authorizations to 
new frequencies on July 1,1987. 
Thereafter, on July 1,1988. we will open 
the 1900-2000 kHz band to new 
assignments on any remaining 
frequencies . 17 Licensees now operating 


l# It ahould be noted that lie enters in the 
Radiolocation Service. Uke all Part 90 licensee* 
generally, are subvert to the provisions of 90.15? 
regarding discontinuance of operation. Sec non 
90-15? provides that any station licensed under Pari 
90 which has not been operated for one year or 
more is considered to be permanently discontinued 
This section requires licensees to forward the 
licenses of ail permanently discontinued stations to 
the Commission for cancellation. Therefore, 
radiolocation licensees are under an existing 
obligation to return to the Commission the licenses 
for all stations which remain Inactive for one year 
or more. 

11 We are creating a one year priority for 
licensees of systems at 1005-1705 kite over all other 
radiolocation applicants in gaining access to the 
1900-2000 kHz band because of the likelihood that 
existing radiolocation licensees at 1605-1705 kHi 
will have to eventually terminate all operations in 
the band. The priority given to licensees using 1605- 
1705 kHz is similar. In some respects, to the 
reaccommodation preferences given to Private 
OperationalFlxed Service (OFS) licensees at 12.2- 
12.7 GHz when the Commission reallocated the 12 
CHz band for Direct Broadcast Satellite (DBS) 
operations. See Fir$l Report and Order in Gen. 
Docket 62-334 (FCC 63-303). released September 30. 
1963. 48 FR 50.722 (November 3.1963). in which the 
Commission permitted OFS licensees st 12 CHz to 
be licensed for replacement spectrum three years in 
advance of actually relocating their slations. 
Additionally. OFS licensees holding authorizations 
at 12.2-12 7 CHz were permitted to relocate their 
stations to the 12.7-132 CHz band which was not 
available to other OFS applicants. The Commission 
determined that these special rraccommodation 
provisions for the licensees of 12 GHz OFS stations 
represented a proper exercise of the authority 
delegated by Congress under sections 4(1), 303(c). 
303(r). and 403 of the Communications Act of 1934. 
as amended We think these same statutory 
provisions provide adequate legal foundation for the 
priority access to 1900-2000 kHz which we are 
granting to licensees in the 1605-1705 kHz band 


in the 1705-1715 kHz portion of the 
1605-1715 kHz band will not be 
displaced and may continue operations 
under existing authorizations. These 
licensees will be eligible for frequencies 
in the 1900-2000 kHz band after July 1, 
1987. 

16. We have considered the comments 
regarding our proposed lottery 
procedures and conclude that random 
selection procedures as described in 

$ 1.972 of the Rules will be used to 
select among competing applicants if 
necessary. The Commission will be 
receptive to settlement agreements 
among competing applicants. All 
applicants are encouraged to consider 
any settlement proposals which may be 
proffered. Only settlement agreements 
which eliminate mutual exclusivity for 
an entire area will be considered. Partial 
settlements will not be considered by 
the Commission and all settlement 
agreements are subject to final approval 
by the Commission. 

Exc/usi ve/Shared Assignments 

17. In the NPRM we proposed to 
divide the 1900-2000 kHz band into two 
equal segments, using 1900-1950 kHz for 
exclusive assignments, and 1950-2000 
kHz for shared assignments. Raca) 
expressed concern with this proposal, 
indicating that more exclusive channel 
assignments should be made, with only 
a small portion. e.g., 10 to 20 kHz, 
reserved for shared operations by 
occasional users. They further 
recommended that the Commission 
permit licensees to obtain blocks of 
channels to support their operations, 
and that a single licensee should be 
permitted up to ten 1 kHz "building 
blocks/' which may be continuous or 
not. as the applicant prefers. 

18. We have considered the comments 
on our proposal to divide the 1900-2000 
kHz band into two equal segments. We 
feel that the ' building block" allocation 
as proposed by Racal is not feasible. If 
such a system were implemented, many 
applicants would likely apply for the 
maximum number of channels allowed 
We feel that a large percentage of 
applicants would not need all the 
channels, with the result that 
frequencies would lie fallow, while other 
applicants may require more channels 
than the permitted maximum. It is our 
belief, therefore, that the "building 
block" approach to the assignment of 
spectrum would not result in a 
particularly efficient allotment of 
spectrum among users. Also, division of 
the 100 kHz of spectrum into 10 kHz 
blocks and assignment of one block to 
each licensee would unnecessarily 
restrict the number of users to ten. Since 
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there are presently more than ten 
separate entities licensed in the MF 
radiolocation bands, some licensees 
would be denied access to 1900-2000 
U!z under Racal’s proposal. 

At cardintfy. we are adopting our 
proposal that the 1900-2000 kHz band be 
divided into two 50 kHz segments, with 
the 1900-1950 4Hz portion of the band 
available for exclusive assignments and 
the 1950-2000 kHz portion for shared 
js . L <nnumt*. Applicants requesting 
authorization to operate ut temporary 
fixed locations shall apply for 
frequencies in the 1950-2000 kHz shared 
portion of the band. 

Interference Protection Criteria 

19. The NPRM proposed to establish a 
separation distance of 1200 miles Tor 
nations operating on frequencies up to 
1.2 kHz apart in the 1900-1950 kHz 
exclusive assignment band. Most 
ccur.menters agreed that an increase in 
the separation distance from the present 
360 miles was necessary and did not 
disagree with our 1200 mile proposal. 

One co mm enter, NCS, claimed that 
increasing the separation would have a 
preclusive effect, arguing that a station 
operation at any point along the U.S. 
coast in the Gulf of Mexico would 
preclude any other station from 
operating on a frequency within 1.2 kHz 
anywhere in the GuH. We agree that 
increasing the separation distance 
between assignments decreases the re¬ 
use capabilities of the available 
frequencies and the number of channels 
that can be utilized along die entire 
coastline. 11 To counteract this, we also 
proposed to double the amount of 
available channels by reducing the 
authorized bandwidth. Radiolocation 
operations previously were conducted 
mainly during daylight hours, but are 
now conducted around the dock. Skip 
propagation between dusk and dawn 
can carry signals 1000 miles or more. 
Therefore, in order to provide effective 
pro’ection against such interference, an 
increase in the exclusivity distance is 
required. Ccimequently. we arc adopting 
1200 miles as the separation distance for 
exclusive channels in the 1900-1950 kHz 
band.However, this requirement will 
not bar a licensee from opera tingdoser 
spared stations under its own control 
find thus subject to coordinated 
operation. Further, the 1750-1800 kHz 
band remains available for users 
desiring the shorter 550 mile spacing 
between sta lions. 

20 Under the proposal theJ20Omile 
reparation distance would have applied 
to stations operating on frequencies less 


14 Set XPRM supra, pAfdjr»iph ft 


than 1 2 kHz apart. Both Raced and NCS 
took the position that 1:2 kHz separation 
is excessive, pointing to the capability of 
existing technology and systems 
currently available. Racal considered 1 
kHz separation to be more appropriate 
whereas NCS believed 500 Hz 
separation could be accomplished. 
Because of Hie characteristics of present 
radiolocation equipment, wc believe it ia 
appropriate to reduce the separation 
criteria from 12 kHz as proposed to 1 
kHz. Since we also are reducing the 
maximum authorized channel 
bandwidth to 1 kHz. this would allow 
adjacent channels to be used in the 
same geographical area. This will 
provide sufficient interference 
protection to exclusive assignments 
while increasing the effective use of the 
spectrum. Furthermore, this reduction 
reflects reasoned consideration and 
recognition of the advancements in 
technology used for radiolocation 
services. 

21. The NPRM also proposed that if 
less than 1.200 miles separation between 
stations of different licensees is desired, 
it must be shown that the requested 
separation will result in a protection 
ratio of at least 20 dBThroughout the 
primary service area of other stations. *• 
Racal commented that 30 dB of 
protection is required or positioning 
accuracy will be compromised. We do 
not dispute that a 30 dB protection ratio 
would cause less interference end 
theoretically improved radiolocation 
operations. Our present rules have a 
protection ratio of 20 dB. which was 
established some 34 years ago. 20 We 
hare not received any indication of 
operational problems with 29 dB. and no 
other commcnters in this proceeding 
supported Recal l arguments in favor of 
30 dB. We therefore will retain our 
proposed 20 dB protection criteria. 

Bandwidth 

22. The NPRM proposed to reduce the 
authorized bandwidth from 2 kHz to 1 
kHz to effectively double the number of 
available channels. The comment* 
supported this proposal Teledyne 
Hastings Radial (THR) suggested a 1.5 
kHz bandwidth* to accommodate new 
equipment that it i* developing Since 
our intent is to maximize the number of 
channels available in the 1900-2000 kHz 
band, we do not foe! that there is any 
justification to increase the authorized 
bandwidth from the proposed 1 kHz to 


"The tMjrvtae ana daiinlticm is lb* mutv‘ ms that 
gjvAn in 47 CFR 9ai034QM7) fcr the 1750-1800 kHz 

band 

••Hit? 30 <1D protection nttro wai etUduthed u* 
the Report attd Order. Docket No. 9H33. tuned 
UecMiftbet W 1051. 


accommodate a particular radiolocation 
system. Such equipment may still be 
utilized in other radiolocation bands 
where a 2 kHz bandwidth is authorized. 
Furthermore, THR has offered no 
operational or technicaTbenefltsThrit 
would accrue from its new equipment or 
that could be derived from establishing 
a 1.5 kHz channel bandwidth. 
Accordingly, we are adopting our 
proposal to establish a maximum 
authorized bandwidth of 1 kHz for the 
1900-2000 kHz radiolocation band. 

Wideband Operations 

23. In the interest of promoting the 
development and use of new technology, 
we proposed to allow the use of low 
powered, wideband spread spectrum 
radiolocation system* on a secondary 
basis in the MF radiolocation bands. 
This proposal was supported by ONI 
and opposed by THR, Racal. and NCS. 
TOR commented that wideband 
systems, regardless of their very low 
radiated power, will interfere with 
existing systems by creating increased 
noise levels, slightly reduced operating 
range, and increased susceptibility to 
sky wove radiation. Racal stated that 
spread spectrum is an inappropriate 
technique for frequencies in the 2 MHz 
band, and that such operations should 
not be authouzed.lt further said that if 
spread spectrum systems are to be 
allowed, they should be limited to 02 
microwatt per Hertz radiated power jo 
otder to protect lixad frequency 
narrowband systems/ 21 NCS commented 
that spread spectrum systems may 
cause interference to existing 
conventional users and may preclude 
the operation of other spread spectrum 
systems in the same band. 

24. The NPRM proposed to allow 
wideband systems 1o operate in all 
radiolocation band* from 1605 kHz to 
2000 kHz. Since the 1605-1705 kHz band 
is destined for AM broadcasting use, wc 
will no longer allow new systems, 
whether wideband or narrowband, to be 
authorized m that band. Consequently, 
the only remaining bands for wideband 
systems would be the 1715-1750, 1750- 
11500. and 1900-2000 kHz bands. 
Wideband systems, as their name 
implies, require as wide a band as 
possible for optimum operation and 
therefore would benefit more from 
operation in the 1900-2000 kHz band. 
Furthermore, considering the concerns 
of licensees in the 1715-1750 and 17SO- 


* l I* appear* that (hr C.2 miorowel' petteftl 
r.i.Lalird power Intel i* baaed on a SO dB protection 
trial as indlcetad in the interference calculations 
included in lb* Racal Dacca Survey, bar. reply 
comment! in Gen Docket No VI-413. 
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1800 kHz bands about interference to 
existing narrowband systems by 
wideband systems, we are limiting 
wideband operation to one MF 
radiolocation band until a more 
complete record concerning co-existence 
of wideband and conventional 
narrowband systems is obtained. 
Therefore, wideband systems will be 
authorized to operate, on a secondary 
basis, only in the 1900-2000 kHz band 
with an authorized bandwidth of 100 
kHz.” 

25. Limiting wideband operation to the 
1900-2000 kHz band will prevent 
possible co-channel interference to 
existing users in other radiolocation 
bands. Also, wideband systems can be 
authorized immediately in the 1900-2000 
kHz band since relocating displaced 
systems from the 1605-1705 kHz band 
will not begin until July 1.1987. Present 
amateur operations, which are 
secondary in the 1900-2000 kHz band, 
should not be affected by wideband 
radiolocation systems except possibly in 
rare cases of close geographical 
proximity. To minimize interference to 
future narrowband systems sharing the 
1900-2000 kHz band, we are also 
adopting our proposal to limit the 
transmitter power of wideband systems. 
We are limiting the field strength to 120 
microvolts per meter per square root 
Hertz at 1 mile (i.e., 120 uv/m/Hz 1/1 at 1 
mile). A field strength of 120 microvolts 
per meter per (Hz) 1 at 1 mile with a 
bandwidth of 100 kHz is roughly 
equivalent to a radiated power of 1.4 
microwatts per Hz. It would appear that 
this low power level will be sufficient to 
minimize interference to co-channel 
narrowband systems. 

Protection Criteria for Other 
Radiolocation Bands 

26. Finally, we requested comments 
on whether it would be appropriate to 
modify the protection criteria for 
systems in the 1759-1800 kl Iz 
radiolocation band, or whether the 
protection criteria currently in effect for 
that band should be retained in order to 
accommodate older systems and 
existing assignment patterns. ONI 
addressed this subject suggesting a two- 
stage licensing program. Under the ONI 
plan, licensees in the 1750-1800 kHz 
exclusive band would be the first to be 
allowed to move to the new 1900-2000 
kHz exclusive band. When the band is 
cleared out, protection standards would 
be changed to conform to those adopted 


u Secondary operation is defined as radio 
cummumcatkofts which may not cauar interfrn ote 
to operations autbomrd on a primary basis and 
which are not protected from interference from 
those primary' operations. See CTK M0.7 


for the 1900-1950 kHz bond. Thereafter, 
licensees operating below 1705 kl Iz who 
would be displaced by the Broadcast 
Service would be accorded priority to 
relocate to either exclusive band. Racal 
believed that virtually all systems in use 
today can operate within the technical 
standards it presented in its comments 
and that those new standards should be 
applied to all radiolocation stations 
between 1605 and 2000 kHz. 

27. ONFs proposed licensing program 
is not in accord with our primary 
purpose of making spectrum available 
initially to licensees that will be 
displaced from the 1605-1705 kHz band. 
Considering that there may be older 
equipment in operation that might not 
conform to the new technical standards, 
and that not all licensees would desire 
to move from the 1750-1800 kHz band to 
the new band because of economic or 
technical considerations, we have 
decided to retain the present standards 
for the 1750-1800 kHz band. 

28. Wc are also amending the Part 97 
Amateur Radio Service rules to indicate 
that, as stated in the Second Report and 
Order, amateur radio operators 
transmitting in the 1900-2000 kHz 
frequency band must do so on a 
secondary' non-interference basis to 
operations in the Part 90 Radiolocation 
Service. We note that for the near term 
amuteur operations will continue to 
have virtually exclusive non-government 
use of this band until such time as 
private radiolocation transmitters 
become operational. 

29. Finally, it must be recognized that 
the 1900-2000 kHz band is shared on a 
co-primary basis with the government 
radiolocation service. Therefore, all 
applications will require coordination 
through the frequency assignment 
subcommittee of the IRAC similar to the 
coordination which now takes place in 
the 1605-1705 kHz band. 

Final Regulatory Flexibility Analysis 

30. This proceeding provides radio 
spectrum for those radiolocation 
licensees who will be displaced from the 
1005-1705 kHz radiolocation band 
because of Commission decisions based 
upon the 1979 World Administrative 
Radio Conference. No comments were 
received which addressed issues 
specifically related to the Initial 
Regulatory Flexibility Act Analysis. The 
proposed rules were developed to 
enable these displaced licensees to 
continue operation in the new 1900-2000 
kHz radiolocation band, and to 
minimize the regulatory' burden to all 
users of this band, including small 
businesses. Since no alternative 
regulatory approaches w ere suggested in 


the comments to further reduce the 
anticipated burden on small businesses, 
we see no need to modify the regulatory 
structure as proposed in the NPRM. 

Paperwork Reduction Act Statement 

31. The decision contained herein has 
been analyzed with respect to the 
Paperwork Reduction Act of 1980 and 
found to contain no new or modified 
form, information collection and/or 
recordkeeping, labeling, disclosure or 
record retention requirements, and will 
not increase or decrease burden hours 
imposed on the public. 

Ordering Clauses 

32. Accordingly. It is ordered, effective 
December 9,1985. that Part 90 of the 
Commission’s Rules (47 CFR Part 90) is 
amended as set forth in the attached 
Appendix. The authority for this action 
is found in Sections 4(i) and 303(r) of the 
Communications Act of 1934, as 
amended. It is further ordered that both 
the Petition for Initiation of Inquiry 
Proceeding and the Motion to Hold 
Notice of Proposed Rule Making in 
Abeyance or Alternatively to Reissue as 
Notice of Inquiry, filed by the American 
Radio Relay League. Inc. are denied, and 
that this proceeding is terminated. 

33. For further information concerning 
this proceeding contact Eugene 
Thomson. Rules Branch, Land Mobile 
and Microwave Division. Private Radio 
Bureau. Federal Communications 
Commission. Washington. DC 20554, 
telephone (202) 634-2443. 

Federal Communications Commission. 
William J. Tricarico. 

Secretary. 

Appendix 

Parts 90 and 97 of the Commission's 
Rules and Regulations are amended as 
follows: 

The authority citations for Parts 90 
and 97 continue to read as follows: 

Authority: Secs. 4. 303. 48 Stat.. u% 
amended. 1006.1082: 47 U.S.C. 154. 303, 
unless otherwise noted 

PART 90-PRIVATE LAND MOBILE 
RADIO SERVICES 

1. In § 90.103(b) the Radiolocation 
Service Frequency Table is amended by 
revising the entry' for 1605-1715 
Kilohertz, and adding entries for 1900- 
1950 and 1950-2000 Kilohertz, as 
follows: 

$90,103 Radiolocation Service. 

• • • • • 

CbJ- • * 
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2. New paragraphs 5 90.103(c) (25). 

120 ). (27). (26), (29). and (30) are added to 
read: 

(c) * * * 

« • • « • 

(25) Station assignments on 
frequencies in this band will be made 
subject to the conditions that the 
maximum output power shall not exceed 
375 watts and the maximum authorized 
bandwidth shall not exceed 1.0 kHz. 

(26) Each frequency assignment in this 
band is on an exclusive basis within the 
primary service area to which assigned. 
The primary service area is the area 
where the signal intensities are 
adequate for radiolocation purposes 
from ell stations in the radiolocation 
system of which the station in question 
is a part: that is* the primary service 
area of the station coincides with the 
primary service area of the system. The 
normal minimum geographical 
separation between stations of different 
licensees shall be at lease 1200 mL (1931 
km.) when the stations are operated on 
the same frequency or on different 
frequencies separated by less than 1.0 

k) h. Where geographical separation of 
less than 1200 mL (1931 km.) is 
requested under these circumstances, it 
must be shown that the desired 
separation will result in a protection 
ratio of at least 20 decibels throughout 
the primary service area of other 
stations. 

(27) Notwithstanding the bandwidth 
limitations otherwise set forth in this 
section of the rules, wideband systems 
dc firing to operate in this band may use 
such bandwidth as is necessary' for 
proper operation of the system provided 
that the held strength does not exceed 
120 microvolts per meter per square root 
Hertz (120 uv/m/Hz) 0 ) at 1 mile. Such 
v.rdeband operations shall be 
authorized on a secondary basis to 
stations operating within otherwise 
applicable technical standards. 

(26) Since the 1605-1705 kHz band has 
been reallocated for AM broadcasting, 
no new assignments in the 1605-1705 
k! Iz portion of this band shall be made 
after September 30.1985. 

(29) Beginning July 1,1966, licensees of 
stations authorized frequencies in the 
1605-1705 kHz portion of this band may 
request modification of their 


authorizations to change frequencies to 
the 1900-2000 kHz band. 

(30) Until July 1,1967. this band will 
be available only for licensees of 
stations operating in the 1605-1705 kHz 
portion of the 1605-1715 kHz band 
requesting modification of their 
authorizations to change frequencies to 
this band. On July 1.1967. requests for 
new station authorizations in this band 
will be accepted and. if necessary, will 
be subject to the random selection 
procedures outlined in $ 1.972 of the 
Commission's Rules. 


(b) Limitations: 


(16) Amateur stations operating in this 
frequency band must not cause harmful 
interference to the radiolocation service 
and are afforded no protection from 
interference due to the operation of 
stations in the radiolocation service in 
this band. 

(FR Doc. 55-26463 Filed 11-5^55. &45 am) 

KUJMG COOC <717*01-44 


DEPARTMENT OF TRANSPORTATION 

Research and Special Programs 
Administration 

49 CFR, Parts 172,173,174 and 176 

(Docket No. HM-180 and HM-1S8B; Arndt 
Nos. 172-98,173-191,174-47, and 176-221 

Placarding of Empty Tank Cars; 
Transportation of Hazardous Materials 
Between Canada and the United 
States; Corrections 

agency: Research and Special Programs 
Administration (RSPA), DOT. 
action: Correction of final rules. 

summary: This document corrects a 
final rule in Docket HM-180 published 
on September 28.1965, (50 FR 39005) 


PART 97—AMATEUR RADIO 
SERVICES 

3. Section 97.7 is amended by revising 
the table in paragraph (a) by replacing 
each of the single entries for 160 meters 
under the General, Advanced and 
Amateur Extra control operator license 
classes with two separate entries for 160 
meters, and by adding a new limitation 
(16) to paragraph (b) as follows: 

§ 97.7 Control operator frequency 
privileges. 

(a) • • * 


concerning the placarding of empty tank 
cars and a final rule in Docket HM-188B 
published on October 11.1965 (50 FR 
41516) concerning transportation of 
hazardous materials between Canada 
and the United States. This action is 
necessary to correct editorial and 
typographical errors contained in these 
final rules. 

In Docket HM-188B, the reference 
“5 171.12a” is incorrectly shown as 
”{ 173.12a” in the changes to S 173.314 
and { 170.11 which appear on FR page 
41521. 

In Docket HM-180. the revision to 
§ 172.525(a)(2). which appears on FR 
page 39007 U corrected to exclude the 
POISON GAS. EXPLOSIVES, AND 
RADIOACTIVE placards from the 
requirement to display the identification 
number across the midsection of each 
RESIDUE placard, In order to be 
consistent with the requirements of 
S 172.334(a). In the change to paragraph 
(a)(10) of Appendix B to Part 172, which 
appears on FT* page 3900B, the word 
"above” in the next to the last sentence 
is corrected to read "below”. In the 
change to 5 174.25(c). which appears on 
FR page 39008, the language in the first 
sentence is corrected to except tank cars 
containing combustible liquids from the 
provisions for using "RESIDUE” os part 
of shipping paper descriptions, and the 
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last sentence is corrected to show the 
’ RQ’* is entered on the shipping paper 
for an empty tank car only if the tank 
car still contains a reportable quantity 
of a hazardous substance. 

FOR FURTHER INFORMATION CONTACT: 

bee Jackson. Office of Hazardous 
Materials Transportation (OHMTJ, U.$. 
Department of Transportation. 400 7th 
Street. SW.. Washington. DC 20590 (202- 
426-2075). 

In consideration of the foregoing the 
fallowing corrections are made In 
Dockets IIM-180 and HM-186B. 

1. On page 50 FR 39007 (Docket HM- 
150). the fust sentence of paragraph 
(dM2) of 5 172^25 is revised to read os 

follows: 

§ 172.525 Standard requirements tor the 
RESIDUE placard. 

(a) • • • 

(2) Except for the POISON GAS. 
RADIOACTIVE or EXPLOSIVES 
placard, the midsection of each 
RESIDUE placard must display the 
appropriate identification number as 
specified in 5 172.332 (c) and (d). * * * 

2. On page 50 FR 39006 (Docket I IM- 
180). in paragraph (c)(10) of Appendix D 
to Part 172. the penultimate sentence is 
umended by changing “above” to 
“below”. 

3. On page 50 FR 41S21 (Docket HM- 
186B). in item 9. $ 173.314(h) and item 13, 
$ 176.11(b), the reference to “j 173.12a” 
is corrected to read ”J 171.12a”. 

4. On page 50 FR 39006 (Docket HM- 
180), paragraph (c) of § 174.25 is revised 
to read os follows: 

$ 174.25 Additional information on 
waybills, switching orders and other 
billings. 

• i • • • 

(cj For a tank car that contains only 
the residue of a hazardous material, 
other than a combustible liquid, the 
shipping papers must contain the words 
“RESIDUE: Last Contoincd * * * M . the 
basic description of the hazardous 
material last contained in the tank car 
and the placard notation specified in the 
second column of the table in paragraph 
(a)(2) of this section followed by the 
word RESIDUE. For example. 

“RESIDUE: Last Contained Sulfuric add. 
Corrosive material. UN 1830. Placarded: 
CORROSIVE-RESIDUE”. For a tank car 
that contains a residue that is a 
hazardous substance, the letters “RQ“ 
must also be entered on the shipping 
paper either before or after the basic 
description. 


Issued in Washington. DC on November 1. 
1085 under the authority delegated m 49 CKR. 
1 53. Port 1. Appendix A. 

M. Cynthia Douglass. 

Administrator ; Research and Special 
Programs Administration. 

[FR Doc 85-26498 Filed 11-6-65: 8:45 urn) 

BILLING COOL tttO-SO-M 


49 CFR Part 173 

[Docket No. HM-172B; Arndt No. 173-194) 

Cylinder Retester Identification 
Procedures 

agency: Research and Special Programs 
Administration (RSPA). DOT. 
action: Final rule. 

summary: This final rule amends the 
requirements for the periodic retesting 
of cylinders by requiring that cylinders 
be marked with the cylinder retester's 
identification number. This action will 
provide the dieans to trace the retester 
of a given cylinder and thereby enhance 
DOTs ability to provide safety oversight 
of cylinder retesting. The intended effect 
of this action is to identify individuals 
who are retesting DOT cylinders. In 
adopting these procedures and 
requirements, it is necessary to revise 
S 173.300a to reflect that DOT approved 
independent inspection agencies will be 
eligible to perform inspections in 
functional areas other than the currently 
stated limitation to manufacturer s 
testing under Part 178. 

EFFECTIVE date: January-15. 1988. 

FOR FURTHER INFORMATION CONTACT: 
David E. Henry. Office of Hazardous 
Materials Transportation (OIIMT). 
Research and Special Programs 
Administration. Washington. D.C. 20590, 
(202) 472-5892 or Marilyn Morris, (202) 
426-2075. 

SUPPLEMENTARY INFORMATION: 

I. Background 

On October 4.1984, RSPA published a 
Notice of Proposed Rulemaking (NPRM) 
in the Federal Register (49 FR 39177). 

The NPRM proposed certain procedures 
requiring a cylinder relesler to mark a 
retested DOT cylinder with an 
identification number [issued by RSPA). 
The proposed identification number 
would be placed between the month and 
year of the retest date on each cylinder 
retested. The NPRM also proposed 
additional changes to permit an 
approved independent inspection 
agency to perform inspection functions 
as authorized by any provision in the 
Hazardous Materials Regulations (MMR) 
(49 CFR Parts 171-179) for which it has 
been qualified. This final rule contains 


amendments to the OHMT which an? 
based on the proposals contained in the 
NPRM and the comments received in 
response to that NPRM Interested 
persons should refer to Notice 84-12 (49 
FR 39177) for detailed background 
information. 

RSPA received 32 written comments 
in response to Notice 84-12. most of 
which came from manufacturers of fire 
fighting equipment. Comments were also 
received from two trade associations, 
the Air Transport Association (ATA). 
and The Chlorine Institute. Inc. The 
majority of the respondents were 
supportive of the proposal. 

A discussion of the significant 
comments and amendments adopted in 
this final rule follows: 

Three commenters expressed their 
concern that cylinder logos (an 
identifying statement) which each of 
their companies have used for years to 
identify their own cylinders, and which 
are recognized in their own geogrophK 
areas, would no longer be allowed; one 
of the three commenters suggested that 
the use of a symbol or logo should be 
allowed as an option-rflSPA disagree* 
RSPA views logos, to which several 
companies subscribe, as only being 
recognizable in small geographic areas 
There are situations where two or more 
companies located in different parts of 
the country are using the same logos. In 
the case of symbols, there is no easy 
way to distinguish a retester's symbol 
from those of cylinder owners, users, 
manufacturers, or inspectors. In 
addition. RSPA is unable to register 
re tester's logos on its automatic data 
processing equipment 

The ATA, which represents carriers 
that contract with independent agencies 
for the hydrostatic retesting of cylinders, 
and four other commenters expressed 
concern that the proposed markings will 
require oditionai space on the ivclindt r 
shoulder, and more work for retesters 
because of the additional required 
markings. RSPA disagrees During the 
past few years, RSPA has observed the 
proposed identification system In u*<\ 
both domestically and internationally. A 
number of retesters have been marking 
their cylinders in the manner proposal 
in the NPRM. using one die containing 
all characters of the identification 
number. The one die concept has 
produced legible markings and the 
process takes Jess of the retester s tiir.»‘ 
than the application of single charac.h r 
dies. RSPA has observed the one die 
concept for marking cylinders 
undergoing retest, and found that the 
amount of space needed for marking the 
retested cylinders only increased 
slightly. 
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The Chlorine Institute (Cl), a trade 
association which represents chlorine 
producers and packagers engaged in 
packaging chlorine into cylinders, took 
strong exception to the proposed 
marking procedures. They stated that 
chlorine is distributed primarily by 
companies that, for the most part, 
conduct their own hydrostatic tests. The 
Cl argued that these companies 
maintain meticulous cylinder retest 
records and maintain complete control 
and accountability for their own 
cylinders. Therefore, these members do 
not support the proposal on the basis 
that the identification requirements 
would serve no useful purpose. RSPA 
disagrees. Although the chlorine 
industry may be doing an excellent job 
of retesting and keeping track of their 
cylinders, there is a larger number of 
users that are not willing or able to be 
as meticulous. Furthermore. RSPA takes 
the position that retest records do not 
facilitate compliance oversight unless 
there is traceability from the cylinder to 
the records. 

A few commenters raised issues 
which were beyond the scope of this 

NPRM. 

In consideration of the comments 
received, RSPA is adopting the 
amendments proposed in Docket HM- 
172B. In this final rule, the 
subparagraphs appearing under 
§ 173.34(e)(1). differ from those 
proposed, only to the extent that some 
of the wording has been changed and 
subparagraphs (iHiii) were broken up to 
improve clarity, which resulted in the 
addition of subparagraphs (v) and (iv). 
The text remains the same as proposed. 

In § 173.34, paragraph (e)(6), RSPA has 
provided for the authorization of 
cylinder markings to differ from the 
published requirements only upon 
approval by the Director for OlfMT. 

This provision was added as the result 
of a commenter who pointed out that 
some very small cylinders might make 
conformance with the marking 
requirements impossible. 

Administrative Notices 

a. Non-Major Rule. RSPA has 
determined tnat this final rule will not 
meet the criteria specified in section 1(b) 
of Executive Order 12291 and is, 
therefore, not a major rule. This is not a 
significant regulation under DOTs 
regulatory policy and procedures (44 FR 

11034), and requires neither a Regulatory 
Impact Analysis nor an environmental 
impact statement under the National 
Environmental Policy Act (49 U.S.C. 

4321 et seq.). 

b. Paperwork Reduction Act 
Information collection requirements 
contained in this regulation which 


pertain to the procedures that cylinder 
retesters must follow have been 
approved by OMB under control number 
2137-0022. 

c. impact on Small Entities. Based on 
limited information available concerning 
size and nature of entities likely to be 
affected, I certify that this final rule 
would not. if promulgated, have a 
significant economic impact on a 
substantial number of small entities 
under the criteria of the Regulatory 
Flexibility Act. 

A regulatory evaluation is available 
for review in the Docket. 

List of Subjects in 49 CFR Part 173 

Hazardous materials transportation. 
Packaging and containers. 

PART 173—SHIPPERS—GENERAL 
REQUIREMENTS FOR SHIPMENTS 
AND PACKAGiNGS 

In consideration of the foregoing. Part 
173 is amended as follows: 

1. The authority citation for Part 173 
continues to read as follows: 

Authority: 49 U.S.C. 1803.1604,1805, 180ft; 
49 CFR 1.53 unless otherwise noted. 

2. In J 173.34 the introductory text to 
paragraph (e). paragraphs (e)(1), (e)(6) 
and Note 1 in paragraph (c)(9) are 
revised and the OMB number is added 
to read as follows: 

( 173.34 Qualification, maintenance and 
use of cylinders. 

• * * • • 

(e) Period retesting, rvinspection and 
marking of cylinders. Each cylinder that 
becomes due for period retest as 
specified in the following table and 
exceptions, must be retested and 
marked in conformance with the 
applicable requirements of this 
paragraph. * * * 

(1) The periodic retest must be 
performed by an authorized retester and 
must include a visual internal and 
external examination in accordance 
with CCA Pamphlet C-6, and a test 
interior hydrostatic pressure in a water 
jacket or other apparatus suitable for 
determination of the expansion of the 
cylinder. The internal inspection may be 
omitted for cylinders of the type and in 
the service described under paragraphs 
(e)(9) and (10) of this section. 

(i) No person may represent that he 
has retested a DOT specification 
cylinder under this section, by marking 
the cylinder with a test date or by any 
other means unless that person holds a 
current retester’s identification number 
issued by the RSPA. 

(ii) The marking of a test date on a 
DOT specification cylinder is the 
certification by the person affixing the 


date that all applicable requirements of 
this section have been met with respect 
to that cylinder. 

(ili) No cylinder required to be 
retested in accordance with this 
paragraph, or paragraphs (e)(9) or (10) of 
this section, may be used for the 
transportation of a hazardous material 
unless it has been retested successfully 
under this section, and the retester has 
marked the cylinder by stamping the 
cylinder retester identification number 
and date of retest plainly and 
permanently into the metal of the 
cylinder or on a metal plate which must 
be permanently secured to the cylinder. 

(iv) RSPA may issue a retester's 
identification number based on an 
application and an inspection report of 
the applicant's facility and 
qualifications performed by an 
independent inspection agency 
approved pursuant to { 173.300a. and 
any other information available to 
RSPA. A retester's identification number 
in valid for five years from the date of 
issuance and may be renewed upon 
application to RSPA. Applications for 
renewal must be submitted at least 50 
days prior to expiration of the number. 
An initial or renewal application may be 
obtained from the Office of Hazardous 
Materials Transportation, U.S. 
Department of Transporation, 
Washington, D.C. 20590. 

(v) Authority to perform retesting 
under this section, as reflected by 
assignment of a current retester 
identification number, remains valid as 
long as the level of personnel 
qualifications, and equipment used, is 
maintained at least equivalent to the 
level observed at the time of inspection 
by the independent inspection agency, 

• • • • • 

(6) Each cylinder passing retest must 
be marked with the cylinder retester's 
identification number set in a square 
pattern, between the month and year of 
the retest date, in characters not less 
than Vfc-inch high with the first character 
occupying the upper left comer of the 
square pattern. Tlie second character 
must be in the upper right, the third in 
the lower right, and the fourth in the 
lower left. Example: A cylinder retested 
In May. 1964, and approved by a retester 
who has been issued identification 
number A123 would be stamped: 


A 1 

5 J 2 « 
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Variations from the marking 
requirements may be permitted upon 
written request to, and approval issued 
by, the Director, OHMT. Stamping must 
be in accordance with the location 
requirements of the cylinder 
specification. Date of previous tests 
must not be obliterated. Cylinders which 
ore subject to the requirements under 
subparagraphs (8). (9) (modified 
hydrostatic test only). (10). and (12) are 
not required to be marked with a 
retester’s identification number. 

• • • • • 

(9) * ' * 

Note 1.—Cylinders requalifted by the 
modified hydrostatic test method of external 
inspection shall be marked after each retest 
or rcinspection by stamping the date of retest 
or reinspection on the cylinders followed by 
the symbol E (external inspection) or S 
(modified hydrostatic test method) as 
appropriate. 

• • • • • 

(Approved by the Office of Management 
and Budget under control number 2137-0022). 

3. In { 173.300a. paragraph (d) is 
amended by adding a sentence at the 
end of the paragraph to read as follows: 

$ 173.300a Approval of independent 
inspection agency. 

• • • • • 

(d) * * * After approval the Director, 
OHMT. may authorize, upon request, the 
independent inspection agency to 
perform other inspections and functions 
fpr which the Director, OHMT, finds the 
applicant to be qualified. Such 
additional authorizations will be noted 
on each inspector’s approval documents. 
• • • • • 

Issued in Washington. D.C on November 1, 
1985, under authority delegated in 49 CFR 
Part l Appendix A. 

M. Cynthia Douglass, 

Administrator, Research and Special 
Programs Administration. 

(FR Doc. 85-29499 Filed 11-5-85; 8 45 
00.1.1*0 CODE 4910-40-41 


National Highway Traffic Safety 
Administration 

49 CFR Part 571 

lOocket No. 74-14; Notice 421 

Federal Motor Vehicle Safety 
Standards; Improvement of Seat Belt 
Assemblies 

agency: National Highway Traffic 
Safety Administration (NHTSA), 
Department of Transportation. 

action: Final rule. 


summary: On April 12,1985, NHTSA 
issued a notice proposing modifications 
to certain aspects of the comfort and 
convenience performance requirements 
in Standard No. 206, Occupant Crash 
Protection. The agency’s purpose was to 
clarify the intent of the requirements 
and to address the concerns raised in 
petitions for reconsideration received 
from seven vehicle manufacturers 
regarding the final rule on comfort and 
convenience issued on January 8,1961. 
This notice sets comfort and 
convenience performance requirements 
for both manual and automatic safety 
belt assemblies installed in motor 
vehicles with a Cross Vehicle Weight 
Rating of 10.000 pounds or less. The 
April 12.1985 notice also proposed to 
change the effective date of the comfort 
and convenience requirements. A final 
rule setting the effective date as 
September 1 , I960, was issued on 
August 23.1985. 

date: The effective date is September 1. 
1986. 

FOR FURTHER INFORMATION CONTACT: 

Mr. Robert Nelson. Office of Vehicle 
Safety Standards, National Highway 
Traffic Safety Administration, 400 
Seventh Street SW.. Washington. D.C. 
20590 (202-426-2284). 

SUPPLEMENTARY INFORMATION*. On 

January 8.1961 (46 FR 2064). NHTSA 
amended Safety Standard No. 206, 
Occupant Crash Protection (49 CFR 
571.208), to specify additional 
performance requirements to promote 
the comfort and convenience of both 
manual and automatic safety belt 
systems installed in motor vehicles with 
a GVWR of 10.000 pounds or less. The 
final rule included specifications 
relating to the following aspects of 
safety belt performance and design: 
latchplate accessibility, safety belt 
guides, adjustable buckles for certain 
belts, shoulder belt pressure, 
convenience hooks, belt retraction, and 
comfort devices. Type 2 manual belts 
(lap and shoulder combination belts) 
installed in front seating positions in 
passenger cars were excepted from 
these additional performance 
requirements, since it was assumed such 
belts would be phased out in passenger 
cars as the automatic restraint 
requirements of Standard No. 206 
became effective. 

Seven petitions for reconsideration of 
the January 8.1981 amendment were 
received from vehicle manufacturers. On 
February 18.1982 (47 FR 7254). the 
agency issued a partial response to the 
petitions for reconsideration by 
extending the efrective date of the 
comfort and convenience requirements 
for one year, from September 1.1982. to 


September 1.1983. Subsequently, the 
agency proposed (47 FR 51432) and then 
adopted (48 FR 24717). a further 
extension of the effective date for die 
requirements until September 1.1965. 

The April 12.1985 (50 FR 14580) notice 
proposed todelay the effective date 
until September 1.1986. in order to give 
the industry sufficient leadtime to meet 
the proposed changes in the rule. A Final 
rule delaying the effective date to 
September 1.1986, was issued on 
August 23.1965 (50 FR 34152). 

As discussed in the April 12,1985 
notice, the agency continues to believe 
that certain of the performance 
requirements included In the final rule 
will tend to enhance safety belt use by 
providing occupants with safety bells 
which are more comfortable to wear and 
more convenient to use. The 
requirements in this final rule are 
important to support the agency’s 
program to increase safety belt use in 
the U.S. 

This rule makes minor changes to the 
modifications proposed in April 1965. n 
response to concerns raisod^gr the 
commenters. A discussion ortnese 
changes is set forth below. (For a 
complete understanding of the 
performance requirements discussed in 
this notice, including the relationship of 
the requirements to safety belt comfort 
and convenience, interested persons 
should refer to both the December 31. 
1979 (44 FR 77210) notice of proposed 
rulemaking and the January 8.1981 (46 
FR 2084) final rule). 

Application to Manual Lap/Shoulder 
Belts in Passenger Cars 

The January 1981 fine! rule exempted 
manual Type 2 safety belts installed In 
the front seats of passenger cars from 
the comfort and convenience 
requirements. This was done to allow 
manufacturers to devote their resource 
to automatic restraints in these vehicles 
since Type 2 manual belts In the front 
seats would have been phased out when 
the automatic restraint requirements 
became effective. However, the 
subsequent July 1984 (49 FR 28962) final 
rule mandating automatic restraints 
specifies that if States representing two- 
thirds or more of the nation’s population 
enact qualifying mandatory safety belt 
usage laws before April 1 , 1989, the 
requirement for automatic protection 
will no longer apply. The April 1985 
notice proposed that, in the event that 
this occurs, the comfort and 
convenience requirements would be 
extended to Type 2 manual belts 
installed in the front seats of passenger 
cars, effective September 1,1989. 
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Two domestic manufacturers objected 
to the extension of the comfort end 
convenience requirements to manual 
Type 2 safety belts in front outboard 
seating positions of passenger cars until 
a (incision has been made in 1969 
regarding the future of automatic 
restraints. They stated that there is no 
justification for sptting such a 
requirement now. which could cause 
r. jnufacturers to incur design and 
tooling costs, because manual belts 
could be phased out in 1999 if an 
insufficient number of States pass 
qualifying mandatory safety belt use 
laws. 

The September 1.1989 effective date 
provides a leadtime of four years to 
comply with the comfort and convenient 
requirements for Type 2 front seat 
manual belts in passenger cars. The 
agency is therefore adopting the 
proposed September 1. 1989 effective 
date for Type 2 front seat manual belts 
in passenger cars if the automatic 
restraint requirement is rescinded. 

The agency recognizes that the 
possibility exists that the industry will 
have to discontinue manual belts after 
1989 if the automatic^estraint 
requirement for all cars becomes 
effective. However, the agency believe# 
that comfort and convenience 
technology developed for automatic 
belts and for Type 2 manual belts in 
light trucks and multipurpose passenger 
vehicles (MPVa) should be transferable 
to passenger cars with a minimum of 
design and tooling cost with a four-year 
leadline. The agency notes that a large 
number of passenger cars will have 
been manufactured with manual belts 
I etVeen 1986 and 1989, and the agency 
believes it is desirable, from a safety 
^andpoint, to have the front outboard 
seating positions of these cars 
incorporate comfort and convenience 
features which will contribute to 
ncreased belt usage. The agency 
therefore encourages manufacturers to 
begin voluntarily incorporating comfort 
and convenience features in their Type 2 
front seat manual belts. Since the 
technology is available, the cost to 
incorporate these features should be 
minimal, especially if they are made 
part of the design process for newly 
introduced vehicles. 

Kmergcncy Locking Retractors (ELR) 
nnd Child Restraints 

Paragraph S7.1.1.3 of Standard No. 208 
was amended in the January 1981. final 
rule to specify that certain lap belts 
installed at front outboard seating 
positions are required to have an 
emergency-locking retractor rather than 
an automatic locking retractor (which 
was previously allowed as an option). 


Some manufacturers also incorporate 
emergency-locking retractors in rear 
seats as well Automatic locking 
retractors are inconvenient to use since 
they must be extended in a single 
continuous movement to a length 
sufficient to allow buckling or they will 
lock. They also tend to tighten 
excessively under normal driving 
conditions, sometimes making it 
necessary to unbuckle and refasten the 
lap belt to relieve pressure on the pelvis 
and abdomen. Neither of these problems 
exists with the emergency-locking 
retractor, which allows occupant 
movement without tightening and which 
locks only upon rapid occupant 
movement, vehicle deceleration or 
impact 

'The April 12,1985 notice proposed a 
revised version of this requirement. The 
proposed revision reflected the agency's 
tentative judgment that use of child 
restraints in the front outboard 
passenger position with a lap belt 
equipped with an emergency-locking 
retractor could result in the child 
restrain! moving forward during normal 
low-speed driving and braking, or pre¬ 
crash vehicle maneuvering or braking. 
(At higher speeds or upon impact, the 
locking mechanism in existing belt 
designs would work to restrain the child 
scat appropriately.) Therefore, the 
agency proposed that Type 1 safety 
belts or the lop belt portion of Type 2 
belts with emergency-locking retractors, 
used in any designated seating position 
other than the driver’s position, be 
equipped with a locking means to 
prevent forward motion of child 
restraint devices. 

A majority of vehicle manufacturers 
objected to this proposal. The main 
arguments they raised were: (1) The 
locking means could degrade the 
performance of the belt system for adult 
passengers; (2) the proposed language 
would exclude alternative designs, such 
us owner-installed 'locking clips.' 4 
which could serve the same purpose; (3) 
the requirement would not be cost 
effective, because not all vehicle owners 
need a locking means to secure a child 
restraint system in the front seat; and (4) 
the proposed effective date for the 
requirement, September 1,1986, does not 
provide sufficient design and 
development time for compliance. They 
also argued that if this requirement is 
maintained, it should be delayed until 
the agency decides whether it will 
require dynamic testing of manual 
safety belts. 

Two manufacturers of child restraint 
devices and a child passenger safety 
association supported the proposed 
amendment. They stated that the 


approach cited in the proposal would 
solve potential problems relating to 
child seats and ELR's, and would 
eliminate the need to devise what they 
termed makeshift solutions. 

Child restraint manufacturers stated 
that same restraint devices, when 
positioned by safety belt systems which 
are adjusted by ELR's, become unstable 
when occupied by very active children. 
Agency testing of child restraint devices 
under conditions of low-speed braking 
and vehicle maneuvers indicates that, 
although improvements in belt systems 
could improve the stability of these 
devices, there are no data to show that 
low-speed movement of child safety 
scats is affecting the safety performance 
of child restraint devices in motor 
vehicle accidents. (Docket 80-18-CR- 
004). 

Because the agency's research did not 
show that low-speed movement of the 
seats is actually reducing the 
effectiveness of child restraints in 
accidents, and because after market 
locking devices are available which 
achieve the same goal, it has decided 
not to adopt a manual locking 
requirement for ELR's at this time. The 
agency will continue to monitor the 
potential problems associated with the 
restraint of child restraint devices by 
ELR safety belt systems and consider 
whether to address these problems in 
future rulemaking actions. 

Additional ELR Issues 

Regarding 87.1,14, one manufacturer 
asked NHTSA to clarify whether an ELR 
located at the point of shoulder belt 
retraction on a Type 2 belt system, 
which combines the lap and torso belt in 
a continuous running loop, complies 
with the requirement. NHTSA confirms 
that a Type 2 continuous belt system, 
which incorporates an ELR to control 
slack in the lap and torso belt portions, 
would comply with the requirement. 

Another manufacturer asked for 
clarification on the use of lap belts in 
passenger cars equipped with air bags 
versus those equipped with single 
automatic diagonal belts. The 
requirement of S7.1.1.3 only applies to 
lap belts installed in a vehicle to comply 
with Standard No. 208. Thus, a lap belt 
installed in conjunction with an air bag, 
in order to meet the lateral and rollover 
requirements of S4.1X2(c)(2). would be 
required to have an emergency locking 
retractor. However, a Type 1 lap belt 
voluntarily Installed by a manufacturer 
in conjunction with a single diagonal 
automatic belt would not have to 
comply with the provisions of S7.1.1.3, 
since the single diagonal automatic belt 
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would fully meet the belt requirements 
of the standard by itself. 

Open-Body Vehicles, MPV’s. and ELR's 

One manufacturer stated that open- 
body vehicles should be exempted from 
the ELR requirement of S7.1.1.3, because 
these vehicles are designed to perform 
numerous off-road, heavy-duty tasks, 
and both the lap and upper torso 
portions of the belt system are subjected 
to design criteria far different from 
typical passenger car belt systems. In 
particular, occupants may want the belts 
tightly fastened around them when the 
vehicle is used on rough terrain. The 
agency agrees that open-body vehicles 
do perform numerous off-road, heavy- 
duty tasks, but they are also commonly 
used in normal highwuy driving to 
perform the same functions as passenger 
cars, where tight belts may discourage 
belt use. Furthermore, belt systems are 
available for open-body vehicles as well 
as passenger cars, which can function as 
ELR's for the lap belt or lap belt portion 
of a combined lap and shoulder belt, 
and still be capable of being manually or 
automatically locked by occupants 
when they want the belt to be tightly 
fastened around them. These systems 
can also provide tension relieving and 
ELR functions for the torso portion of a 
Type 2 belt system. 

Incorporating a single retractor, which 
can function as either an ALR or an ELR, 
into a lap belt or the lap belt portion of a 
Type 2 belt for off-road use. would 
accommodate the desire of occupants to 
be tightly restrained when needed and 
would also provide a more comfortable 
belt when this Is sufficient for normal 
operation of the vehicle. Such an ALR/ 
ELR feature may be desirable in some 
vehicles and is currently available in 
some imported and sports cars. The 
agency estimates the cost to range from 
$1.00 to $5,00 per seating position. 
Alternatively, a locking During in the lap 
belt, which enables users to snugly 
fasten the lap belt, could be provided for 
virtually no increase in cost to the 
consumer. For these reasons, the agency 
i9 not exempting open-body vehicles 
from the requirement of S7.1.1.3. 

Another manufacturer requested an 
exemption from the requirements of 
S7.1.1.3 for all multipurpose passenger 
vehicles stating, with no supporting 
rationale, that the ELR requirement is 
design restrictive. The agency does not 
believe that the ELR requirement is 
design restrictive for the reasons 
discussed above. In addition, 
multipurpose passenger vehicles provide 
the same functions as passenger cars. 
While some types may also be designed 
for heavy duty, off-road use. the some 
rationale set out in the discussion of 


open-body vehicles applies to other 
multipurpose passenger vehicles. The 
agency concludes that multipurpose 
passenger vehicles should continue to 
be subject to the requirement of S7.1.1.3. 

Corrections 

Two technical corrections are made in 
this final rule relating to paragraph 
S7.1.1.3. As proposed in the April 12. 
1985 notice, paragraph S7.1.1.3(b) 
exempts manual type 2 safety belts 
installed in the front outboard seating 
position of passenger cars. That 
exemption was inadvertently omitted 
from paragraph S7.4(b), which specifies 
requirements for passenger cars after 
September 1,1988. Clarifying language is 
added to paragraph S7.4(b) in this final 
rule. 

The second technical change clarifies 
the agency's intent to require passenger 
cars, manufactured on or after 
September 1,1989. to have EIJR's for the 
lap belts or the lap portion of lap/ 
shoulder belts used in the front outboard 
seating positions, if the automatic 
restraint requirement is rescinded. 
Paragraph S7.1.1.3(b) is revised to 
include the September 1.1989 effective 
date for manual Type 2 belts in the front 
outboard seats of passenger cars. 

Convenience Hooks for Automatic Belts 

Some automatic belt design plans 
include a manual "convenience hook" 
which enables occupants manually to 
stow the belt webbing totally out of the 
way as they are about to exit the 
vehicle. Paragraph S7.4.1 was included 
in the January 1981 final rule to ensure 
that such convenience hooks would not 
affect compliance with the automatic 
restraint requirements. Automatic belts 
installed for compliance with the injury 
criteria of FMVSS 208 must operate 
without requiring any manual 
procedures by the vehicle occupant. 
Thus, manual hooks could not be a 
necessary component to move or hold 
the belt webbing out of the occupant's 
way since this would defeat the 
automatic aspect of performance. 
Paragraph S7.4.1 currently provides that 
any such hook must automatically 
release the belt webbing prior to the car 
being driven. 

In response to comments in one 
petition for reconsideration of the 1981 
final rule, the April 1985 proposal 
contained revised language to make it 
clear that convenience hooks ore 
intended to release the webbing only 
when the automatic belt is otherwise 
operational. One commenter objected to 
the revision, stating that it would not 

C romote the use of detachable automatic 
elts which have been disconnected. 
These objections appear to be based on 


a misunderstanding of the function of 
the convenience hook. The convenience 
hook concept was developed to allow it 
to be used in conjunction with automatic 
belt systems which would be in the 
automatic operational mode. In this 
way, the convenience hook could 
promote the use of detachable or 
nondetachable automatic belts, because 
the hook would facilitate entering or 
exiting the vehicle by the front seat 
occupants, who would then be less 
prone to detach or mutilate the belt 
system. 

The commenter apparently believed 
that the "stowage hook," which is used 
to stow the latch plate of a 
disconnected, detachable belt, should 
also be covered by the requirement of 
S7.4.1. The stowage hook is not a 
convenience hook; nor is it subject to 
the provisions of S7.4.1. The 
commenter's suggestion that the 
"stowage hook" also release a 
disconnected detachable belt 
automatically could, In theory, Increase 
usage, but it might also encourage 
owners to damage the belt physically or 
remove it, thus making it unavailable to 
subsequent owners and vehicle users. In 
the case of a disconnected automatic 
belt, the warning system would indicate 
to the vehicle occupants that the belt is 
disconnected and remind them to 
reconnect the belt. For these reasons, 
the agency denies the suggestion for 
automatic release or stowage hooks. 

Webbing Tension-Relieving Devices 

Some safety belt designs include 
devices intended to relieve ahoulderbtlt 
pressure. These "window-shade" 
mechanisms or other tension-relieving 
devices increase the comfort of the belt, 
but may reduce the effectiveness of 
belts in a crash situation if they are 
misused so as to introduce excessive 
slack in the belt webbing. The January 
1981 final rule specified that any such 
tension-relieving devices may be used 
on automatic belt systems only If the 
system would comply with the injury 
criteria of the standard with the device 
adjusted to any possible position. (The 
notice of proposed rulemaking preceding 
that final rule would have banned 
tension-relieving devices outright.) The 
1981 final rule was adopted in 
recognition of the fact that tension- 
relieving devices can improve belt fit 
and increase belt comfort in certain 
circumstances, and was intended to 
allow manufacturers somewhat wider 
latitude in designing automatic belts, 
but, as discussed below, would probably 
hove had the effect of banning these 
devices. 
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Several manufacturers objected to the 
wording of the January 1981 final rule on 
the basis that the belt system would 
have to meet Jhe injury criteria even 
when the device had been misused to 
produce excessive slack in order, 
essentially, to defeat the system, even if 
such a usage was not intended by the 
n mufacturer. 

In the April 1985 proposal, the agency 
proposed rewording this provision to 
nquire manufacturers to include 
instructions in their vehicle owner's 
manual concerning the proper use of any 
tension-relieving devices incorporated 
in their automatic belt systems. These 
instructions must state the maximum 
amount of slack that can safely be 
introduced and include a warning to 
vehicle occupants that if excessive slack 
is introduced into the system, the 
protection offered by the bell system 
w ould be substantially reduced or even 
eliminated. The agency will test for 
compliance with the injury criteria by 
adjusting the belt within the slack levels 
recommended by the manufacturer. 

With one exception, those 
rr mufachirers who commented on this 
proposal supported the revision to allow 
tension'relieving devices. 

However, one domestic manufacturer 
and a consumer group objected to the 
provision related to dynamic testing 
with the tension-relieving device 
ud ms ted to the manufacturer s 
nmmended slack position. The 
manufacturer objected to a dynamic test 
that would require any slack at all to be 
introduced into the belt system, on the 
grounds that uncontroiied variability 
w ould be introduced into the dynamic 
test procedure, which would then lack 
objectivity. The manufacturer asserted 
that it might have to eliminate ail 
ft nsion-relieving devices for its safety 
belts. 

The agency's proposed test procedure 
was intended to accommodate the view 
that tension-relieving devices increase 
the comfort of belts while, at the same 
time, limiting the potential reduction in 
effectiveness for safety belt systems in 
which excessive slack is introduced 
The agency does not agree that this test 
procedure would eliminate tension- 
relieving devices from the marketplace. 
As mentioned earlier, other 
n .inufacturers supported the proposal 
ond did not indicate they would have to 
remove tension-relieving devices from 
their belt systems. This commenter did 
not show that injury levels cannot be 
f ntrolled within the specified injury 
criteria by testing at the recommended 
slack adjustment, as determined by the 
manufacturer. The recommended slack 
could be between zero and any level 


selected by the manufacturer as 
appropriate to relieve belt pressure 
without being unsafe. As a practical 
matter, most tension-relievers 
automatically introduce some slack into 
the belt for all occupants. Testing 
without such slack would be unrealistic. 

The same commenter objected to the 
requirement that belt slack be cancelled 
each time the vehicle door is opened 
and the buckle is released, because this 
requirement would encourage occupants 
to disconnect automatic belts- In 
addition, this commenter stated that the 
requirement is consistent with non- 
detachable, automatic belts and 
requested that the belt slack be required 
to be cancelled each time the door is 
opened whether or not the buckle is 
released. The agency believes this 
request has merit and has revised the 
requirement to reflect this change. 

The consumer group objected to the 
proposal for automatic belt systems 
using tension-relieving devices to meet 
the injury criteria with only the specified 
amount of slack recommended in the 
owner's manual. They stated that most 
owners would not read the instructions 
in the owner's manual regarding the 
proper use of the tension-relieving 
device. It said an occupant could have a 
false sense of adequate restraint when 
wearing an automatic belt system 
adjusted beyond the recommended limit. 

The agency's views on allowing the 
use of tension relievers in automatic 
safety belts were detailed in the April 
1985 notice. The agency specifically 
noted the effectiveness of a safety belt 
system could be compromised if 
excessive slack were introduced into the 
belt. However, the agency recognizes 
that a belt system must be used to be 
effective at all. Allowing manufacturers 
to install tension-relieving devices 
makes it possible for an occupant to 
introduce a small amount of slack to 
relieve shoulder belt pressure or to get 
the belt away from the neck. As a result, 
safety belt use is promoted. This factor 
could outweigh any loss in effectiveness 
due to the introduction of a 
recommended amount of slack in normal 
use. This is particularly likely in light of 
the requirement that the belt system, so 
adjusted, must meet the injury criteria of 
Standard No. 203 under 30 mph test 
conditions. Further, the inadvertent 
introduction of slack into a belt system, 
which is beyond that for normal use, is 
unlikely in most current systems. In 
addition, even if too much slack is 
introduced, the occupant should notice 
that excessive Slack is present and a 
correction is needed, regardless of 
whether he or she has read the vehicle's 
owner's manual. 


Torso Belt Body Contact Force 

NHTSA research indicates that a 
substantial number, approximately 60 
percent, of occupants are likely to 
complain about belt pressure if the torso 
belt net contact force on an occupant is 
greater than 0.7 pound (DOT HS-805 
597). Therefore, the January & 1981. final 
rule specified that the torso portion of 
any manual or automatic belt system 
shall not create a contact pressure 
exceeding that of a belt with a total net 
contact force of 0.7 pound. Most of the 
petitions for reconsideration objected to 
this requirement, but gave no new 
reasons which would cause the agency 
to reverse its prior decision on this 
issue. 

The April 1985 proposal contained a 
revised S7.4.2 which retained the 0.7- 
pound contact force requirement and 
proposed applying the requirement to 
tension relievers. Several commenter* 
objected to the requirement that 
automatic belt systems with tension 
relieving devices must meet the 0.7- 
pound contact force limit when the 
tension reliever is deactivated. Both 
domestic and foreign manufacturers 
questioned w hether imposing this 
contact force requirement on belt 
systems with tension relievers would 
advance safety, because the belt contact 
force requirement could result in 
insufficient force to retract webbing 
reliably in some systems. 

The agency has decided to exempt 
safety belt systems incorporating 
tension-relieving devices, such as 
window-shade devices, which can 
completely relieve belt tension, from the 
0.7-pound torso belt contact force 
requirement The agency is still 
concerned that some occupants may 
introduce belt slack, who otherwise 
would not in a belt system 
incorporating a tension-reliever, if the 
belt force exceeds 0.7 pound. However, 
the agency does not want compliance 
with the body contact force requirement 
to limit manufacturers’ design flexibility 
in meeting the retraction and other 
requirements in the rule. 

The 0.7-pound contact force limit is 
retained for belt systems without 
tension-relieving devices, which have 
either a constant or variable force. The 
tension in these belt systems cannot be 
completely removed, as it can in a belt 
system incorporating a window-shade 
or other type of tension-reliever. 
Therefore, the agency believes it is 
important to limit belt contact force in 
those systems to promote belt usage. 

One manufacturer requested that the 
0.7 pound contact force level be 
increased to ensure belt retraction. 
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Another manufacturer stated that 
occupants of open-body vehicles may 
prefer to have the secure feeling of the 
upper torso belt webbing tight against 
their chests, l.e.. a force greater than 0,7 
pound The company asked that open- 
body vehicles be excluded from the 0.7- 
pound limit. As previously noted, 
manufacturers may use an ALR/ELR 
belt system or other means to allow 
occupants to have belts with a tight fit. 
In addition, the agency believes that 
such an exclusion, or an increase in the 
0.7-pound contact force level, is 
unnecessary with the modification of 
S7.4.3 to allow tension-relieving devices 
in lieu of meeting the 0.7-pound force 
requirement. Both manufacturers will 
have the option of meeting this 
requirement by installing tension- 
relieving device in a belt system with a 
contact force of more than 0.7 pound. 

One commenter stated that the 
standard should be revised to specify 
requirements for manual belts with 
tension-relieving devices. The agency 
did propose requirements for these 
manual belts in Notice 38. in conjunction 
with the dynamic tests for manual belts. 
If the agency does adopt a dynamic test 
requirement for manual belts, the 
provision on tension-relievers for 
manual belts would be expected to be 
indentical to those for automatic belts. 

Belt Contact Test Procedures 

The April 1085 NPRM proposed that 
the test dummy be unclothed during the 
belt contact force test to ovoid drag 
produced by clothing. The agency was 
concerned that such drag could cause 
unwanted deviations in the 
measurement of belt contact force, as 
specified in S10.6. Three commenters 
supported the change to remove the 
dummy clothing for the test. However, 
two other commenters stated that test 
variability would be greater with the 
test dummy’s clothes removed based on 
the variability of skin friction due to 
changes in test temperature and 
humidity. They also said that a clothed 
dummy would more closely represent 
real world conditions. After 
consideration of the comments, NHTSA 
agrees that the clothed dummy would 
more closely represent real world 
conditions. The agency has therefore 
revised the rule to require testing on a 
clothed test dummy, using the clothing 
specified in Part 572. 

Two commenters asked that the test 
for belt contact force set maximum 
limits for belt release speed. The agency 
believes that adding a belt release speed 
requirement would add an unnecessary 
complication to the test without 
providing any significant improvement 
in controlling repeatability. 


Several commenters correctly pointed 
out that the proposed text for S7.4.3 
should referer.ee the test procedure of 
S10.8 instead of SlO.a This notice 
adopts that correction. 

Latchplate Accessibility 

One of the most inconvenient aspects 
of using many current manual safety 
belt designs is the difficulty that a 
seated occupant has in reuching back to 
grasp the belt latchplate when the belt is 
unbuckled and in its retracted position. 
The greater the difficulty in reaching the 
latchplate to buckle the belt, the more 
likely the occupant will be discouraged 
from using the belt. 

Paragraph S7.4.4 of the January 1981 
final rule specified requirements to 
define limits on the distances an 
occupant has to reach for latchplates 
and to prescribe minimum clearances 
for arm and hand access. The latter 
requirement was specified in terms of a 
test block which must be able to move 
to the latchplate unhindered. The April 
12.1985 proposal contained a revision in 
the dimensions of the test block, 
reducing it from 3x4x12 inches to 
2Hx4x8 inches. 

Two manufacturers requested a test 
procedure revision which would provide 
for seat cushion deflection in 
determining access to a latchplate with 
the test block shown in Figure 4 . One 
suggestion that force applied to the test 
block, not to exceed a certain limit, 
should be used to allow for seat cushion 
deflection. The other stated that the 
requirement should be deleted until such 
time as a test device that simulates the 
human hand can be developed to 
address seat cushion deflection. 

The agency believes that reducing the 
size of the test block is simpler than 
developing an objective method for 
measuring and limiting seat cushion 
deflection. The agency also believes that 
the test block with its new dimensions, 
which are based on hand length and 
thickness dimensions referenced by the 
Society of Automotive Engineers, is 
sufficiently representative of the human 
hand. Therefore, the agency is adopting 
the new test block in the test procedure. 

One manufacturer stated that Figure 3 
in Standard No. 208, which gives the 
location of the reach strings for the 
latchplate accessibility test, does not 
state whether the view of the dummy is 
intended to depict the dummy being 
tested on the left on right side of the 
vehicle. Therefore, the implication is 
that the outboard reach string is always 
located on the right side of the dummy, 
according to the manufacturer. The view 
In Figure 3 is meant to depict the dummy 
being tested on the right side of the 
vehicle. The agency would use the string 


placements In Figure 3 to perform an 
accessibility test for the right front 
outboard passenger seating position, 
because the outboard reach string is 
located on the right side of the test 
dummy. This string would be reversed 
for the driver position, because the 
outboard side would be located on the 
left side of the dummy with the dummy 
facing forw ard. The string in Figure 3 is 
labeled ’'outboard” and the agency 
believes this explanation is sufficient 
without changing Figure 3. 

Several manufacturers stated that a 
latchplate accessibility test using the 
test block representing a human hand to 
check the clearance between the arm 
rest and seat cushion should not he 
necessary, if the belt system is designe d 
so that the latchplate is retained in an 
accessible area. For example, one 
manufacturer said that it uses a sliding 
plastic bar on its belt webbing which 
positions the latchplate in an accessible 
area near the upper torso anchorage 
point. The manufacturer said that the 
plastic bar prevents the latchplate from 
sliding down tho webbing to a position 
under the arm rest or between the seat 
and side of the vehicle. The 
manufacturer said that it could also use 
a fixed plastic button to retain the 
latchplate near the upper torso 
anchorage. The agency agrees that if a 
latchplate is permanently retained in an 
accessible area, reachable by the test 
block, there is no need to conduct a 
clearance test between the arm rest and 
seat cushion. 

The purpose of the latchplate 
accessibility requirement is to addref^ 
designs in which the latchplate can 
freely move on the belt webbing. In 
those cases, the latchplate may initially 
be located in an accessible area, but the 
design of the belt may permit the 
latchplate to slide along the webbing 
into the area between the seat cushion 
and the door interior, or below the door 
arm rest when the belt is retracted. It 
this situation ia likely to occur in normal 
use with any regularity, such a belt 
system would be required to comply 
with the test for accessibility at the 
point where the latchplate normally 
slides along the webbing into the area 
b ■ ween the scat cushion end the door 
Interior, or below the door arm rest The 
agency believes that the addition of 
language stating that access to the 
latchplate should be tested with the 
latchplate in its "normally stowed 
position” to the requirement should 
clarify this requirement. If the belt 
system incorporates a design which 
ensures that the latchplate cannot move 
m*ar an arm rest or move down between 
the seat and the vehicle’s side structure 
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the system will have no problem passing 
the hand access test. 

Several commcnters apparently 
believed that S7.4.4 requires the 
latchplate to be mounted on the 
outboard side of a vehicle seat. They 
said that the requirement was design- 
restrictive for a Type 1 safety belt 
assembly because such an assembly 
could otherwise be designed so that the 
latchplate is located at either the 
inboard or outboard position. The 
requirement was developed to test for 
access of the latchplate or buckle on 
belt assemblies which are located 
outboard of the designated seating 
position for which the latchplate is 
installed. This is because access to a 
latchplate located in that position can 
b< hindered by the vehicle’s side 
structure. The requirement was not 
intended to specify that the latchplate or 
buckle be located outboard of a 
designated seating position. The 
language of the rule is therefore revised 
to indicate that the test applies only to 
latchplates or buckles located outboard 
of the designated seating position. 

One manufacturer recommended that 
the compliance test for accessibility be 
made similar to the requirement for 
safety belt anchorages in Standard No. 
210. Seat Belt Anchorages . Compliance 
arcs would be generated from a point on 
the SAE two-dimensional manikin, 
whose H-point is positioned at the full- 
forward position of the design H-point. 
or on a full-scale design drawing. This 
commenter stated that such a procedure 
would eliminate test variability, reduce 
the compliance test burden, and allow 
manufacturers to determine compliance 
while the vehicle is in the advance 
design stage. 

Manufacturers are free to determine 
compliance with a requirement by any 
method they choose, while exercising 
due case. There is no reason to believe 
that the procedure suggested by the 
commenter is not compatible with the 
procedure defined in Standard No. 208. 
Therefore, it is unnecessary to revise the 
current test procedure for latchplate 
accessibility. 

Another manufacturer requested that 
the language of S7.4.4. be amended to 
specify that the access requirement be 
met with the seat within the adjustment 
range of a person whose dimensions 
range from those of a 50th percentile six- 
year old child to those of a 95th 
percentile adult male. The rationale for 
the request is that, when securing a 
child restraint in some of their vehicles, 
the latchplate is located at a very low 
height near the floor, after locking. In 
this situation, the ability of small cars to 
comply with the latchplate access 
requirement is severely compromised. 


To achieve compliance, the seat back 
would have to be deeply cut away at the 
outboard side. 

The latchplate access requirement is 
meant to address access problems when 
the latchplate is in its normally stowed 
position. It was not meant to address 
potential access problems with child 
restraints that might occur in specific 
vehicles. Therefore, the agency docs not 
believe an amendment is necessary’. 

Belt Retraction 

The April 12,1985 notice proposed to 
revise S7.4.5 to allow for the stowage of 
armrests on vehicle seats, such as 
captain’s chairs, which must have the 
outboard arm rests stowed before the 
occupant can exit the vehicle. One 
commenter asked the agency to permit 
all armrests, which protrude Into the 
door opening in a manner which 
encumbers egress, to be placed in their 
stowed position for the retraction test. 
The agency believes this comment has 
merit and has revised S7.4.5 to permit 
the stowage of outboard armrests if they 
protrude into the door opening in a 
manner which encumbers egress. The 
agency notes that folding armrests are 
usually designed that way for the 
purpose of facilitating egress or ingress 
by moving them out of the way to a 
stowed position. 

The April notice also proposed to 
allow tension-relieving devices on the 
safety belts of open-body vehicles 
without doors to be manually 
deactivated for the retraction test. One 
commentcr objected to allowing these 
tension-relieving devices to be 
manually, rather than automatically, 
cancelled. The commenter said that 
there are belt systems currently 
available which will automatically 
cancel a tension-relieving device when 
the latchplate is released from the 
buckle. 

At the time the agency proposed the 
requirement for open-body vehicles, it 
was not aware that there were belt 
systems which would automatically 
deactivate tension-relieving devices 
solely through the action of unbuckling 
the belt. Therefore, the agency only 
proposed that belt systems in open-body 
vehicles be tested with their tension- 
relieving devices manually deactivated. 
The agency will consider the 
commenter’s suggestion as one for future 
rulemaking. The agency notes that 
manufacturers can voluntarily adopt the 
use of other automatic means for 
deactivating the tension-relieving device 
in open-body vehicles. 

The April notice also proposed that 
the latchplate must retract to its 
'’completely stowed position." Two 
commenters objected to this proposal 


saying that determining whether the belt 
is "completely" stowed is difficult. They 
believe that, if the stowed position 
prevents the safety belt from extending 
out of the vehicle’s adjacent open door, 
the requirement for belt retraction 
should be satisfied. The agency believes 
that this comment is reasonable and 
consistent with the intent of this section 
to prevent belts from getting dirty as a 
result of being caught in the door and 
from hindering ingress or egress of 
occupants. The language in the rule is 
revised accordingly. 

Seat Belt Guides 

The April notice proposed 
clarifications in the language of 
S7.4.6.1(a) to increase the accessibility 
of belt buckles and latchplates and belt 
webbing to the vehicle occupant, while 
giving manufacturers flexibility to use 
stiffeners, guide openings, cables, or 
conduits of any type. The notice also 
proposed modifying S7.4.6.1(b) to 
exempt seats which are movable to 
serve a dual function. 

Two commcnters stated that the 
language in S7.4.6.1(b) did not 
adequately address seats which are 
removable or seats which are movable 
to serve a secondary function. NHTSA 
believes these comments are valid, 
because a seat belt latchplate. a buckle, 
or a portion of the webbing cannot be 
maintained on top of a seat which has 
been removed or moved to serve a 
secondary function. Therefore, the 
requirement does not apply to scats 
which are removable or movable so that 
the space formerly occupied by the seat 
can be used for a secondary function, 
such as cargo space. However, the term, 
secondary function, does not include the 
movement of a seat to provide a 
comfortable driving and riding position 
for different size occupants. 

Two manufacturers requested that the 
words "seat cushion" in S7.4.6.1(b) be 
amended by adding the words "and/or 
scat backs." The agency specifically 
excluded "scat backs" from the 
exemption because there is no evidence 
that seats with folding seat backs 
cannot comply with the requirements. 
Adding movable seat backs to the 
language in S7.4.6.1(b) could exempt 
front seats in passenger cars and the 
second seat in some vehicles, such as 
station wagons. The agency believes 
that there is no reason for exempting 
these seats. 

One manufacturer stated that the 
center safety belt in the rear seat of a 
motor vehicle should be exempted from 
the requirement in S7.4.6.1(a) concerning 
seat guides. This commenter stated that 
there is little chance of this belt ever 
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becoming 'lost 4 ' behind the seat due to 
the abundance of webbing material 
available for the center rear safety belt; 
therefore, a webbing guide seems 
unnecessary. The agency disagrees. The 
agency believes that the requirements 
are necessary since they address 
specific problems associated with belts 
which are not adjusted by retractors, 
such as the rear center seat belts. 
(Center scats are not required to have 
safety belt retractors, which 
.automatically stow the webbing after 
the belt is taken off. Instead, they 
usually have more of the webbing lying 
on the seat cushion and have a 
manually adjustable buckle which slides 
along the webbing so that an occupant 
can tighten the belt around himself or 
herself.) Having more of the belt lying 
on the seat can make the belt more 
accessible; it can also cause the user to 
stuff the belt behind the seat cushion to 
get the webbing out of the way when the 
center seating position is not being used. 
In addition, one company, such as the 
commcnter, may provide ample webbing 
which will lie on the seat cushion, while 
another company may not. The agency 
is therefore not exempting center seats. 

One manufacturer stated that a 3- 
point belt assembly, with the lap 
webbing portion designed to pass 
between the seat cushion and seat back, 
will not necessarily have the latchplate 
positioned on the top of the seat, when 
the webbing is retracted. It urged that 
the requirement be revised to read, 
‘’maintain the accessibility of the safety 
belt latchplate or buckle." and to strike 
the words "ora portion of the safety belt 
webbing on top of the seat cushion." 

The agency agrees that the latchplate 
and buckle do not necessarily have to 
be located on the seat cushion to be 
accessible. NHTSA does believe that as 
long as the webbing is accessible on top 
of or above the seat, an occupant should 
be able to retrieve the latchplate and 
buckle. Therefore, the rule is revised to 
require that only one of the three belt 
parts (the seat belt latchplate. the 
buckle, or seat belt webbing) be 
maintained on top of or above the seat 
cushion under normal conditions. 
Although the other two ports will not be 
required to be on the seat cushion, the 
agoncy has revised the rule to require 
that they remain accessible under 
normal conditions. 

Another manufacturer stated that the 
provision that a buckle be accessible in 
S7.4.62 with an adjustable armrest in 
any position of adjustment lacked 
objectivity and should be deleted. The 
agency does not agree and continues to 
believe that a simple visual inspection 
should be sufficient to determine 
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whether or not the buckle is accessible 
when the arm rest is in the down 

position. 

Warning System Requirements 

The purpose of the proposed revision 
to these requirements in the April notice 
was to allow for a warning light which 
activates for at least 60 seconds if 
conditon (A)—-the vehicle's ignition 
switch is moved to the "on" or "start" 
position, exists simultaneously with 
condition (B)—the driver’s automatic 
belt is not in use or, if the belt is non- 
detachable. the emergency release 
mechanism is in the released position. 
Specifying a minimum activation lime 
was intended to allow the manufacturer 
the option of providing for additional 
warning time. The proposal would also 
require that condition (C)—the belt 
webbing of a motorized automatic belt 
is not in its locked, protective mode at 
the anchorage point—be indicated only 
by a continuous or flashing warning 
light in lieu of a buzzer each time the 
ignition switch is turned to the "on" 
position. The light would remain lit as 
long as condition (C) existed. 

Two manufacturers raised concerns 
about determining when condition (B) 
exists—the driver belt is not in use or 
the emergency release mechanism is 
released—in a motorized belt system. 
They, in effect, mede the point that with 
certain motorized designs, the April 
proposal would have required the 
audible warning required for condition 
(B) to sound while the belt webbing is 
moving along its track to its fully locked 
position. For example, one manufacturer 
stated that in some motorized belt 
systems the emergency release belt 
latch mechanism sensing is done by a 
proximity switch in the B pillar which 
senses the presence of a magnet in the 
part attached to the webbing. In this 
case, the system will sense that the latch 
is unfastened until the motorized bell is 
in its fully locked position and. thus, 
under the proposal, would actjvate the 
audible warning during the period that 
the belt is in motion. This comment er 
requested that to prevent an audible 
warning from being given when the 
mechanism is being operated normally, 
the manufacturer should be given the 
option of starting the audible warning 
period from the time that the belt 
reaches the fully locked position. 

The agency believes that it is 
important that an audible warning 
sound when the driver’s belt is not in 
use or the belt’s emergency* release 
mechanism is actuated. However, to 
prevent the sounding of the audible 
warning when a motorized belt is 
moving into place, the agency is revising 
the warning system requirement. The 
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revision provides that, hi the case of a 
motorized belt, the existence of 
condition (B) is determined once the belt 
is in its fully locked position. Once a 
motorized belt has reached its fully 
locked position, an audible warning 
must sound if condition (B) exists. The 
agency wishes to emphasize that all 
motorized behs, regardless of their 
design, should have an audible warning 
that sounds if the driver’s belt is not in 
use or the belt’s emergency release 
mechanism is actuated. 

One of the same commenters also said 
it is planning to use detachable 
automatic belts In some of its new belt 
system designs. Its concern is that 
condition (B). which is determined by 
the belt latch mechanism not being 
fastened, would require them to locate 
the electrical sensor in the emergency 
release buckle. In a motorized system, 
the wire harness for the electric sensor 
would have to be moved along a track, 
because the "emergency release buckle' 
slides along the track with the buckle 
end. The location of the electrical sensor 
in the buckle makes the wire harness 
less reliable, because of the constant 
movement, according to the commenter 
After the close of the comment period cn 
the April notice, NHTSA received a 
petition for rulemaking to amend the 
requirements of paragraph S4^3.3(b) of 
Stands rd No. 208 from Chrysler 
Corporation which raised the same 
issues. Chrysler petitioned for an 
alternative means to determine when 
the belt latch mechanism is not 
fastened, it asked that the warning 
requirement be modified to permit 
actuation of the warning when less than 
20 inches of webbing has been 
withdrawn from the driver’s seat belt 
retractor. 

The agency believes the problems 
identified by the cominenter and the 
Chry sler petition are valid. NHTSA did 
not intend to imply in the April 1985 
notice that the method for determining 
that the belt latch is not fastened must 
be by a sensor located in the belt 
buckle. The agency believes that 
manufacturers should have maximum 
design flexibility to develop systems to 
determine if the latch is not fastened- 
The condition could be determined b> 
any means, such as a predetermined 
amount of belt webbing spool-out. or the 
location of a sensor in the overhead, 
motorized track area or in the working 
mechanism of the buckle/latchplato. 
which would show that the automatic 
belt is not fastened. The agency does 
note that if a manufacturer decides to 
use belt webbing spool-out that it 
determine the least amount of webbing 
necessary to go around a person in the 
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driver's position with the seat in its 
rearmost position. If less than this 
minimum amount of webbing spools out 
of the retractor in on attempt to defeat 
the system, the warning should be 
activated. 

Two manufacturers requested that 
NHTSA confirm that the same light 
signal may be activated under both 
conditions (B) and (C). since the 
required audible signal suffices to 
differentiate between the two 
conditions. The agency agrees that this 
comment has merit and confirms that 
the same light signal may be activated 
under both conditions (B) and (C). 

Use of Additional Warnings 

One manufacturer sought permission 
to use additional warnings to 
supplement those required by the 
standard. This manufacturer stated that 
its warning system provided for an 
audible warning system in addition to 
the warning light to indicate that 
condition (A) + (C) exists. Further, the 
passenger seating position is also 
equipped with a warning system, which 
is not required by the standard. The 
agency notes, again, that a manufacturer 
is free to provide features in addition to 
those required by the standard, as long 
as the standard's requirements are met. 
No change in the standard is necessary 
to permit the commenter to install 
additional features in its warning 
systems* 

Another company stated that, for non* 
detachable automatic belts, the 
proposed 60-second visual warning and 
the 4* to 8-second audible warning may 
not be sufficient to indicate that the 
emergency spool release is in the 
released position. This company 
believes that the visual warning should 
remain on for as long as the emergency 
release mechanism remains in the 
release or "emergency" position. The 
agency notes that the requirement 
specifies a minimum 60*second visual 
warning and does not limit it to 60 
seconds for condition (B). The agency 
specified a minimum period of time, 
which is believed sufficient to warn 
occupants of this condition. 
Manufacturers have the choice of 
extending the time for a warning light to 
more than 60 seconds to indicate that 
the emergency release mechanism is in 
the release or emergency condition. 
Therefore, no change in the language of 
the standard is required. 

Walk-in Van Vehicles 

The agency tentatively proposed to 
exclude walk-in step vans from the 
safety belt comfort and convenience 
requirements in the April 12,1985 notice. 
By the term, "walk*in vans," NHTSA is 


referring to city delivery type vehicles 
used, for example, to deliver parcels or 
dry cleaning where the drivers can walk 
directly into the vans without stooping. 

A consumer group objected to the 
proposed exemption for walk-in step 
vans on the basis that NHTSA should 
promote belt use in these vehicles by 
making them easier to use. The agency 
is not persuaded that the increase in belt 
usage which might result from the 
redesign of walk-in vans to meet the 
comfort and convenience requirements 
would justify the cost of such a 
modification. Moreover, these vehicles 
do not normally have a secondary use, 
for example, as a family vehicle, as do 
other utility vehicles which are required 
to meet the comfort and convenience 
requirements for safety belts. Due to the 
problems with cost and vehicle redesign, 
the agency does not believe that it is 
appropriate to apply the comfort and 
convenience requirements to these 
vehicles. 

Weights and Dimensions 

In the April 12,1985 notice, the agency 
proposed a chart of weights and 
dimensions which included small 
dimension changes and tolerances for 
the 50th percentile adult male. One 
manufacturer commented that the 
agency has supplied no rationale for 
these changes and that such 
dimensional revisions to the Part 572 
dummy should be the subject of a 
separate rulemaking under Part 572. This 
commenter also objected to inclusion of 
a seated hip circumference in the chart. 
The agency notes that the chart of 
weights and dimensions of vehicle 
occupants was included in Standard No. 
208 as a guide for manufacturers. The 
seated hip circumference was included 
in this chart because it is referred to in 
Standard No. 208. There is no 
requirement in Part 572 for a seated hip 
circumference; therefore, this dimension 
is not a requirement for the Part 572 test 
dummy. The agency proposed the minor 
changes to the chart to ensure that the 
dimensions set forth in the chart agreed 
with the dimensions specified on 
drawing SA 150 M002 of the test dummy. 
which is incorporated by reference in 
Part 572.5. The agency is therefore, 
adopting the proposed changes. 

Another company said that the 
dimensions of a six-year-old child are 
contained in the table defining the 
vehicle occupants. Although it highly 
recommends safety belt use for a child 
of this age. this commenter stressed that 
optimum protection for a person of these 
dimensions can only be obtained by 
using an additional special booster 
cushion equipped with a safety belt 
guide system. These types of cushions 


ore readily available in the United 
States. The commenter therefore 
requested that the standard be amended 
to permit the commenter to recommend 
the use of such a cushion in order to 
ensure correct positioning of the belt 
around a six-year old child. The agency 
agrees that, in some instances, booster 
seats do facilitate the use of adult 
restraints by this size occupant. 
However, the agency also believes that 
the average six year-old child should be 
suitably accommodated by the adult 
belt system in such a way that the child 
is adequately protected from injury and 
fatality. Therefore, the agency declines 
to make this change to the standard. 

Automatic Safety Belt Interpretation 

In 1974 (39 FR 14594). the agency 
issued an interpretation that it would 
not consider a belt system which had to 
be manually moved out of the way by 
the occupant to be an "automatic" 
system that would satisfy the 
requirements of Standard No. 208. In the 
April 12.1985 notice, the agency stated 
its belief that such an interpretation may 
be overly stringent and requested public 
comment. 

Four commenters argued that the past 
interpretation was overly stringent, 
because it would have allowed no 
manual movement of the belt to 
accommodate ingress into the vehicle. 

As a minimum, these commenters 
stated, such an interpretation should 
acknowledge that a safety belt design 
should be considered "passive" or 
"automatic" if an occupant would 
normally push the webbing aside upon 
entering the vehicle. In addition, an 
automatic belt requiring a slight 
adjustment for comfort should be 
considered an automatic restraint 
system. The commenters urged that any 
belt design, which would perform its 
protective restraining function after a 
normal process of ingress, without 
separate deliberate action by the vehicle 
occupant to deploy the restraint 
systems, should be allowed. Finally, the 
commenters said that to provide an 
automatic lap and shoulder belt design 
which would comply with the original 
interpretation could increase the 
tendency for the occupant to submarine 
under the belt. The reason is that the lap 
belt portion, which would enable an 
occupant to enter or exit the vehicle 
without manually moving the belt, could 
be raised too high. To solve this 
problem, a very expensive motorized 
Bystem would be required to move the 
belts out of the occupant's ingress/ 
egress area. 

The agency believes these comments 
have merit and has revised its 
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interpretation. The concept of an 
occupant protection system which 
requires “no action by vehicle 
occupants," as that term is used in 
Standard No. 208. is intended to 
designate a system which will perform 
its protective restraining function after a 
normal process of ingress or egress 
without separate deliberate actions by 
the vehicle occupant to deploy the 
restraint system. Thus, the agency 
considers an occupant protective system 
to be automatic if an occupant has to 
t«ke no action to deploy the system but 
would normally slightly push the safety 
belt webbing aside when entering or 
exiting the vehicle or would normally 
moke a slight adjustment in the webbing 
for comfort. The agency believes that 
the marketplace will help curb use of 
automatic belt systems which are 
complicated, or require excessive 
adjustments before ingress or egress, 
since prospective purchasers would 
reject vehicles with such systems. The 
agency believes that adoption of the 
comfort and convenience requirements 
will help ensure that manufacturers 
provide automatic belt systems which 
will promote belt usage. 

Regulatory impact 

NHTSA has considered the economic 
and other impacts of this final rule and 
determined that the rule is not a major 
rule within the meaning of Executive 
Order 12291. The agency has further 
determined that the final rule is not 
significant within the meaning of the 
Department of Transportation’s 
regulatory policies and procedures. 

A final regulatory evaluation has been 
prepared, which updates the evaluation 
of the January B. 1981 final rule, and 
takes into account the amendments in 
this final rule. The current evaluation 
also discusses and estimates the costs 
end benefits of these amendments. Since 
many vehicles currently comply with 
most of these requirements, the 
incremental costs are not anticipated to 
be significant. Copies of the evaluation 
can be obtained by writing to NHTSA's 
Docket Section at the address given at 
the beginning of this notice. 

The agency has also analysed this 
final rule for purposes of the National 
Environmental Policy Act and has 
determined that it will not have a 
significant effect on the human 
environment. Furthermore, the agency 
has reviewed the effects of this final rule 
on small entities under the Regulatory 
Flexibility Act. Based on this evaluation. 
1 certify that this rule will not have a 
significant economic impact on a 
substantial number of small entities. The 
final rule will not significantly affect the 
manufacturing process of any safety belt 


manufacturers who are small entities or 
the retail price of vehicles purchased by 
any small organizations or governmental 
units. In accordance with this 
evaluation, no regulatory flexibility 
analysis has been prepared. 

Paperwork Reduction Act 

The required instructions in the 
vehicle owner's manual concerning the 
proper use of any tension-relieving 
devices incorporated in an automatic 
beh system in this rule are considered to 
be information collection requirements, 
as that term is defined by the Office of 
Manogcment and Budget (OMB) in 5 
CFR Pert 132a Accordingly, these 
requirements have been submitted to 
and approved by the OMB, pursuant to 
the requirements of the Paperwork 
Reduction Act (44 U.S.C. 3501 et seq ). 
These requirements have been approved 
through December 31.19B6 (OMB 
approval number 2127-0541). 

List of Subjects In 49 CFR Part 571 

Imports, Motor vehicle safety. Motor 
vehicles. 

PART 57 Y—(AMENDED) 

In consideration of the foregoing, 49 
CFR 571.206. would be amended as 
follows: 

1. The authority citation for Part 571 
continues to read as fellows: 

Authority: 15 U.S.C 1392. 1401.1403.1407: 
delegation of authority at 49 CFR 1-50. 

5 571.208 (Amended) 

2. S7.1.1.3 is revised to read: 

S7.1.1.3(a) Except as provided in 

S7.1.1.3(b), a Type 1 lap belt or the lap 
belt portion of any Type 2 belt installed 
at any front outboard designated seating 
position for compliance with this 
standard in a vehicle (other than walk- 
in van-type vehicles) manufactured on 
or after September 1,1960, shall meet 
the requirements of S7.1 by means of an 
emergency-locking retractor that 
conforms to Standard No. 209 
(§ 571.209). 

(b) The requirements of S7.!!3(a) do 
not apply to the lap belt portion of any 
Type 2 belt installed in a passenger car 
manufactured before September!, 1989. 
or the walk-in van-type vehicles. 

3. S7.4 is revised to read: 

S7.4 Seat belt comfort and 

convenience, (a) Automatic scat belts 
installed in any vehicle, other than 
walk-in van-type vehicles, with a 
GVWR of 10,000 pounds or less, 
manufactured on or after September 1, 
1986, shall meet the requirements of 
S7.4.1, S7.4.2, and S7.4.3. 

(b) Except as provided in S7.4(c), 
manual seat belts, other than manual 


Type 2 belt systems installed in the front 
outboard seating position in passenger 
cars, installed for compliance with this 
standard in any vehicle which has a 
GVWR of 10,000 pounds or less, and ij 
manufactured on or after September 1, 
1986. shall meet the requirements of 
S7.4.3, S7.4.4. S7.4.5, and S7.4.0. Manual 
Type 2 seat belts in the front outboard 
seating positions of passenger cars 
manufactured on or after September 1, 
1989, shall meet the requirements of 
S7.1.1.3[a). S7.4.3, S7.4.4. S7.4-5, and 
S7.4.0, if the automatic restraint 
requirements ore rescinded pursuant to 
S4.1.5. 

(c) The requirements of S7.4(b) do not 
apply to manual belts installed in walk- 
in van-type vehicles. 

4. S7.4.1 is revised to read: 

57.4.1 Convenience hooks . Any 
manual convenience hook or other 
device that is provided to stow seat belt 
webbing to facilitate entering or exiting 
the vehicle shall automatically release 
the webbing when the automatic belt 
system is otherwise operational and 
shall remain in the released mode for as 
long as (a) exists simultaneously with 

(b) . or. at the manufacturer's option, for 
as long as (a) exists simultaneously with 

( c ) — 

(a) The vehicle ignition switch is 
moved to the “on" or “start** position. 

(b) The vehicle's drive train it 
engaged; 

(c) The vehicle’s parking brake is in 
the released mode (nonengaged). 

5. S7.4.2 is revised to read: 

57.4.2 Webbing tension-relieving 
device . Each automatic seat belt 
assembly that includes either manual or 
automatic devices that permit the 
introduction of slack in the webbing of 
the shoulder belt (e.g„ “comfort dips” or 
“windotv-shade” devices) shall comply 
with the occupant crash protection 
requirements of S5 of this standard with 
the belt webbing adjusted to introduce 
the maximum amount of slack that is 
recommended by the vehide 
manufacturer in the vehide owner's 
manual to be introduced into the 
shoulder belt under normal use 
conditions. The vehide owner’s manual 
shall explain how the device works and 
shall specify the maximum amount of 
slack (in inches) which is recommend ! 
by the vehide manufacturer in the 
owner's manual to be introduced into 
the shoulder belt under normal use 
conditions. These instructions shall also 
warn that introdudng slack beyond the 
specified amount could significantly 
reduce the effectiveness of the belt in a 
crash. Any belt slack that can be 
introduced into the belt system by 
means of any tension-relieving device or 
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design shall be cancelled each time the 
safety belt is unbuckled or the adjacent 
vehicle door is opened except for belt 
systems in open-body vehicles with no 

doors. 

6. S7.4.3 is revised to read as follows: 

57.4.3 Belt Contact Force . Except for 
seat belt assemblies which incorporate a 
webbing tension-relieving device that 
complies with S7.4.2. the upper torso 
webbing of any scat belt assembly, 
when tested in accordance with S10.6. 
shall not exert more than 0.7 pounds of 
contact force when measured normal to 
and one inch from the chest of an 

an hropomorphic test dummy, 
positioned in accordance with SlO in the 
seating position for which that assembly 
it provided, at the point where the 
centerline of the torso belt crosses the 
mirisagittal line on the dummy's chest. 

7. The first sentence of S7.4.4 is 
revised to read as follows: 

57.4.4 Latchplate Access. Any seat 
belt assembly latchplate which is 
located outboard of o front outboard 
seating position in accordance with 
$4.1.2, shall also be located within the 
outboard reach envelope of either the 
outboard arm or the inboard arm 
described in S10.5 and Figure 3 of this 
standard, when the latchplate is in its 
normal stowed position. There shall be 
sufficient clearance between the vehicle 
seat and the side of the vehicle interior 
to allow the test block defined in Figure 
4 unhindered transit to the latchplate or 
buckle. 

0. S7.4.5 is revised to read as follows: 

57.4.5 Retraction . When tested under 
the conditions of S8.1.2 and S8.1.3, with 
the anthropomorphic test dummies 
whose arms have been removed and 
which are positioned in accordance with 
SlO and restrained by the belt systems 
for those positions, the torso and lap 
belt webbing of any of those seat belt 
systems shall automatically retract 
when the adjacent vehicle door is in the 
open position, or when the seat belt 
latchplate is released, to a stowed 
position. That position shall prevent any 
pari of the webbing or hardware from 


being pinched when the adjacent vehicle 
door is closed. A belt system with a 
tension-relieving device in an open¬ 
bodied vehicle with no doors shall fully 
retract when the tension-relief device is 
manually deactivated. For the purpose 
of the retraction requirement, outboard 
armrests may be placed In their stowed 
positions if they are on vehicle seats 
which must have the armrests in the 
stowed position to allow an occupant to 
exit the vehicle. 

9. S7.4.8.1 is revised to read as 
follows: 

S7.4.6.1(a) Any manual seat belt 
assembly whose webbing is designed to 
pass through the seat cushion or 
between the seat cushion and seat back 
shall be designed to maintain one of the 
following three seat belt and parts (the 
seat belt latchplate, the buckle, or the 
seat belt webbing) on top of or above 
the seat cushion under normal 
conditions (i.e.. conditions other than 
when belt hardware is intentionally 
pushed behind the seat by a vehicle 
occupant). In addtion. the remaining two 
seat belt parts must be accessible under 
normal conditions. 

(b) The requirements of S7.4.0.1(a) do 
not apply to: (1) seats whose seat 
cushions are movable so that the seat 
back serves a function other than 
seating, (2) seats which are removable, 
or (3) seat9 which are movable so that 
the space formerly occupied by the seat 
can be used for a secondary function. 

10. S4.5.3.3(b) is revised to read as 
follows: 

S4.5.3.3(b) In place of a warning 
system that conforms to S7.3 of this 
standard, be equipped with the 
following warning system: At the left 
front designated seating position 
(driver’s position), a warning system 
that activates a continuous or 
intermittent audible signal for a period 
of not less than 4 seconds and not more 
than 8 seconds and that activates a 
continuous or flashing warning light 
visible to the driver for not less than 60 
seconds (beginning when the vehicle 


ignition switch is moved to the "on* or 
the "start" position) when condition (A) 
exists simultaneously with condition (B). 
and that activates a continuous or 
flashing warning light visible to the 
driver, displaying the identifying symbol 
for the set belt telltale show in Table 2 
of Standard No. 101 (49 CFR 571.101), or. 
at the option of the manufacturer if 
permitted by Standard No. 101. 
displaying the words "Fasten Seat 
Belts" or "Fasten Belts," for as long as 
condition (A) exists simultaneously with 
condition (C). 

(A) The vehicle’s ignition switch is 
moved to the "on" position or to the 
"start" position. 

(B) The driver’s automatic belt is not 
in use, as determined by the belt latch 
mechanism not being fastened, or. if the 
the automatic belt is non-dctachable. by 
the emergency relascs mechanism being 
in the released position. In the case of 
motorized automatic belts, the 
determination of use shall be made once 
the belt webbing is in its locked 
protective mode at the anchorage point. 

(C) The belt webbing of a motorized 
automatic belt system is not in its 
locked protective mode at the 
anchorage point. 

11. The first sentence of S10.5 is 
amended to delete "S7.4.7" and to insert 
in its place "S7.4.4." 

12. S10.6 is amended to read as 
follows: 

SlO 6 To determine compliance with 
S7.4.3 of this standard, position the 
anthropomorphic test dummy in the 
vehicle in accordance with S8.1.11, and 
under the conditions of Sa.1.2, S3.1.3. 
and S8.1.9. Close the vehicle’s adjacent 
door, pull 12 inches of belt webbing from 
the retractor and then release it, 
allowing the belt webbing to return to 
the dummy’s chest. Pull the belt 
webbing three inches from the dummy’s 
chest and release until the webbing is 
within one inch of the dummy's crest 
and measure belt pressure. 

13. Figure 4 of this standard is 
modified as follows: 
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Figure 4-USE OF CLEARANCE TEST BLOCK TO DETERMINE HAND/ARM ACCESS 


14. The weights and dimensions of the standard and specified in S7.1.13 are 
vehicle occupants referred to in this modified to read as follows: 
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15. The Note following paragraph 
Si 1.8 is revised to read as follows: 

Note:—The concept of an occupant 
protection system which requires “no action 
by vehicle occupants,'* as that term is used in 
Standard No. 208, is intended to designate a 
system which will perform its protective 
restraining function after a normal process of 
ingress or egress without separate deliberate 


actions by the vehicle occupant to deploy the 
restraint system. Thus, the agency considers 
an occupant protection system to be 
automatic if an occupant has to take no 
action to deploy the system but would 
normally slightly push the seat belt webbing 
aside when entering or exiting the vehicle or 
would normally make a slight adjustment in 
the webbing for comfort. 


Issued on: November 1.1385. 

Diane K. Steed, 

Administrator* 

|FR Doc. 85-26420 Filed 11-1-8S; 11:51 am) 

BUUN3 CODE 4*10-5*-*! 


INTERSTATE COMMERCE 
COMMISSION 

49 CFR Part 1144 

[Ex Parte No. 445 (Sut>4Jo. 1)] 

Intramodal Rail Competition 

agency: Interstate Commerce 

Commission. 

action: Final rule. 

summary: The Commission adopts, with 
modifications, the proposals by the 
Association of American Railroads, the 
National Industrial Transportation 
League, and the Chemical 
Manufacturers Association for rules to 
govern the handling of the following 
competitive access issues: Cancellation 
of through routes and joint rates, and 
prescription of through routes, through 
rates, and reciprocal switching. The 
rules are set forth in the appendix. 
dates: The rules are effective on 
December 6,1985. 

FOR FURTHER INFORMATION CONTACT: 

Louis E. Gitomer, (202) 275-7245. 
SUPPLEMENTARY INFORMATION: 

Additional information is contained in 
the Commission's decision. To purchase 
a copy of the full decision, write to TS. 
InfoSystems. Inc., Room 2229, Interstate 
Commerce Commission Building, 
Washington. DC 20423. or call 289-4357 
(DC Metropolitan area) or toll free (800) 
424-5403. 

List of Subjects in 49 CFR Part 1144 

Intramodal competition. Competitive 
access. Railroads. 

Decided October 29,1985. 

By the Commission. Chairman Taylor. Vice 
Chairman Gradison, Commissioners StrrrHi, 
Andre, Simmons, Lamboley and Strenio. 
Commissioners Lamboley and Strenio 
commented with a separate expressions 
Jamas H. Bayne, 

Seavtary. 

Appendix 

Chapter X of title 49 of the Code of 
Federal Regulations is amended by 
adding Part 1144 to rend as follows: 

PART 1144—INTRAMODAL RAIL 
COMPETITION 

Sec 

1144.1 Notification, explanation, and 
justification. 
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1144 2- Negotiation. 

11443. Suspension. 

11H 4 Investigation of proposed 
cancellations. 

1144.5 Prescription. 

1144.6 General. 

Authority. 49 U.S.C. 10321.10703.10705. 
10707 and U103; ami 5 U S.C. 55.4 

$ 1144.1 Notification, explanation, and 

justification. 

(a) Notification. A rail currier 
p-i'posing to cancel a through route and/ 
or a joint rate shall comply with the 
requirements of 49 U.S.C. 10782(c)(3) 
and I0705a(f). as appropriate, ond 49 
CFR Part 1312, and shall give notice of 
its intent to make such a cancellation 45 
days prior to the effective date of the 
cancellation. For cancellations under 49 
U S C. 10765(e), the 45-day period must 
consist of at least a 25-day notice of 
intent to file followed by a 20-day tariff 
filing in compliance with 49 U.S.C. 
10762(C)(3). 

(b) Explanation and justification. —( 1 ) 
Reqa Sit Alter a rail earner has given 
notice of a proposed cancellation, any 
affected party may ask the canceling roil 
carrier to: (i) Explain how the proposed 
cancellation will affect the party, and 

(ii) justify the application of the 
cancellation to a route or rate actively 
used by or participated in by the party, 

(2) Reply. The rail carrier proposing 
(he cancellation must give the party the 
requested explanation and Justification, 
including pertinent mileage and cost 
data, within 10 days of the date the 
request is made. 

(3) Time. By mutual agreement, the 
rail carrier proposing the cancellation 
and the affected party may alter the 
time frames of (2) above. The 49 CFR 
Pari 1312 time periods for protest and 
replies apply. 

(4) Content. The content of the request 
and reply (other than pertinent mileage 
and cos! data) will be left to the parties, 
though all information pertinent to the 
individual case should be included. The 
failure to provide information necessary 
to analyte the action under the criteria 
established in $ 1144.3 may be treated 
as an admission against interest. 

$1144.2. Negotiation. 

(a) Timing. At least 5 days prior to 
challenging a cancellation of a through 
route or joint rate, or seeking the 
prescription of a through route, joint 
rate, or reciprocal switching, the party 
intending to initiate such action must 
first seek to engage in negotiations to 
resolve its dispute with the prospective 
defendants. 

(b) Participation. Participation or 
failure to participate in negotiations 
does not waive a party's right to file a 


timely request far suspension and/or 
investigation or prescription. 

(c) Arbitration. The parties may use 
arbitration as part of the negotiation 
process, or in lieu of litigation before the 
Commission. 

1 1144.3 Suspension. 

(a) General. Under these rules the 
Commission will suspend and 
investigate, investigate, or not suspend 
and investigate a proposed cancellation 
of a through route and/or joint rate. A 
persuasive presentation under all of the 
criteria below is sufficient for the 
Commission to determine that the 
requirements of 49 U.S.C 10707(c)(1) 
have been met warranting suspension 
and investigation of the proposed 
cancellation. Failure to convince the 
Commission on any one of the criteria 
may result in either only an 
investigation (no suspension) or a 
determination not to investigate. This 
will be decided on a case-by case basis. 

(b) Statutory factors. A decision under 
(a) will be made based on the broad 
factors in 49 U.S.C. 10707(c)(1). The 
criteria considered in analyzing the 
factors in 49 U.S.C. 10707(c)(1) (A and B) 
are in (c) below. The requirements to 
keep account under 49 U.S.C. 
10707(c)(1)(C) cannot be applied to 
cancellation cases, and will no! be 
considered 

(c) Criteria. The Commission will 
suspend and investigate if a protestant 
shows: 

(1) The cancellations of a through 
route and/or joint rate would eliminate 
effective railroad competition for the 
affected traffic between the origin and 
destination. Among other evidence, the 
Commission will consider two 
rebuttable presumptions to show the 
elimination of effective railroad 
competition: (i) That the mileage 
between the origin and destination over 
the route to be canceled is not more 
than that of any feasible alternative rail 
route; and (ii) that the cost of operating 
via the route to be canceled is not more 
than that of any feasible alternative rail 
route; and 

(2) Either (i) a protesting shipper has 
used or would use the through route 
and/or joint rate proposed to be 
canceled to meet a significant portion of 
its current or future railroad 
transportation needs between the origin 
and destination; or (ii) a protesting 
carrier has used or would use the 
affected through route and/or joint rate 
for a significant amount of traffic. 

$ 1144.4 Investigation of proposed 
cancellations. 

(a) General. The Commission shall 
determine that a proposed cancellation 


of a through route and/or joint rate is 
contrary to the public interest under 49 
U.S.C 10705 if it finds that the 
cancellation, or a rate that would remain 
in place after the cancellation, is 
contrary to the competition policies of 
49 U.S.C. 10101a or is otherwise 
anticompetitive. 

(b) Factors. In making its 
determination, the Commission will take 
into account all relevant factors, 
including: 

(1) The revenues of the Involved 
railroads on the affected traffic via the 
rail routes in question. 

(2) The efficiency of the rail routes in 
question, including the costs of 
operating via those routes. 

(3) The rates charged or sought to be 
charged by the canceling railroad or 
railroads. 

(4) The revenues, following the 
cancellation, of tire involved railroads 
for the traffic in question via the 
affected through route; the costs of the 
involved railroads for that traffic via 
that route; the ratios of those revenues 
to those costs; and all circumstances 
relevant to any difference in those 
ratios; provided that the mere loss of 
revenue to an affected carrier will not 
be a basis for finding that a cancellation 
is antic-competitive. 

(c) Other considerations. (1) The 
Commission will not consider product 
competition. 

(2) If a railroad wishes to rely in any 
way on geographic competition, it will 
have the burden of proving the existence 
of effective geographic competition by 
clear and convincing evidence. 

(3) Where a cancellation has been 
determined to be contrary to the 
competitive standards of this section, 
the overall revenue inadequacy of the 
canceling carrier will not excuse such a 
cancellation. 

(4) Any investigations of proposed 
cancellations under the terms of this 
paragraph will be conducted and 
concluded by the Commisson on an 
expedited basis. 

5 1144.5 Prescription. 

(a) General. A through route or a 
through rate shall be prescribed under 
49 U.S.C. 10705. or a switching 
arrangement shall be established under 
49 U.S.C. 11103, if the Commission 
determines: 

(1) That the prescription br 
establishment (i) is necessary to remedy 
or prevent an act that is contrary to the 
competition policies of 49 U.S.C 10101a 
or is otherwise anticompetitive, and (ii) 
otherwise satisfies the criteria of 49 
U.S.C 10705 and 11103, as appropriate. 
In making its determination, the 
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Commission shall take into account all 
relevant factors, including: 

(A) The revenues of the involved 
railroads on the affected traffic via the 
mil routes in question. 

(B) The efficiency of the rail routes in 
question, incuding the costs of operating 
via those routes. 

(C) The rates or compensation 
charged or sought to be charged by the 
railroad or railroads from which 
prescription or establishment is sought. 

CD) The revenues, following the 
prescription, of the involved railroads 
for the traffic in question via the 
affected route; the costs of the involved 
railroads for that traffic via that route; 
the ratios of those revenues to those 
costs; and all circumstances relevant to 
any difference in those ratios; provided 
that the mere loss of revenue to an 
affected carrier shall not be a basis for 
finding that a prescription or 
establishment is necessary to remedy or 
prevent an act contrary to the 
competitive standards of this section; 
and 

(2) That either: 

(1) the complaining shipper has used 
or would use the through route, through 
rate, or reciprocal switching to meet a 
significant portion of its current or future 
railroad transportation needs between 
the origin and destination; or 

(ii) the complaining carrier has used 
or would use the affected through route, 
through rate, or reciprocal switching for 
a significant amount of traffic. 

(b) Other considerations. (1) The 
Commission will not consider product 
competition. 

(2) If a railroad wishes to rely in any 
way on geographic competition, it will 
have the burden of proving the existence 
of effective geographic competition by 
clear and convincing evidence. 

(3) When prescription of a through 
route, a through rate, or reciprocal 
switching is necessary to remedy or 
prevent an act contrary to the 
competitive standards of this section, 
the overall revenue inadequacy of the 
defendant railroad(s) will not be a basis 
for denying the prescription. 

(4) Any proceeding under the terms of 
this section will be conducted and 
concluded by the Commission on an 
expedited basis. 

$1144.6 General. 

(a) These rules will govern the 
Commission's adjudication of individual 
cases pending on or after the effective 
date of these rules (October 31,1985). 

(b) These rules supersede the rules at 
49 CFR Part 1132 to the extent they are 
inconsistent. 


(c) Discovery under these rules is 
governed by the Commission's general 
rules of discovery at 49 CFR Part 1114. 

(d) Any Commission determinations 
or findings under this Part with respect 
to compliance or non-compliance with 
the standards of $$ 1144.4 and 1144.5 
shall not be given any res judicata or 
collateral estoppel effect in any 
litigation involving the same facts or 
controversy arising under the antitrust 
laws of the United States. 

[FR Doc. 85-26421 Filed 11-5-85; 8:45 amj 
alUJNG cooe 7QK-01-M 


DEPARTMENT OF COMMERCE 

National Oceanic and Atmospheric 
Administration 

50 CFR Part 204 

(Docket No. 50957-51741 

OM0 Control Numbers for NOAA 
Information Collection Requirements 

agency: National Marine Fisheries 
Service (NMFS). NOAA, Commerce. 
action: Final rule; notice of OMB 
control numbers. 


summary: NOAA is codifying the 
control numbers that have been issued 
by Ihe Office of Management and 
Budget (OMB) for information collection 
requirements in Administration rules 
that are approved ur.der the Paperwork 
Reduction Act Control numbers will no 
longer appear as part of the section or 
part containing the information 
collection requirement, but will be 
centrally located in a table in new Part 
204 of 50 CFR Chapter II, Subchapter A. 
effective date: November 8,1985. 

FOR FURTHER INFORMATION CONTACT: 
William B. Jackson, Fees, Permits, and 
Regulations Division, National Marine 
Fisheries Sen. ice, 3300 Whitehaven 
Street NW.. Washington. DC 20235, 202- 
834-7432. 

SUPPLEMENTARY INFORMATION: On 

March 31,1983, OMB published final 
regulations under the Paperwork 
Reduction Act of 1960 (48 FR 13689). 
Section 1320.12,1320.13. and 1320.14 of 
those regulations require that agencies 
display control numbers assigned by 
OMB to certain of the agencys' 
regulations that solicit or obtain 
information from ten or more members 
of the public. This rule sets forth these 
control numbers in tabular form. 

Classification 

The NOAA Administrator has 
determined that this regulation is not a 
“major rule" requiring a regulatory 


impact analysis under Executive Or 
12291. 

This action is categorically excluded 
from the requirement to prepare an 
environmental assessment by NOAA 
Directive 02-10. 

Because this regulation relates mea*ly 
to an agency procedure for carrying out 
the requirement that OMB control 
numbers be displayed, the notice and 
public comment requirements of 5 U.S.C 
553 do not apply. Accordingly, this 
regulation is not subject to the 
Regulatory Flexibility Act. 

List of Subjects in 50 CFR Part 204 

OMB control numbers. Paperwork 
Reduction Act, Reporting and 
recordkeeping requirements. 

Dated. October 31.1985. 

Carmen |. Blondin, 

Deputy Assistant Administrator for Fishery 
Resource Management. National Morine 
Fisheries Service. 

For the reasons set forth in the 
preamble, 50 CFR Chapter 11 is amende 
by adding a new Part 204 in Subchupter 
A as follows: 

1. The authority citation for Part 204 is 
added to read as follows: 

Authority: Paperwork Reduction Ad of 
I960.44 U.S.C. 3501-3520 (1982). 

2. In Subchapter A—General 
Provisions—a new Part 204 is added to 
read as follows: 

PART 204—OMB CONTROL NUMBERS 
FOR NOAA INFORMATION 
COLLECTION REQUIREMENTS 

$204.1 OMB control numbers assigned 
pursuant to the Paperwork Reduction Act 

(a) Purpose. This part collects and 
displays control numbers assigned to 
information collection requirements of 
the Notional Marine Fisheries Service 
by the Office of Management and 
Budget (OMB) pursuant to the 
Paperwork Reduction Act (PRA) of 1988 
This part fulfills the requirements of 
section 3S07lf) of the PRA, which 
requires that agencies display a currer: 
control number assigned by the Director 
of OMB for each sgency information 
collection requirement. 

(b) Display. 
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50 CFR Part 650 
I Docket No. 50835-51691 
Atlantic Sea Scallop Fishery 

agency: National Marine Fisheries 
Service (NMFS), NOAA, Commerce. 
action: Final rule and request for public 
comment 

summary: NOAA issues this final rule 
implementing Amendment 1 
(amendment) to the Fisheries 
Management Plan for Atlantic Sea 
Scallops (FMP). These regulations 
implement the amendment by 
establishing a four-ounce standard for 
sea scallops which requires that the 
combined weight of the ten smallest 
scallops in one-pint samples averaged 
for all samples taken from a trip or lot 
equal at least four ounces. In addition, 
the regulations eliminate the temporary 
adjustment of the meat count/shell 
height standard and extends 
enforcement to all levels of processing 
while scallops arc in their landed form, 
before they are sorted or graded for the 
retail market. The intended effects are 
to improve the conservation program for 
Atlantic sea scallops by reducing the 
mortality of small, immature scallops to 
enhance yield per recruit and the 
reproductive potential of the resource. 
dates: This action is effective January 
1.1986. Comments are invited until 
November 29,1985. 
address: Copies of the amendment, 
environmental assessment, regulatory 
impact review, and regulatory impact 
analysis are available from Mr. Douglas 
C. Marshall, Executive Director, New 
England Fishery Management Council, 
Suntaug Office Park, 5 Broadway, 
Saugus, Massachusetts, 01906. 

FOR FURTHER INFORMATION CONTACT: 
Carol J. Kilbride, Scallop Management 
Coordinator. 617-281-3600. 


SUPPLEMENTARY INFORMATION: 

Background 

The FMP was prepared by the New 
England Fishery Management Council in 
consultation with the Mid-Atlantic and 
South Atlantic Fishery Management 
Councils. The Amendment (1) 
establishes a minimum size standard, 
the four-ounce standard, whereby the 
combined weight of the ten smallest sea 
scallops in one-pint samples averaged 
for all samples taken from a trip or lot 
must weigh at least four ounces; (2) 
extends enforcement of this standard 
beyond the point of first transaction in 
the United States as long as the scallops 
remain in their landed form and (3) 
eliminates the temporary adjustment of 
the average meat count/shell height 
standard. 

The purpose of the amendment is to 
reduce the taking of immature scallops. 
The selective harvest of small scallops 
w ill, if continued, dissipate the benefits 
anticipated from FMP implementation 
by reducing the yield per recruit and the 
reproductive potential of the resource. 
When the Council originally developed 
the FMP. it was with the expectation 
that an average meat count/shell height 
standard would provide sufficient 
protection for small scallops. However, 
during the spring and summer of 1983, 
significant numbers of very small, 
immature scallops recruited into the 
fishery in the south channel area of 
Georges Bank and were harvested at 
sizes as small as 80 meat count (the 
number of meats per pound). These 
small scallops were then mixed with 
larger ones, from different resource 
areas, to achieve the average meat count 
standard required by the FMP. A similar 
situation has occurred on the northern 
edge and peak of Georges Bank, and in 
the New York Bight area during 1985. 

The four-ounce standard established 
by the amendment corresponds to a 40 
meats per pound minimum scallop size. 
The long-term analysis indicates that a 
40 meats per pound minimum size, 
applied on a trip basis, will result in 
approximately a 30 meat count average 
on an annual basis. This is the original 
goal of the FMP. In addition, it would 
provide adequate protection from 
overfishing since most sea scallops 
which have reached this size have 
spawned once. 

Amendment 1 replaces the average 
meat count/shell height standard with 
the four-ounce standard, and at the 
same time, eliminates the temporary 
adjustment of the management 
standard. The four-ounce standard is 
expected to result in catches that vary in 
average size based on recruitment. 


Under the average meat count 
approach of the original FMP. 
enforcement was limited to the point of 
first transaction in the United States. 
Consequently, paper transfers of landed 
scallops could easily and quickly move 
illegal scallops beyond the first 
transaction in the United States and 
.beyond the reach of law enforcement 
officials. Amendment 1 provides for the 
enforcement of the four-ounce standard 
by prohibiting the possession of non- 
conforming scallops in landed form at 
all times and places in the United 
States. Enforcement resources of NMFS 
are limited, however, and it is 
impossible to monitor all landings of 
scallops to ensure compliance with the 
four-ounce standard. Therefore, this new 
standard will be enforced dockside, and 
at all levels of processing while the 
scallops are in landed form, before they 
ore sorted or graded for the retail 
market. 

Proposed regulations to implement the 
amendment were published on August 
16.1985 (50 FR 33083). The public 
comment period ended on September 27. 
1985. Five written comments were 
received. 

Response to Public Comment 

Written comments were submitted by 
the New England Fishery Management 
Council (Council), the Seafood 
Producers* Association (SPA), Wells 
Scallop Company (WSC), Cape Oceanic 
Corporation (COC). and a sea scallop 
fisherman. 

Comment (1): The Council raised 
several concerns regarding the 
compliance and sampling procedures. 
The first concern was that the proposed 
rule did not adequately implement the 
Council's intent that the four-ounce 
standard be representative of the entire 
catch. The Council suggested that 
representative samples should be drawn 
from the catch, and they should be 
collectively analyzed to establish 
whether the trip is in compliance. It also 
suggested that large trips he sampled 
more intensively than small trips. 

Response: The compliance and 
sampling procedures contained in the 
interim regulations are revised from the 
proposed rule and are based on specific. 
comments provided by the Council. The 
numbers of bags selected for sampling 
are to be based on a minimum number 
or a percentage of the total number of 
bags in possession. These bags, each 
representing an individual sample, are 
to be analyzed as a group to determine 
compliance with the four-ounce 
standard. 

NOAA did not adopt the Council s 
suggestion that ten percent of each 
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specific trip would be sampled. While 
NOAA has adopted the Council*s 
comment that a minimum of ten (10) 
bags be sampled per trip, sampling up to 
ten percent of each trip may be done at 
the discretion of the authorized officer, 
based upon the variability of the 
samples within the sample group. 

NOAA had determined that it may not 
be necessary on some trips to sample 
ten percent of the bags to obtain an 
accurate representation of the trip. 

NOAA did not adopt the Council’s 
comment that samples be drawn from 
the center of a bag. From a practical 
standpoint, having to prove that a 
sample was drawn from the center of a 
bag would be virtually impossible. 
Further, it ought allow fishermen to 
stratify a bag by placing small scallops 
at the top and bottom of the bag, thereby 
frustrating enforcement efforts and the 
objective of the FMP. 

NOAA believes that the revised 
compliance and sampling procedures 
fully address the Council’s concerns, 
and implement the intent of the 
amendment. 

Comment (2): The Council suggested 
that the four-ounce standard be adjusted 
seasonally to account for weight loss of 
the scallop meat during spatvning. 

Response: NOAA believes that 
implementing a seasonal adjustment to 
the four-ounce standard is not 
appropriate because the amendment 
does not address this management issue. 
NOAA recommends the Council 
consider an amendment to address 
seasonal adjustment. 

Comment (3): The SPA and COC 
expressed concern over the difficulty of 
at-sea compliance by requiring 
fishermen to determine when an 
individual scallop weighs at least 0.4 
ounce. 

Response: NOAA is aware that 
reasonable diligence by fishermen may 
not avoid the shucking of scallops that 
weigh less than 0.4 ounce. The Council 
addressed this problem following the 
public hearings in the spring of 1984 by 
shifting the focus of the standard away 
from the individual scallop. The four- 
ounce standard now requires that the 
average of the combined weight of the 
ten smallest scallops in the one-pint 
samples be a minimum of four ounces 
averaged for each trip. This embraces a 
level of tolerance to account for small 
scallops which are inadvertently 
shucked. 

When NOAA published the proposed 
rule, the intent of the amendment with 
respect to the level of tolerance that 
would be allowed was interpreted to 
require samples from as many as two 
bags in any given trip. The Council 
commented that this tolerance was well 


below what they contemplated when the 
amendment was drafted. In response to 
that comment, NOAA has revised the 
sampling procedure to better reflect 
what the Council intended. The 
sampling procedure now requires an 
authorized officer to sample at least ten 
bags, but not more than ten percent of 
the bags in any trip. A violation results 
only if the average of the aggregate 
weights of all samples taken is less than 
four ounces. 

Comment (4): Comments received 
from the SPA, COC, a fisherman, and 
WSC expressed concern regarding the 
adverse economic impacts that could 
result from the implementation of the 
amendment 

Response: The Council examined the 
economic impact of the four-ounce 
standard when formulating the 
amendment The analysis supporting the 
Council’s decision suggests the potential 
impacts of the new standard will likely 
be mitigated at the end of one fishing 
year as the forgone catch of small 
scallops early in the year grow and 
recruit during the second fishing year 
following implementation. Long-term 
benefits to harvesters associated with 
the achievement of FMP objectives are 
expected to commence within the third 
year of implementation. 

Comment (5): The SPA, COC, and a 
scallop fishermen commented that the 
amendment is not workable, and 
therefore, alternative measures should 
be considered. 

Response: The Council has discussed 
alternative measures to manage the 
scallop fishery, such as closed area and 
gear restrictions. These discussions will 
continue in the future as the Council 
addresses the problems facing the sea 
scallop industry. The intent of the 
amendment is to rectify an unforeseen 
problem that developed after 
implementation of the FMP. When the 
Council originally developed the FMP, it 
was with the expectation that an 
average meat count/shell height 
standard would provide sufficient 
protection for undersized scallops in 
order to enhance yield per recruit and 
the reproductive potential of the 
resources. Data have shown that the 
average meat count/shell height 
standard of the FMP has not reduced 
exploitation on young and immature 
scallops as originally intended. 

Changes to the Proposed Regulations 

The final rule differs from the 
proposed role in order to clarify the 
extent, beyond the point of first 
transaction in the United States, that the 
four-ounce standard will be enforced. 
Section 650.2 defines the terms Bog and 
Landed Form. Section 850.20 includes 


language which states that the four- 
ounce standard applies to all sea 
scallops in their landed form and before 
they are sorted and graded for the retail 
market. 

At § 650.21(b) (1) and (3). the 
compliance and sampling procedures 
have been revised from the proposed 
rule to implement the Coimcirs intent 
that the four-ounce standard be 
representative of the entire trip. The 
revised procedures require an 
authorized officer to sample at least ten 
bags of scallops, but not more than ten 
percent of the bags in any one trip. A 
violation results only if the average of 
the aggregate weights of all samples 
taken is less than four ounces. If the 
scallops are in control or possession of a 
dealer/processor, the total number of 
bags in possession, for sampling and 
seizure purposes, will be determined by 
analyzing such footers as the source ( is 
indicated by markings on the container, 
invoices, receipts, etc.), and location 
(i.e., physical isolation in one area of the 
processor's premises or in one large 
container). Once the amount of scallops 
subject to the investigation has been 
determined, the sampling procedure 
shall continue as outlined in 8 650,21. 

The Secretary is requesting further 
public comment on the changes to the 
sampling and compliance provisions of 
the proposed rule until November 29, 
1985. The Secretary will consider all 
public comments received and will issue 
notice in the Federal Register modifying 
or leaving unchanged the finol rule. The 
effective date of the final rule has been 
delayed until January 1,1986, so as to 
conform with the start of the 1988 fishing 
year. 

Classification 

The Regional Director determined that 
the amendment is necessary for the 
conservation and management of the 
Atlantic sea scallop fishery and that it is 
consistent with the Magnuson Act and 
other opplicablc law. 

The Council prepared an 
environmental assessment for this 
amendment and concluded that there 
will be no significant impact on the 
environment as a result of this rale. You 
may obtain a copy of the environmental 
assessment from the Council at the 
address listed above. 

The Administrator of NOAA 
determined that this role is not a '‘major 
rule" requiring a regulatory impact 
analysis under Executive Order 12291 A 
summary was published at 50 FR 33083 
A supplemental R1R was prepared to 
address benefits and costs associated 
with enforcing the four-ounce standard 
on sea scallops in landed form at all 
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times and places in the United States. It 
has been determined that the 
enforcement costs and costs to the 
industry will be minimal. You may 
obtain a copy of this supplement from 
the Council at the address listed above. 

The Council prepared a final 
regulatory flexibility analysis which 
describes the effects this rule will have 
on small entities. You may obtain a copy 
of this analysis from the Council at the 
address listed above. 

This rule does not contain a collection 
of information requirement for the 
purposes of the Paperwork Reduction 
Act. 

The Council determined that this rule 
will be implemented in a manner 
consistent to the maximum extent 
practicable with the approved coastal 
rone management programs of Maine. 
New Hampshire. Massachusetts. Rhode 
Island. Connecticut. New York. New 
Jersey. Maryland. Delaware, and North 
Carolina. This determination was 
submitted for review by the responsible 
State agencies under Section 307 of the 
Coastal Zone Management Act. The 
State agencies agreed with this 
determination, except for Maine and 
Rhode Island which failed to comment 
within the statutory time period. 

List of Subjects in 50 CFR Part 650 

Fisheries. 

Du ted. November 1.1985. 

Carmen J Blondin. 

Deputy Assistant Administrator for Fisheries 
Resource Management. National Marine 
Fisheries Service. 

PART 650—1 AMENDED! 

For the reasons set out in the 
preamble. NOAA amends 50 CKR Part 
650 as set forth below: 

1 The authority citation for Part 650 
continues to read as follows: 

Authority: 16 U.S.C. 1801 et seq. 

2. The Table of Contents is amended 
by revising the headings for §§ 650.20 
and 650.22 as follows: 

Subpart B—Management Measures 
• • • • • 

Sec 

650.20 Four-ounce standard 


65022 Review of resource status. 


§650.1 {Amended] 

3. Section 650.1 is amended by 
removing the last sentence. 

4. In § 650.2, the definition of Non- 
conforming Atlantic sea scallops is 
revised, and the definitions of Bag, Four- 
ounce standard, and Landed form are 
added alphabetically as follows: 

§650.2 Definitions. 

• • • • • 

Bag means a sack normally made 
from cheesecloth which holds forty (40) 
pounds, more or less, of shucked scallop 
meats. 

• • • • • 

Four-ounce standard means that the 
ten smallest scallops in a one-pint 
sample must weight at least four (4,0) 
ounces. 

• • • • • 

landed form means landed scallops 
which have not been sorted or graded 
according to size for the retail market. 

• • • • • 

Non-conforming Atlantic sea scallops 
means scallops which do not meet the 
standards specified in § 650.20 of these 
regulations, unless, for the purposes of 
compliance with the four-ounce 
standard measurement provisions of 
that section, the scallops have been 
certified, through a procedure specified 
by the Regional Director, to have been 
taken under a management system 
which the Regional Director finds to be 
substantially consistent with the 
conservation objectives of the FMP and 
these regulations. Certified sea scallops 
will be deemed to be non-conforming 
unless they are accompanied at all times 
by positive documentary evidence of 
their certification. 

• tit* 

5. In § 650.7, the introductory text of 
the section is set out for the convenience 
of the reader and paragraph (a) is 
revised to read as follows: 

§ 650.7 Prohibitions. 

It is unlawful for any person: 

(a) To possess any non-conforming 
Atlantic sea scallops once they have 
been landed in the United States. 

(1) Atlantic sea scallops will be 
subject to inspection at all times and 
places in the United States for 
conformance with the four-ounce 
standard, in accordance with the 
compliance and sampling procedures 
specified in § 650.21. 

(2) Atlantic sea scallops will be 
subject to inspection at all times and 
places in the United States for 
conformance with certification 
provisions, where applicable. 


6. Section 650.20 is revised to read as 
follows: 

§ 650.20 Four-ounce standard. 

A four-ounce standard will apply to 
all sea scallops in their landed form, 
whether the scallops are shucked at sea 
of landed in the shelL 

7. Section 650.21 is revised to read as 
follows: 

§650.21 Compliance and sampling 
procedures. 

(a) Compliance with the four-ounce 
standard will be subject to inspection at 
all times and places in the United 
States. For the purposes of inspecting 
scallops in the shell to determine 
compliance with the four-ounce 
standard, an authorized officer may. at 
his discretion, direct the person in 
possession of the scallops to shuck, or 
delay inspection until sufficient scallops 
have been shucked, to allow the taking 
of samples as specified below. 

(b) (1) The authorized officer will take 
one-pint samples from containers or 
bags holding the total amount of scallop 
meats in possession. For the purpose of 
determining the number of bags of 
scallops in possession, an inquiry will 
be made, if possible, to the individual in 
possession or control of the scallops. No 
more than 10 percent of the bags in 
possession, or declared to be in 
possession, (or at least 10 bags) will be 
sampled by an authorized officer. If the 
number of bags of scallops in possession 
or control of a person is less than 10, 
each bag or container must contribute 
one. one-pint sample to the overall 
sampling procedure. The portion of the 
total scallops in possession of a dealer/ 
processor that will be treated as a 
separate entity for the purpose of 
sampling will be determined upon 
consideration of several factors 
including, but not limited to, the source 
of those scallops, and/or their physical 
isolation from other groups of scallops 
on the premises. If a party in possession 
or control of the scallops is unavailable, 
or refuses to declare the number of 
scallops held by him, then the number of 
bags will be determined by the 
authorized officer conducting the 
inspection. If a party is in possession or 
control of scallop* in their landed form 
which arc not in bags, the authorized 
officer will bag a sufficient number of 
scallops from the container to perform 
the sampling procedure. If scallops are 
found which had not been declared or 
determined to be part of the total 
amount of scallop meats in possession. 
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these scallops will be treated as a 
separate entity or sampling purposes. 

(2) A sample fails to comply with the 
four-ounce standard if the ten smallest 
scallop meats in the one-pint sample 
weigh less than four ounces. If a sample 
fails to meet the four-ounce standard, 
the authorized officer may take, if 
requested by the person in possession or 
control of the scallops, another sample 
from the bag or container from which 
the non-complying sample was drawn. 
The authorized officer will average the 
weights of the two samples. The average 
aggregate weight of the ten smallest 
scallops from both one pint samples will 
determine if the bag meets the standard. 

(3) A violation of the four-ounce 
standard occurs if the average of the 
figgregnte weights of the ten smallest 
scallops in all the one pint samples 
taken fails to meet the four-ounce 
standard. If a violation of the four-ounce 
standard is found among those 
undeclared scallops from a particular 
vessel and being treated as a separate 
entity for the purpose of sampling, the 
entire amount of scallops in possession 
or control will be deemed in violation. If 
a violation of the four-ounce standard is 
found among scallops possessed by a 
dcaJcr/processor. only those scallops 
being treated os a separate entity for the 
purpose of sampling (Le., the total 
amount of scallops, up to 10 percent of 
which has been drawn as samples) will 
be deemed in violation. 

8, Section 650.22 is revised to read as 
follows: 

5 650.22 Review of resource status. 

(a) Scope andpurptose of review . The 
Regional Director will review the status 
of the Atlantic sea scallop resource on a 
continuing basis, and wilL at least 
annually, prepare a report concerning 
the status of the fishery and possible 
changes in the resource, fishery, or 
industry which might require 
amendment of the FMP. The Council 
may. at any time, request that such a 
report be prepared within sixty days. 

(b) Sources of information The 
Regional Director will consider all 
available resource and assessment 
information, especially the most recently 
completed survey and assessment, when 
preparing his report. The Regional 
Director will also consider reports and 
records maintained by fishermen and 
made available us a part of the fishery 
statistics program; other fishery 
statistics; and any other available 
information which increases 
understanding of prevailing conditions 


of the stock, the fishery, and the 
industry. 

|FR Doc. 85-26531 Piled 11-4-85; U-S5 are) 
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50 Cf R Part 652 
(Docket Ho. 50575-5075) 

Atlantic Surf Clam and Ocean Quahog 
Fisheries 

agehcv: National Marine Fisheries 
Service (NMFS), NO A A. Commerce. 
action: Notice of ocean quahog fishery 
time adjustment. 

summary: NOAA issues this notice to 
reduce the allowable fishing time for 
ocean quahogs from seven days per 
week to five days per week, beginning 
GO01 hours Sunday to 2400 hours 
Thursday, throughout the fishery 
conservation zone. This action is 
required to prevent the ocean quahog 
quota from being exceeded and to avoid 
a prolonged closure of the fishery. 
EFFECTIVE DATE; November 1.1965. 

FOR FURTHER INFORMATION CONTACT: 
Monique Rutledge, (Plan Coordinator). 
617-281-3000, extension 272. 
SUPPLEMENTARY INFORMATION: 
Regulations implementing the Fishery 
Management Plan for the Atlantic Surf 
Clam and Ocean Quahog fisheries 
contain at 50 CFR 652.22(c)(2) a 
provision to reduce the number of days 
during which fishing for ocean quahogs 
is allowed, as follows: "When 50 percent 
of the quota of ocean quahogs for any 
time period indicated in 8 652.2(c) of this 
part has been caught, the Regional 
Director will, or review of available 
information and public comment 
determine whether the total catch of 
ocean quahogs during the applicable 
time period will exceed the quota for 
that time period. If the regional Director 
determines that the quota will be 
exceeded, the Secretary may reduce the 
number of days during which fishing for 
ocean quahogs is allowed." 

Logbooks submitted by fishermen and 
processors show that as of September 
27.1985, the ocean quahog harvest had 
reached 3,720,000 bushels out of a 1985 
quota of 4,400.000 bushels. Thus, with 75 
percent of the fishing year completed. 85 
percent of the quota has been harvested. 

The Regional Director has determined 
that a reduction in allowable fishing 
time is necessary to prevent the 1985 
fishing year quota from being exceeded. 
In order to restrain effort in the fishery 
as quickly as possible while minimizing 
the regulatory burden on the industry as 
well as the administrative and 
enforcement burden on the Agency, the 


Regional Director has designated a 
reduced ocean quaiiog fishing week. 
Therefore, this notice reduces fishing 
time for ocean quahogs from seven days 
per week to five days per week, from 
0061 hours Sunday through 2400 hours 
Thursday. This fishing week for ocean 
quahogs will remain effective until 
further notice or until the start of the 
1986 fishing year. 

Other Matters 

This action i s tak en under the 
authority of 50 CFR Part 652 and is taken 
in compliance with Executive Order 
12291. 

(18 U.S.C. 1801 ct seq.) 

List of Subjects in 50 CFR Part 652 
Fisheries. 

Dated: November 1.1985. 

Carmen J Blomlin. 

Deputy Assistant Administrator For Fisheries 
Resource Management, Sationa! Marine 
Fisheriffs Service. 

[FR Doc. 85-26532 Piled 11-4-85; 8:45 smj 
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50 CFR Part 675 

[Docket Ha 50834-51671 

Groundflsh cf the Bering Sea and 
Aleutian Islands Area 

agency: National Marine Fisheries 
Service (NMFS), NOAA. Commerce. 
actioh: Final rule. 

summary: NOAA issues a final rule to 
implement approved portions of 
Amendment 9 to the Fishery 
Management Plan for the Grotmdfish 
Fishery of the Bering Sea and Aleutian 
Islands Area. Two parts of the 
amendment are approved: (1) The 
catcher/processor and mothership 
vessel reporting requirements: and (2) 
incorporation of the NMFS habitat 
protection policy. A proposed regulation 
authorized by the latter is reserved until 
an analysis of the measure is prepared. 
One measure, which would have closed 
the area within 20 miles of the Aleutian 
Islands to foreign trawling, is 
disapproved. A definition of "directed 
fishing" is also included in this final 
rule. The approved measures are 
necessary for conservation and 
management of the groimdfish resources 
and are intended to promote the orderly 
conduct of the fishery. 

EFFECTIVE DATE: December 1,1985. 
address: Copies of the amendment, the 
environmental assessment, and the 
regulatory impact review/final 
regulatory flexibility analysis may be 
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obtained from the North Pacific Fishery 
Management Council. P.O. BOX 103136. 
Anchorage. AK 996KX 907-274-1560. 

FOR FURTHER I WEOf! STATION CONTACT: 

William L Robinson (Chief. Fisheries 
Management Operations Division. 

NMFS) 907-566-7230. 

SJFPLEf!ENTARV INEORMATIONC The 

donestfe and foreign groundfish fishery 
in the 3-fo-200-«ci!e fishery conservation 
rone (FC2) m the Bering Sea and 
Aleutian Islands Area is managed under 
the Fishery Management Plan for the 
Crcundfish Fishery of the Bering Sea 
and Aleutian Islands area (FMP). The 
FMP was developed by the North Pacific 
Fishery Management Council (Council) 
under authority of the Magnuson Fishery 
Conservation and Management Act 
(Ma.autson and la implemented by 
regulations appearing at 50 CFR Part 
675. 

The Council approved the three parts 
of this Amendment 9 to the FMP at its 
May 21-24, 1983. meeting and submitted 
it to the Secretary of Commerce for 
review. Following receipt of Amendment 
9 on July 15, 1988. the Director, Alaska 
Region, NMFS (Regional Director) 
Immediately commenced a review to 
determine whether it waa consistent 
with the national standards, other 
prov isions of the Magnuson Act and 
say other applicable law. A Notice of 
Availability was published in the 
Federal Register on July 18,1985 (50 FR 
29210). Proposed regulations were 
published m the Federal Register on 
August 16, 1985 (30 FR 33080). Public 
comments were invited until September 
30.1985. The decisions on Amendment 9 
take these comments into account and 
they are summarized below and 
responded to according to subject. 

The preamble to the proposed rule 
described and presented the reasons for 
each part of Amendment 9. A summary 
of what each approved part 
accomplishes follows: 

Catcher/Processor and Mothership 
Vessel Reporting Requirements 

These requirements consist of three 
parts. The first part requires the 
operators of cntcher/processor and 
mothership vessels to indicate on their 
applications for Federal fishing permits 
their capability and intent to preserve 
their catch at sea. The second pert 
requires them to notify the Regional 
Director of the date. hour, and position. 
24 hours before starting and upon 
stopping fishing in a regulatory area. 

This requirement enables NMFS and the 
Coast Guard to check compliance with 
fishery openings and closures and the 
weekly catch reporting requirements, 
and tn verify faking effort by regulatory 


area. The third part requires each 
operator of a catchcr/processor or 
mothership vessel that retains fish at 
sea for more than 14 days from the time 
it is caught or received to provide the 
Regional Director a weekly written 
report of the amounts of groundfish 
caught or received by ipedes or species 
group in metric tons by fishing area. 

A definition of "directed fishing'* is 
also established The purpose of this 
definition is to establish that, when any 
species, stock, or other aggregation af 
fish comprises 20 percent or more of the 
catch, take, or harvest that results from 
any fishing over any pur.od or time, such 
fishing is rebuttably presumed to be 
directed fishing for such fish during that 
period 

Incorporation of the NMFS Habitat 
Protection Policy 

This part of Amendment 9 b approved 
but a proposed regulation authorized by 
this part is not implemented at this tune. 
This part amends the FMP to address 
the habitat requirements of individual 
species m the Bering Sea and Aleutian 
Island# area groundfish fishery. U 
describes the diverse types of habitat 
within, the Bering Sea and Aleutian 
Islands area and delineates the hie 
stages of the groundfieh species, 
identifies potential sources of habitat 
degradation and the potential risk to the 
groundfieh fishery, and describes 
existing programs applicable to the area 
that are designed to protect, maintain, or 
restore the habitat of Irving marine 
resources. The amendment responds to 
the Habitat Conservation Policy of 
NMFS (48 FR 53142, November 25,1983). 
which advocates consideration of 
habitat concerns in the development or 
amendment of FMP* and the 
strengthening of NMFS' partnerships 
with States and tl*e Councils on habitat 
issues. 

It authorizes, but does not require, 
regulations specific to habitat 
conservation objectives. A regulation to 
require vessel operators to retrieve their 
own lost fishing gear and to make a 
reasonable attempt to retrieve any 
abandoned or discarded fishing gear 
that they may encounter was included in 
the notice cf proposed rulemaking. 

I lowever. it is not being included tn the 
final rule because It has not been 
adequately analysed under 
requirements of Executive Order 12291. 
the Regulatory Flexibility Act and the 
National Knrvironinental Policy Act 

The Aleutian Islands Foreign Trawr 
Closure 

The Regional Director has 
disapproved the measure that would 
have prohibited foreign trawling within 


20 miles cf the Aleutian Islands. The 
Council's objective underlying this 
measure was to reduce the foreign catch 
of species fully utilized by U.S. 
fishermen. Tho Council has identified 
these aa being Atka mackerel, sublefiah. 
and Pacific ocean perch. Each of these 
species occurs along the Aleutian 
Islands generally in greater densities 
shoreward of 20 miles compared to 
densities seaward of 20 miles. This 
distribution is caused by the steep 
slopes along the Aleutian chain where 
more favorable habitat for these near¬ 
bottom species occurs shoreward of 20 
miles. 

This measure is disapproved because 
the FMP already contains effective 
means to reduce foreign catches of these 
species which the Council has already 
used. In 1985, for instance, total 
ailowabie level of foreign fishing 
(TALFF] specifications were set to allow 
only minimal bycatches. The combined 
TALFF for all three species was only 410 
metric tons (ml] in 1S85 compared to 
1.903 ad in 1983 and 132159 ml in 1981 
when directed fisheries on these species 
occurred. As these figures show, the 
Council has already effectively reduced 
the foreign catch of these species end 
could, in fact, eliminate them if they 
chose to set total allowable catches 
equal to domestic allowable harvests in 
the Aleutian area (u^. zero TALFF). A 
20-mile closure around the Aleutian 
Islands to all foreign trawling is, 
therefore, unnecessary to achufve the 
Council's stated objective. 

In addition, the Council fas not 
adequately established that domestic 
fishermen would receive any additional 
benefits from the cloture through 
reductions of foreign incidental catches 
of these species below the 1985 level of 
apportionments. 

For the reason* above, NOAA fas 
determined that approval and 
implementation of the 20-mile closure 
would violate National Standard 7 of the 
Mognuson Act. This standard requires 
conservation and management 
measures, where practicable, to 
minimize costs ami avoid unnecessary 
duplication. Part 602. Guidelines for 
Fishery Management Plans, provides 
criteria to be considered when judging 
measures against the national 
standards. In reviewing the proposed 
closure with regard to National 
Standard 7. NOAA considered fl) the 
extent that the fishery could be or is 
already adequately managed by Federal 
regulations, and (2) whether the 
supporting analyses demonstrated that 
the benefits to domestic fishermen af the 
proposed foreign trawl closure are real 
and substantial relative to the added 
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research and administrative costs. 
NOAA finds the proposed measure to 
cause unnecessary duplication, because 
the FMPs existing management regime 
already provides the Council the means 
to accomplish its objective of reducing 
foreign catches of fully utilized species. 
The Regional Director also finds that the 
supporting analysis contained in the 
regulatory impact review prepared for 
this measure does not show that the 
benefits of the measure to domestic 
fishermen would be real and 
substantial. 

Changes In the Final Rule From That 
Proposed 

NOAA has made the following 
changes to cause this final rule to differ 
from the proposed rule: The new 
§ 075.25, Disposal of fishing gear and 
other articles, is held in reserve until 
additional analysis is provided. In 
addition, minor technical changes are 
made to regulatory text. 

Public Comments Received 

Written responses %vere received from 
representatives of the Japan Deep Sea 
Trawlers Association and the Hokuten 
Trawlers Association, the North Pacific 
Fishing Vessels Owners’ Association, 
the North Pacific Fishery Management 
Council, and the Korean fishing 
industry. These comments have been 
summarized and responded to as 
follows: 

Comment 1 . The Council did not 
provide for full and informed public 
participation in the amendment process 
when it (1) failed to disclose the 
objectives of the 20-mile closure around 
the Aleutian Islands and cited new 
objectives for the closure after the 
opportunity for public comment had 
passed: (2) failed to provide draft plan 
amendment language and proposed 
regulations to the public prior to 
adoption of the amendment and 
proposed regulations; and (3) conducted 
meetings from which the public was 
improperly excluded. 

Response. NOAA has reviewed the 
record of Council discussion and public 
testimony from the time the Council first 
adopted the closure at its December 
1984 meeting through the May 1985. 
meeting when the Council approved the 
closure to be submitted to the Secretary. 
The Council’s objective in proposing the 
closure was clearly stated as being to 
reduce the foreign incidental catch of 
groundfish species fully utilized by 
domestic fishermen in the Aleutian 
Islands area. 

NOAA recognizes that fullest public 
participation would be enhanced 
whenever draft amendment language 
and proposed regulations could be made 


available early in the Council's decision 
process, but this is not mandatory. Time 
constraints and a limited Council staff 
often makes the preparation of 
alternative regulations and amendment 
text impracticable during the entire 
public hearing phase when many 
alternatives are considered. Draft 
amendment text and regulations were 
considered by the Council prior to its 
making a final decision on the closure. 

The Regional Director advises that all 
decisions were made on the public 
record and are supported in the 
administrative record. 

Comment 2. The Aleutian Islands 
closure is arbitrary and capricious, 
because no basis exists in the 
administrative record to conclude that 
the closure would accomplish its stated 
objectives. 

Response. The Council's stated 
objective in prohibiting trawling within 
20 miles of the Aleutian Islands was to 
reduce the foreign bycatch of groundfish 
species fully utilized by the U.S. fishing 
industry. NOAA concurs that the 
Council did not present any compelling 
evidence to indicate that the proposed 
closure would accomplish this objective 
any better than it could be accomplished 
with management measures already 
available to the Council under the 
presen I FMP. 

Comment 3. The Aleutian Islands 
closure is unnecessary and redundant 
and is therefore inconsistent with the 
requirements of National Standard 7 
and Executive Order 12291. 

Response. Comment noted. This 
comment is responded to earlier in this 
preamble where NOAA gives its 
reasons for disapproval of this part. 

Comment 4. The regulatory analyses 
prepared by the Council are legally 
defective, because they did not identify 
socioeconomic objectives or analyze 
alternative measures to achieve these 
objectives. 

Response . NOAA concurs that the 
Council's regulatory analyses did not 
clearly state and analyze any specific 
"socioeconomic" objectives other than 
the principal objective of reducing 
foreign bycatch of species fully utilized 
by U.S. fishermen. The Council did. 
however, analyze the "status quo" 
alternative as well as a zero TALFF 
option. 

Comment 5. The environmental 
assessment does not adequately assess 
the environmental impacts of the 
Aleutian Islands closure and its 
principal alternatives. 

Response . Comment noted. 

Comment 6 . The Aleutian Islands 
closure violates National Standard 2, 
because the Council's Scientific and 
Statistical Committee advised the 


Council that the effect of the closure on 
bycatch could not be predicted and that 
effective means to control bycatch wen 
already available under the "status 
quo." 

Response. Comment noted. Effective 
means to reduce foreign bycatch are 
available under the "status quo." 

Comment 7. The Aleutian Islands 
closure violates National Standard 5, 
because it w f as adopted solely to 
allocate economic benefits to U.S. 
fishermen at the expense of foreign 
fishermen. 

Response . Comment noted. The 
Council adopted the closure lo alleviatr 
the problem of bycatch of fully utilized 
species. 

Comments. The Council failed to 
provide a reasoned explanation for its 
choice between the available 
alternatives. 

Response. NOAA concurs. 

Comment 9. The text in the proposed 
§ 675.25(b). Disposal of fishing gear ami 
other articles, must include the word 
"floating" between the words 
"discarded" and "fishing" to be 
consistent with specific regulatory 
language approved by the North Pacific 
Fishery Management Council. 

Response. This part of the regulation 
is being reserved at this time until 
further analysis is provided. 

Classification 

The Regional Director determined th. t 
the approved part of the amendment is 
necessary for the conversation and 
management of the groundfish fishery 
and that it is consistent with the 
Magnuson Act and other applicable law 

The Council prepared an 
environmental assessment for this 
amendment and concluded that no 
significant impact on the human 
environment will result from this rule. A 
copy of the environmental assessment 
may be obtained from the Council at the 
address above. 

The Administrator of NOAA 
determined that this rule is not a "mafor 
rule" requiring a regulatory impact 
analysis under Executive Order 12291. 
This determination is based on the 
regulatory impact review/initial 
regulatory flexibility analysis (RIR/ 
1RFA) prepared by the Council. A copy 
of the RIR/IRFA may be obtained from 
the Council at the address above. 

The General Counsel of the 
Department of Commerce certified to 
the Small Business Administration that 
this final rule will not have a significant 
economic impact on a substantial 
number of small entities. As a result, a 
final regulatory flexibility analysis 
(FRFA) was not prepared. Had the 
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a*i«?trr« prohibiting trawlrng withm 20 
cs of the Aleutian Islands been 
pp roved, an FRFA would have been 
pared. The catcher/processor and 
‘rship vessel reporting 
cij « rements are not significant within 
»meaning of Ihe Regulatory Flexibility 
l* ‘ This determination is based on the 
U’A that was prepared for liie 
/ >sed rule. A summary of the SIR/ 
|FR/' on the effects of the catcher/ 
n essor reporting requirement is 
untuned in the preamble to the 
'msec! rule, 
i *i rule contains collection of 
Jinf'v nation requirements subject to the 
-vwk Reduction Act. The 
> Ltian of this Information has been 
gpp-.ved by the Office uf Management 
«nd Kudget and continues under OMB 
| rs 0648-0097 and -00TB. 

T Council determined that this rule 
| will ht implemented in a manner that is 
stent to the maximum extent 
| cable with ’he approved coastal 
»nas;r.nient program of Alaska, 
pi* determination was submitted to the 
^sible State agenc ies for review 

l.n i section 307 of the Coastal Zone 
I’ f,: cement Act. The State agencies 
I g d with »his determination 

I Lilt of Subjects in 50 CFR Part 675 

Fisheries, Reporting and 
’ me- keeping requirements. 

Da’ed: Novembei 1.1985. 

I Carman |. Blundin, 

| Assistant Administrator for Fisheries 

I r Management National Marine 

I i s Service. 

For the reasons set out in the 
i mbie, 50 CFR Part 675 is amended 

1 3- fidlows: 

PART 675—GROUNDFISH FISHERY OF 
THE BERING SEA AND ALEUTIAN 
ISLANDS AREA 

l The authority citation for Part 675 
| 'T.tinues to read as follows: 

Authority: 16 U.S.C-1801 at seq. 

2. In § 675.2, the following definition is 
| added in proper alphabetical order: 

1 675.2 Definitions. 

• • • • 

, Directed fishing ♦ with respect to any 
species, stock, or other aggregation of 
r i*h means fishing that is intended or 
can reasonably be expected to result in 
die catching, taking or harvesting of 
| quantities of such fish and amount to 20 

C rcent or more of the catch, take, or 
rvesb or to 20 percent or more of the 
I total amount of fish or fish products on 
board at any time. It will be a rebuttable 
presumption that, when any species, 
stork, or other aggregation of fish 


comprises 20 percent or more of the 
catch, fake, or harvest, or 20 percent or 
more of the total amount of fish or fish 
products on board af any time, such 
fishing wua directed fishing for such 
fish. 

• • , i • 

3. In § 675.4. paragraphs fb). (d). acid 
(c} are revised to read aa follows: 

{675.4 Permits. 

• # • » r 

(b \ Application. The vessel permit 
required under paragraph (a) of this 
section may be obtained by sabautling 
to the Regional Director a written 
application containing the following 
information: 

(1) >The vessel owner’s name, m nLng 
address, nod telephone number. 

(2) The name of the vessel: 

(3) The vessel’s U.S. Coast Guard 
documentation nuinbei or State 
registration number; 

(4) The home port of the vessel; 

(5) The type of fishing gear to be used: 

(6) The length and net tonnage of the 
vessel; 

17J The hull color of the vessel: 

(8) The names of all operators and/or 
lessees of the vessel; 

(9) Whether the vessel is to be used In 
fish harvesting, in which case the type of 
fishing gear to be used must be 
specified: or for support operations, 
including the receipt of fish from U.S. 
vessels at sea: and 

(10) The signature of applicant. 

« • • • • 

(d) Notification of change. (1) Except 
as provided in paragraph (d)(2) of this 
section, any person who has applied for 
and received a permit under this section 
must give written notification of any 
change in the information provided 
under paragraph (b) of this section to 
the Regional Director within 30 days of 
the date of that change. 

(2) A permit issued under this section 
will authorize either harvesting or 
support operations, but not both. The 
notification to the Regional Director 
under paragraph (d)(1) of this section of 
a change in the type of operations in 
which that vessel is to engage must be 
completed before that vessel begins the 
new type of operation. 

(e) Duration . A permit will continue in 
full force and effect through December 
31 of ihe year for which it was issued, or 
until it is revoked, suspended, or 
modified under Part 621 (Civil 
Procedures) of this chapter. 

• • • • • 

4. In S 675.5. a new paragraph (a)(3) is 
added, to read as follows: 


$ 675.5 Reporting reqiria sm ar t* 

(«)••• 

(3) Catcher/pwcessor and 
mothership/processor vessels. The 
operator of any fishing vessel reguiatetf 
under this pert who freeze* err dry-sahs 
any part of its catch of groundfish on 
board fh«*t vessel and retains that n*h at 
sea for a period of man than 14 day* 
from du* tun* it is caught, or who 
receives groufuifish At sea from a fishing 
vessel rcguhiJ *& under this part and 
retain* that fi^fr ai sea for a period of 
more than t4 day* tram the time it is 
received, must in addition to the 
requirements of paragraphs (a)(1) and 
(dft2) of this section, meet the following 
requirement*.- 

(i) Twenty-four bouis before starting 
and upon stopping fishing or receiving 

groundfish in any area, the operator of 
that vessel must notify the Regional 
Director of the date and hour in GMT 
and the area of such activity. No such 
operator may retain any part of that 
vessel’s catch or cargo of fish on board 
that vessel for a period of more than 14 
days from the time it was caught or 
received unless the Regional Director 
was notified as required under 
paragraph (a)(3)(iv) of this section 
during that period. 

(ii) When shifting operations to a new 
area, the operator of that vessel must 
notify the Regional Director of the date 
and hour in GMT of beginning fishing or 
receiving groundfish in the new area 
and the position of the new fishing 
activity. The notice must be sent to the 
Regional Director within 48 hours of 
shifting. 

(iii) The notices required in 
paragraphs (a)(3) (i) and (ii) should be 
sent by private or commercial 
communications facilities to the U.S. 
Coast Guard at Juneau, Alaska, who will 
relay them to the Regional Director. 

Only if adequate private or commercial 
communications facilities have not been 
successfully contacted may the required 
notices be delivered via the closest 
Coast Guard communications station. 

(|v) After the first catch or receipt of 
groundfish at sea by that vessel during 
dint period and continuing until that 
vessel’s entire catch or cargo of fish has 
been off-loaded, the operator of that 
vessel must submit a weekly catch or 
receipt report for each weekly period, 
Sunday through Saturday, CMT. or for 
each portion of such a period, during 
which groundfish were caught or 
received at sea. Catch or receipt reports 
must be sent to the Regional Director 
within one week of the end of the 
reporting period through such means as 
the Regional Director will prescribe 
upon issuing that vessel’s permit under 
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§ 675.4 of this part. These reports must 
contain the following information: 

(A) Name and radio call sign of 
vessel; 

(B) Federal permit number for the 
Bering Sea and Aleutian Islands 
fisheries: 

(C) Month and days fished or during 
which fish were received at sea; 

(D) The estimated round weight of all 
fish caught or received at sea by that 
vessel during the reporting period by 
species or species group, rounded to the 
nearest one-tenth of a metric ton (0.1 
ml), whether retained, discarded, or off¬ 
loaded; 

(E) The area in which each species or 
species group was caught; and. 

(F) If any species or species groups 
were caught in more than one orea 


during a reporting period, the estimated 
round weight of each, to the nearest 0.1 
mt, by area. 

5. In addition to the above 
amendments, technical changes and 
corrections arc made to read as follows: 

§675.4 | Amended 1 

a. In § 675.4(b), in the last sentence, 
the word "of' is inserted after 
“requirements". 

b. In § 675.4(c)(2), (d). (e). the second 
occurrence in (f). and (g). and in 

§ 675.20(a)(6). (b)(l)(i) and (ii). (b)(2){ii). 
(c)(4), and (d), the word "shall" is 
changed to "will". 

c. In § 675.4(e) and in § 675.7(a), the 
phrase "pursuant to" is changed to 
"under". 

d. In § 675.4(f), the words "shall alter" 
are changed to. "may alter". 


e. In § 675.4(h). in § 675.5(a)(1), and in 
§ 675.20 (c)(2) and (c)(3). the word 
"shall" is changed to "must". 

f In § 675.5(a)(1). (a)(2)(i). and 
(a)(2)(h). the acronym "ADF and G" is 
changed to "ADF&G" 

g. In § 675.5(b), the words "United 
States" are changed to "U.S." and the 
phrase "United States harvested" is 
changed to "U.S.-harvested". 

§675.20 (Amended) 

h. In § 675.20(a)(6). the heading " Rule • 
related notice/' is changed to Notices " 

i. In § 675.20(a)(6), (b)(l)(i) and (ii). 
and (b)(2)(i). the phrase "rule-related is 
removed. 

[KR Doc 65-26534 Filed 11-4-B5; 645 am) 
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This section of the FEDERAL REGISTER 
contains notices to the public of the 
pnoposed issuance ol rules and 
regulations. The purpose of these notices 
is to give interested persons an 
opportunity to participate m the rule 
making prior to the adoption of the final 
ruies. 


DEPARTMENT OF AGRICULTURE 

Animal and Plant Health Inspection 
Service 

9 CFR Part 51 

lDocket No. 65-026) 

Payment of Indemnity for Animals 
Destroyed Because of Brucellosis 

agency: Animal and Plant Health 
Inspection Service. USDA. 

action: Proposed rule. 


summary: This document proposes to 
amend the regulations concerning the 
payment of indemnity for animals 
destroyed because of brucellosis. This 
document would amend the brucellosis 
indemnity regulations to clarify 
definitions, to amend the definitions of 
brucellosis reactor animal'* * and 

* brucellosis exposed animal." to add the 
definitions of "State animal health 
official" and "unofficial vaccinate" and 
to replace references to the "1975 
Recommended Uniform Methods and 
Rules" with references to the "official 
test” for brucellosis as defined in 6 CFR 
78.1. These proposed amendments 
appear to be necessary to provide for 
lh* proper brucellosis disease status 
classification of animals so that 
indemnity payment can be made for. 
animals which are affected with and 
exposed to brucellosis. 

date; Written comments must be 
received on or before January 6.1988. 

address: Written comments concerning 
this proposed rule should be submitted 
to Thomas O. Gessel. Director, 
Regulatory Coordination Staff, APHIS. 
USDA. Room 728, Federal Building. 6505 
Bel crest Road, Hyattsville. MD 20782. 
Comments should indicate that they are 
in response to Docket No. 85-028. 
Written comments received may be 
inspected at Room 728 of the Federal 
Building between 8 a.m. and 4:30 p.m., 
Monday through Friday, except 
holidays. 


FOR FURTHER INFORMATION CONTACT: 

Dr. Granville H. Frye, Cattle Diseases 
Staff, VS. APHIS, USDA, Room 814, 
Federal Building. 6505 Belcrest Road, 
Hyattsville. MD 20782, 301-438-8711. 

SUPPLEMENTARY INFORMATION: 

Background 

This document proposes to amend the 
"Animals Destroyed Because of 
Brucellosis" regulations in 9 CFR Part 51 
(referred to below as the indemnity 
regulations) which contain provisions 
governing the payment of indemnity for 
cattle, bison, and breading swine 
destroyed because of brucellosis. 
Specifically, this proposal would amend 
the definitions of "brucellosis reactor 
animal," and "brucellosis exposed 
animal," add definitions of "State 
animal health official" and "unofficial 
vaccinate," and replace references to 
the "1975 Recommended Uniform 
Methods and Rules" with references to 
the "official test" for brucellosis as 
defined in 9 CFR 78.1. 

Vaccinates 

Present { 51.1(1) defines "official 
vaccinate." This proposal would delete 
the definition of "official vaccinate" 
since this term is not used hi the 
indemnity regulations. However, the 
term "unofficial vaccinate," which is not 
defined for the purposes of the 
indemnity regulations, is used. 
Specifically, the term "unofficial 
vaccinate" is used in present S 51.9(e) 
which provides that claims for 
compensation for animals shall not be 
allowed if the animals are classified as 
reactors and are unofficial vaccinates, 
unless certain specified provisions are 
met. 

This proposal would add a definition 
of "unofficial vaccinate" to clarify the 
meaning of the term as used in ( 51.9(e). 
Specifically, "unofficial vaccinate" 
would be defined as "(a]ny cattle or 
bison which have been vaccinated for 
brucellosis other than in accordance 
with the provisions for official 
vaccinates as set forth in $ 78.1 of this 
chapter." 

The provisions for official vaccinates 
set forth in 9 CFR 78.1 are designed to 
provide a combination of a high level of 
resistance to brucellosis and a low 
number of animals with persistent 
vaccine related titers. Cattle or bison 
which are vaccinated not In accordance 
with the provisions set forth for official 


vaccinotes in 9 CFR 78.1 may be 
improperly classified as brucellosis 
reactors. This proposed amendment 
would clarify the provisions in the 
Indemnity regulations which enable the 
Department to disallow claims for 
brucellosis reactors which have been 
vaccinated other than in accordance 
with 9 CFR 78.1 unless tests referred to 
in present § 51.9(e) confirm that the 
unofficial vaccinate Is affected with 
brucellosis. 

Brucellosis Exposed Animals 

This proposal would amend the 
definition of "brucellosis exposed 
animal" by specifying additional 
circumstances under which an animal 
can be classified as being brucellosis 
exposed. 

Present $ 51.1(t) provides that, except 
for brucellosis reactor animals, a 
brucellosis exposed animal Is one that is 
part of a herd known to be affected or 
that has been in contact with a 
brucellosis reactor animal in marketing 
or other channels for a period of 24 
hours if the brucellosis reactor animal 
has aborted, calved or farrowed within 
the past 30 days or has a vaginal or 
uterine discharge. This proposal would 
expand the circumstances under which 
an animal would be classified as a 
"brucellosis exposed animal." 
Specifically, the proposed definition of 
"brucellosis exposed animal" would be 
provide that, except for brucellosis 
reactor animals, a brucellosis exposed 
animal is an animal that (1) is part of a 
herd know to be affected. (2) has been in 
contact with a herd known to be 
affected, (3) has been in contact with a 
brucellosis reactor for a period of 24 
hours or longer, or (4) has been in 
contact with a brucellosis reactor which 
has aborted, calved or farrowed within 
the past 30 days or has a vaginal or 
uterine discharge. These proposed 
additional circumstances under which 
an animal would be classified as a 
"brucellosis exposed animal" have been 
determined to be circumstances under 
which the transmission of brucellosis 
can occur and circumstances under 
which Indemnity may be paid for the 
destruction of such animals. 

Brucellosis Reactor Animals 

This proposal would amend the 
definition of "brucellosis reactor 
animal" by eliminating the reference to 
the 1975 Recommended Uniform 
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Methods and Rules and replacing it with 
n reference to the '‘official test" for 
brucellosis as defined in 9 CFR 78.1. 

Present § 51.1 (b) provides that a 
brucellosis reactor animal is one that 
reacts to the tests set forth in the 1975 
Recommended Uniform Methods and 
Rules. This proposal would provide that 
a brucellosis reactor animal is one that 
is classified as a brucellosis reactor by 
an official test as defined in 9 CFR 78.1. 

The 1975 Recommended Uniform 
Methods and Rules provides that swine 
may be classified as brucellosis reactor 
animals by a cord teaL standard tube 
test, or the semen plasma test. This 
proposal would, by referencing the 
official test in 9 CFR 78.1. retain the card 
test and standard tube test for swine. 
However, the semen plasma test would 
be deleted as a method for classifying 
swine as brucellosis reactor animals for 
the purposes of the indemnity 
regulations. There have been no known 
claims for indemnity baaed upon the 
semen plasma test for swine, and it is 
rarely used for any other purpose. The 
infrequent use of the semen plasma test 
for swine makes it difficult to interpret 
the test with consistency. 

The 1975 Recommended Uniform 
Methods and Rules provides that cattle 
and bison may be classified as 
burcellosis reactor animals by a card 
test, standard tube test, and the semen 
plasma test This proposal would, by 
referencing the official test as defined in 
9 CFR 78.1. retain the card test the 
standard tube test and the semen 
plasma test, and add the complement- 
fixation test and rivanol test The 
complement-fixation test and rivanol 
test would be added because they have 
been found by the Department to 
accurately classify cattle and bison as 
brucellosis reactor animals. 

Claims Not Alluwed 

This proposal would also eliminate 
the reference to the 1975 Recommended 
Uniform Methods and Rules in present 
5 51.9(b) and replace it with a reference 
to the "official test" for brucellosis as 
defined m $ CFR 78.1. 

Present ( 519(b) specifies that claims 
for indemnity will be disallowed if the 
existence of brucellosis in any animal 
was determined as a result of an 
agglutination test applied in accordance 
w ith the 1975 Uniform Methods and 
Rules by an accredited veterinarian and 
specific instructions for the 
administration of such test had not 
previously been issued to such 
veterinarian by the proper Veterinary 
Services and State authorities. As 
explained under subheading 
"Brucellosis Reactor Animals" above, 
the Department believes that the 1975 
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Recommended Uniform Methods and 
Rules are out-of-date and not consistent 
with the current official tests for 
brucellosis as defined in 9 CFR 78.1. 
Therefore, the reference to the 
agglutination test applied in accordance 
with the 1975 Uniform Methods and 
Rules would be replaced by a reference 
to the official test as defined in 9 CFR 
78.1. Further, individuals other than 
accredited veterinarians perform such 
tests. Therefore, this document would 
expand the application of | 51.9(b) to 
situations in which any individual 
performs the offical test without 
instructions from the proper Veterinary 
Services and State authorities. 

Miscellaneous 

This document would also make 
certain nonsubstantive changes in the 
regulations for purposes of clarity. 

Executive Order 12291 and Regulatory 
Flexibility Act 

This proposed action has been 
reviewed in conformance with 
Executive Order 12291 and has been 
determined to be not a "major rule." The 
Department has determined that this 
action would not have an effect on the 
economy of $100 million or more; would 
not cause a major increase in costs or 
prices for consumers, individual 
industries. Federal State, or local 
government agencies, or geographic 
regions: and would not have any 
adverse effects on competition, 
employment, investment, productivity, 
innovation, or on the ability of United 
States based enterprises to compete 
with foreign based enterprises In 
domestic or export markets. 

The number of cattle, bison, and 
swine owners who receive indemnity in 
any given year is less than 1 percent of 
all cattle, bison, and swine owners in 
the United States, and the amount of 
indemnity paid out of ail kinds is less 
than $10 million per year. 

Under these circumstances, the 
Administrator of the Animal and Plant 
Health Inspection Service has 
determined that this action would not 
have a significant economic impact on a 
substantial number of small entities. 

List of Subjects in 9 CFR Part 51 

Animal diseases. Bison. Cattle. Hogs. 
Indemnity payments. Brucellosis. 

PART 51—ANIMALS DESTROYED 
BECAUSE Of BRUCELLOSIS 

Accordingly, it is proposed to amend 
the "Animals Destroyed Because of 
Brucellosis" regulations contained In 9 
CFR Part 51 as follows; 
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1. The authority citation for Part 51 
would continue to read: 

Authority: 21 U.S.C. 111-113,114,114a, 
114a-l. 120.121.12S. 134b; 7 CFR 2.17, 2.51. 
and 371.2(d). 

5 51.1 (Amended) 

2. Paragraph (b) of ( 51.1 would be 
amended by changing "USDA" to read 
"United States Department of 
Agriculture". 

3. Paragraph (c) of ( 51.1 would be 
revised to read: 

* * • • • 

(c) Deputy Administrator. The Deputy 
Administrator. Veterinary Services, 
Animal and Plant Health Inspection 
Service. United States Department of 
Agriculture, or any other Veterinary 
Services official to whom authority is 
delegated to act in this or her stead. 

• • ♦ • • 

4. Paragraph (d) of f 51.1 would be 
amended by changing the phrase 
"Veterinary official" to read "veterinary 
official" and "USDA" to read "United 
States Department of Agriculture \ 

5. Paragraph (e) of S 5D1 would be 
revised to read: 

m 

* • • • 9 

(e) Veterinary Services 
representative. An individual employed 
by Veterinary’ Services, Animal and 
Plant Health Inspection Service. United 
States Department of Agriculture, who is 
authorized to perform the function 
involved. 

• • • • • 

6. Paragraph (f) of f 51.1 would be 
revised to read: 

• • • • • 

(0 State. Any State, the District of 
Columbia. Puerto Rico, the Virgin 
Islands of the United States, Guam, the 
Northern Mariana Islands, or any other 
territory or possession of the United 
States. 

• • « • • 

7. Paragraph (g) of j 51.1 would be 
amended by changing "Accredited 
Veterinarian" to read "Accredited 
veterinarian ". 

a Paragraph (k) of S 51.1 would be 
amended by changing "slaughter" to 
read "slaughtered". 

9. Paragraph (I) of { 51.1 would be 
removed. 

10. Paragraph (s) of | 51.1 would be 
revised to reed: 

• • • # • 

(s) Brucellosis reactor animal. Any 
animal classified as a brucellosis reactor 
as provided in the definition of official 
test in 5 78.1 of this chapter. 

11. In S 51.1. footnote number 1 would 
be removed. 
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12. Paragraph (t) of 5 51.1 would be 
revised to read: 

• • • • • 

(t) Brucellosis exposed animal. Except 
for a brucellosis reactor animal, any 
animal that: (1) Is part of or has been in 
contact with a herd known to be 
affected; or (2) has been in contact with 
a brucellosis reactor animal for a period 
of 24 hours or longer; or (3) has been in 
contact with a brucellosis reactor 
animal which has aborted, calved or 
farrowed within the past 30 days, or has 
a vaginal or uterine discharge. 

• • • • 

13. In paragraph (w) of § 51.1 the 
phrase “of this part" would be removed. 

14. Paragraph (y) of g 51.1 would be 
revised to read: 

• • • ♦ • 

(yl State representative . An individual 
employed in animal health activities by 
a State or a political subdivision thereof, 
and who is authorized by such State or 
political subdivision to perform the 
function involved under a cooperative 
agreement with the United States 
Department of Agriculture. 

• ••it 

15. The definitions in g 51.1 would be 
placed in alphabetical order and the 
paragraph designations deleted. 

Id. Section 51.1 would be amended by 
adding, in alphabetical order, the 
fallowing: 

State animal health official. The 
individual employed by a State who is 
responsible for livestock and poultry 
disease control and eradication 
programs in that State. 

Unofficial vaccinate. Any cattle or 
bison which have been vaccinated for 
brucellosis other than in accordance 
with the provisions for official 
vaccinates set forth in g 78.1 of this 
chapter. 

§ 51.3 I Amended | 

17. In g 51.3 footnote numbers 2 and 3, 
and the references thereto, would be 
renumbered 1 and 2, respectively. 

$ 51.6 (Amended) 

18. In §51.6 footnote numbers 5 and 6 
and the references thereto, would be 
renumbered 1 and 2, respectively. 

5 51.9 (Amended) 

19. In g 51.9 footnote number 1 and the 
reference thereto would be removed. 

2a Paragraph (b) of g 51.9 would be 
revised to read: 

$ 51.9 Claims not allowed. 

* • • • • 

(b) If the existence of brucellosis in 
the animal was determined based on the 
results of an official test, as defined in 
i 78.1 of this chapter, and specific 


instructions for the administration of the 
official test had not previously been 
Issued to the individual performing the 
test by Veterinary Services and the 
State animal health official. 

• • • • • 

Done at Washington. D C., this 30th day of 
October. 1985. 

G.|. Fichtner, 

Acting Deputy Administrator, Veterinary 
Services. 

|FR Doc. 85-26329 Filed 11-5-65; 645 am) 
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9 CFR Part 75 
(Docket No. 85-069) 

Equine Infectious Anemia; Procedure 
for Approving Laboraties To Conduct 
Official Tests 

agency: Animal and Plant Health 
Inspection Service, USDA. 
action: Proposed rule. 

summary: This document proposes to 
amend the regulations in 9 CFTR Part 75 
to change the procedure for approving 
laboratories to conduct official tests for 
equine infectious anemia. The change 
would require the Deputy Administrator, 
Veterinary Services, Animal and Plant 
Health Inspection Service, to consult 
with the State official responsible for 
the livestock and poultry disease control 
and eradication programs in the State in 
which the laboratory is located before 
approving a laboratory. This action 
appears to be necessry to ensure that 
the Deputy Administrator has all 
relevant information when deciding 
whether to approve a laboratory. This 
document also proposes to relieve 
certain restrictions regarding the 
interstate movement of reactors to home 
farms and diagnostic or research 
facilities which do not appear to be 
necessary to prevent the interstate 
dissemination of equine infectious 
anemia. Further, this document proposes 
to delete the provision for release of 
reactors from diagnostic or research 
facilities when they are determined bv a 
test recognized by USDA to be free of 
equine infectious anemia. This action 
appears to be necessary because there 
are presently no such tests recognized 
by USDA. Finally, this document 
proposes to set forth the conditions 
under which a diagnostic or research 
facility is granted, denied or withdrawn 
approval to receive reactors interstate. 
date: Written comments must be 
received on or before January 6.1988. 
address: Written comments concerning 
this proposed rule should be submitted 
to Thomas O. Gessel. Director, 


Regulatory Coordination Staff, APHIS, 
USDA. Room 728, Federal Building. 8505 
Bel ere at Road, Hyattsville, MD 20782. 
Comments should indicate that they are 
in response to Docket N. 85-069. Written 
comments received may be inspected at 
Room 728 of the Federal Building 
between 8 a.m. and 4:30 p.m., Monday 
through Friday, except holidays. 

FOR FURTHER INFORMATION CONTACT: 

Dr. C. A. Gipson. Special Diseases Staff, 
VS. APHIS, USDA. Room 826. Federal 
Building. 6505 Belcrest Road. 

Hyattsville. MD 20782, 301-430-8321. 

SUPPLEMENTARY INFORMATION: 

Background 

The regulations in 9 CFR Part 75 
(referred to below as the regulations) 
include provisions concerning the 
interstate movement of horses, asses, 
ponies, mules, and zebras found to be 
affected with equine infectious anemia 
(referred to below as E1A), also known 
as swamp fever. The regulations provide 
that the Agar gel immuno-diffusion test 
is the official test for determining 
whether horses, asses, ponies, mules, 
and zebras are affected with EIA. The 
official test for EIA is required to be 
conducted in a laboratory approved by 
the Deputy Administrator, Veterinary 
Services. Under the definition of 
“Official test” in present § 75.4(b), a 
laboratory will be approved by the 
Deputy Administrator after the Deputy 
Administrator has determined that the 
laboratory: 

(i) Has adequately trained technical 
personnel assigned to conduct the test, 
(ii) uses USDA licensed antigen, (iii) 
follows standard test protocol, (iv) 
meets check test proficiency 
requirements, and (v) reports all test 
results to State and Federal animal 
health officials. 

This document proposes to indicate 
where the standards for approval for 
laboratories may be obtained and to 
specify that the training, protocols and 
check test proficiency requirements are 
prescribed by this Department’s 
National Veterinary Services Laboratory 
at Ames, Iowa. 

This document also proposes to add a 
provision whereby the Deputy 
Administrator shall consult with the 
State animal health official before 
granting approval to laboratories to 
conduct official EIA tests. 

This provision appears to be 
necessary to ensure that the Deputy 
Administrator has all relevant 
information when deciding whether to 
approve a laboratory. 

Because State animal health officials 
often work with laboratories located 
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within their respective States, they are 
often in a better position than the 
Deputy Administrator to determine 
whether a specific labotatory meets the 
standards presently necessary for 
approval to conduct the official EIA test. 

It has sometimes occurred, for 
example, that a laboratory has 
conducted “screening,- l.e., performing a 
test for a diseases and giving test results 
to the owner of the animal but not to 
appropriate State or Federal officials. 
Because of the close working 
relationship between the State officials 
and the laboratory. State officials ore 
often better able to learn that a 
laboratory is involved in “Screening” 
than is the Deputy Administrator. In 
other cases State officials have 
knowledge of laboratories that do not 
follow standard test protocols or that 
otherwise follow practices that render 
them unsuitable to perform official EIA 
tests. 

The proposed provision would 
provide a mechanism whereby the 
Deputy Administrator would not grant 
approval to a laboratory without first 
consulting with the State animal health 
official in the State in which the 
laboratory is located. This would help 
ensure that all relevant facts about the 
laboratory are considered, before the 
Deputy Administrator makes a 
determination that a laboratory meets or 
does not meet the standards necessary 
for approval. 

Further, this document would amend 
the requirements for the interstate 
movement of reactors to approved 
diagnostic or research facilities 
contained in present { 75.4(c)(2). 
Presently, reactors are required to be 
accompanied interstate to such 
diagnostic or research facilities by a 
permit from the appropriate livestock 
sanitary official in the State of 
destination. The present regulations do 
not define a permit Further, some state 
officials on occasion orally authorize 
such movements. Therefore, this 
document would amend the current 
requirements to provide that, among 
other things, a reactor may be moved 
interstate to a diagnostic or research 
facility only after the State animal 
health official in the State of destination 
has authorized the movement of the 
reactor to that State and has so 
informed the individual issuing llie 
certificate. The Department believes 
that such a requirement would be 
sufficient to insure that the State animal 
health official knows of and agrees to 
the impending movement of a reactor 
into the State. 

This document also removes from 
present $ 75.4(c)(2) the provision that 
allows the release of a reactor from 


quarantine at a diagnostic or research 
facility If the animal Is determined free 
of equine infectious anemia through 
tests recognized by the United States 
Department of Agriculture. This 
provision is removed because there are 
presently no recognized tests which will 
determine a reactor to be free of the 
disease, and therefore no such releases 
of reactors from quarantine at 
diagnostic or research facilities can 
presently be authorized. 

This document would also set forth 
the conditions under which a diagnostic 
or research facility is granted, denied or 
withdrawn approval to receive reactors 
moved interstate under present 
5 75.4(c)(2). 

Further, this document would also 
relieve a restriction presently imposed 
in { 754(c)(3). Present | 75.4(c)(3) 
provides regulations under which a 
reactor may be moved interstate to its 
home farm. One of the requirements 
presently set forth in that section is that 
the reacator be “disclosed on an official 
test conducted in a State other than the 
State in which the home farm of the 
reactor is located^This proposal would 
remove this requirement, since the risk 
of the interstate spread of equine 
infectious anemia by a reactor moving 
interstate to a home farm is not affected 
by the location at which an official test 
is conducted. 

Miscellaneous 

This document also makes certain 
nonsutatantive changes in the 
regulations for purposes of clarity. 

Executive Order 12291 and Regulatory 
Flexibility Act 

This action has been reviewed in 
conformance with Executive Order 
12291 and has been determined to be not 
a “major rule.” The Department has 
determined that this action would not 
have an effect on the economy of $100 
million or more; would not cause a 
major increase in costs or prices for 
consumers, individual industries. 
Federal, State or local government 
agencies, or geographic regions; and 
would have no significant adverse 
effects on competition, employment, 
investment, productivity, innovation, or 
the ability of United Slates-based 
enterprises to compete with foreign- 
based enterprises in domestic or export 
markets. 

It is not anticipated that a significant 
number of laboratories would be 
affected by adoption of this proposal. In 
addition, conducting official EIA tests is 
not a substantial economic activity of 
any laboratory in the United States. 
Therefore, the Administrator of the 
Animal and Plant Health Inspection 


Service has determined that the 
adoption of the proposal would not have 
a significant economic impact on a 
substantial number of small entities. 

List of Subjects in 9 CFR Part 75 

Animal Diseases. Horses. Quarantine. 
Transportation, Equine. Dourine, Equine 
infectious anemia. Contagious equine 
metritis. 

PART 75 —COMMUNICABLE DISEASES 
IN HORSES, ASSES, PONIES. MULES 
AND ZEBRAS 

Accordingly, it is proposed to amend 
the regulations in 9 CFR Part 75 as 
follows: 

1. The authority citation for Part 75 
would continue to read as follows: 

Authority: 21 U.S.C 111-113.115. 117.120. 
121.123-120; 7 CFR 2.17.251. and 3712(d). 

2. Section 75.4 would be revised as 
follows: (The undesignated center 
heading is reprinted without charge for 
the convenience of the reader). 

Equine Infectious Anemia (Swamp 
Fever) 

9 75.4 Interstate movement of equine 
Infectious anemia reactors sod approval of 
laboratories, diagnostic facilities and 
research facilities. 

(a) Definitions . For the purpose of this 
section, the following terms have the 
meanings set forth in this paragraph. 

Accredited veterinarian . An 
accredited veterinarian as defined in 
Part 160 of this chapter. 

Certificate. An official document 
issued by a State representative. 
Veterinary Services representative, or 
an accredited veterinarian at the point 
of origin of the interstate movement on 
which are listed: (1) The description, 
including age. breed, color, sex. and 
distinctive markings when present (such 
as brands, tattoos, scars or blemishes), 
of each reactor to be moved: (2) the 
number of reactors covered by the 
document: (3) the purpose for which the 
reactors are to be moved: (4) the points 
of origin and destinations: (5) the 
consignor: and (6) the consignee: and 
which states that each reactor identified 
on the certificate meets the requirement 
of 9 75 4(b). 

Deputy Administrator. The Deputy 
Administrator. Veterinary Services, 
Animal and Plant Health Inspection 
Service. United States Department of 
Agriculture, or any other Veterinary 
Services official to whom authority is 
delegated to act for the Deputy 
Administrator. 

Officially identified. The permanent 
identification of a reactor using the 
National Uniform Tag code number 
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issigned by th« United States 
Diriment of Agriculture to the State 
to which the reactor was tested, 
followed by the letter "A", 1 which 
markings shall be permanently applied 
to the reactor by a Veterinary Services 
representative, State representative or 
^credited veterinarian who shall U9e 
for the purpose a hot iron or chemical 
brand* * hawemarking or a lip tattoo. If 
hot iron or chemical branding or 
tee ^marking is used, the markings 
ihail be not less than two inches high 
and rihail be applied to the left shoulder 
or left side of the neck of the reactor, if a 
lip tatto Is used, each character of the 
tatto shall be not less than one inch high 
and three-fourths of an inch wide and 
shall be applied to the inside surface of 
the upper lip of the reactor. 

Official test The Agar gel immuno¬ 
diffusion test for equine infectious 
anemia conducted in a laboratory 
approved by the Deputy Administrtor. 

Reactor. Any horse, ass. mule, pony or 
tebra which is subjected to an official 
lest and found positive. 

State. Any State, the District of 
Columbia, Puerto Rico, the Virgin 
Islands of the United States, Guam, the 
Northern Mariana Islands, or any other 
territory or possession of the United 
States. 

State animal health official. The 

individual employed by a State who is 
responsible for livestock and poultry 
disease control and eradication 

programs. 

State representative . An individual 
employed In animal health activities of a 
State or a State’s political subdivision, 
who is authorized by that State to 
perform the function involved under a 
cooperative agreement with the United 
States Department of Agriculture. 

Veterinarian in Charge. The 
veterinaiy official of Veterinary 
Services, Animal and Plant Health 
Inspection Service, United States 
Department of Agriculture, who is 
assigned by the Deputy Administrator to 
supervise and perform the animal health 
activities of the Animal and Plant 
Health Inspection Service in the Slate 
concealed* 

Veterinary Services representative . 

An individual employed by Veterinary 
Services, Animal and Plant Health 
inspection Service. United States 
IVpartment of Agriculture, who is 
authorized to perform the function 
involved. 


1 ’nformetion &■ to the National Uniform Tag 
«*$«• number ay stem can be obtained from the 
Depaty Administrator. Veterinary Service*. AntmnJ 
and Plant Health Inspection Service. United States 
• Apartment of Agriculture. Federal Center Building. 
Hyatt* villa. Maryland 20782. 


(b) Interstate Movement No reactor 
may be moved interstate unless the 
reactor is officially indentified. Is 
accompanied by a certificate, and meets 
the conditions of either paragraph (b)(1)* 
(b)(2), or (b)(3) of this section: 

(1) The reactor is moved interstate, for 
immediate slaughter, either to a 
Federally inspected slaughtering 
establishment operating under the 
provisions of the Federal Meat 
Inspection Act [21 U.S.C. 601 et seq.) or 
to a State-inspected slaughtering 
establishment that has inspection by a 
State representative at time of slaughter, 
or 

(2) The reactor is moved interstate to 
a diagnostic or research facility after the 
individual issuing the certificate has 
consulted with the State animal health 
official in the State of destination and 
has determined that the reactor to be 
moved interstate will be maintained in 
isolation sufficient to prevent the 
transmission of equine infectious 
anemia to other horses, asses, pontes, 
mules, or zebras, and will remain 
quarantined under State authority at the 
diagnostic or research facility until 
natural death, slaughter, or until 
disposed of by euthanasia; or 

13) The reactor is moved interstate to 
its home farm, after the individual 
issuing the certificate has consulted with 
the State animal health official in the 
State of destination and has determined 
that the reactor to be moved interstate 
will be maintained in isolation sufficient 
to prevent the transmission of equine 
infectious anemia to other horses, asses, 
ponies, mules, or zebras, and will 
remain quarantined under State 
authority on the reactor's home farm 
until natural death, slaughter, or until 
disposed of by euthanasia. 

(c) Approval of Laboratories and 
Diagnostic or Research Facilities . (1) 

The Deputy Administrator will approve 
laboratories to conduct the official test 
only after consulting with the State 
animal health official in the State in 
which the laboratory is located and 
after determining that the laboratory: (i) 
Has technical personnel assigned to 
conduct the official test who have 
received training prescribed by the 
National Veterinary Services 
Laboratory; (ii) uses United States 
Department of Agriculture licensed 
antigen; (ill) follows standard test 
protocol prescribed by the National 
Veterinary Services Laboratory; (tv) 
meets check test proficiency 
requirements prescribed by the National 
Veterinary Services Laboratory; and (v) 
reports all official test results to the 


State animal health official and the 
Veterinarian in Charge. 1 

(2) The Deputy Administrator will 
approve diagnostic or research facilities 
to which reactors may be moved 
interstate under paragraph (b){2) of this 
section, after a determination by the 
Deputy Administrator that the facility 
has facilities and employs procedures 
which nrc adequate to prevent the 
transmissions of equine infectious 
anemia from reactors to other equine 
animals. 1 

Id) Denial and Withdrawal of 
Approval of laboratories and 
Diagnostic or Research Facilities. The 
Deputy Administrator may deny or 
withdraw approval of any laboratory to 
conduct the official test, or of any 
diagnostic or research facility to receive 
reactors moved interstate, upon a 
determination that the laboratory or 
diagnostic or research facility does not 
meet the criteria for approval under 
paragraph (c) of this section. 

(1) In the case of a denial, the operator 
of the laboratory or facility will be 
informed of the reasons for denial and, 
upon request, shall be afforded an 
opportunity for a hearing with respect to 
the merits or validity of such action in 
accordance with rules of practice which 
shall be adopted for the proceeding. 

(2) In the case of withdrawal, before 
such action is taken, the operator of the 
laboratory or facility will be informed of 
the reasons for the proposed withdrawal 
and, upon request, shall be afforded an 
opportunity for a hearing with respect to 
the merits or validity of such action in 
accordance with rules of practice which 
shall be adopted for the proceeding. 
However, withdrawal shall become 
effective pending final determination In 
the proceeding when the Deputy 
Administrator determines that such 
action is necessary to protect the public 
health, interest or safety. Such 
withdrawal shall be effective upon oral 
or written notification, whichever Is 
earlier, to the operator of the laboratory 
or facility. In the event of oral 
notification, ivritten confirmation shall 


• Training requirement*, standard last protocols, 
and check leal proficiency requirement# prescribed 
by the National Vatari nary Service# Laboratory, 
and the name# and addressee of approved 

la bora tone# con be obtained from the Deputy 
Adminiwtratar. Veterinary Services. Animal and 
Plant Health Inspection Service, Untied Statea 
Department of Agriculture. Federal Center Bui Wing. 
HynttavtUo. Maryland 20782. 

• Facilities and procedures which are adequate to 
prevent the transmission of equine infectious 
anemia, and the names and addresses of approved 
diagnostic or research facilities, can be obtained 
from the Deputy Administrator, Veterinary Service#. 
Animal end Plant Health Inspection Service. United 
States Department of Agriculture. Federal Center 
Building. Hyattsville. Mary lard 2tTS2. 
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be given as promptly as circumstances 
allow. This withdrawal shall continue in 
effect pending the completion of the 
proceeding, and any judicial review 
thereof, unless otherwise ordered by the 
Deputy Administrator. 

(3) Approval for a laboratory to 
conduct the official test will be 
automatically withdrawn by the Deputy 
Administrator when the operator of the 
approved laboratory notifies the 
National Veterinary Services Laboratory 
in Ames, Iowa, in writing, that the 
laboratory no longer conducts the 
official test. 

(4) Approval for a diagnostic or 
research facility to receive reactors 
moved interstate will be automatically 
withdrawn by the Deputy Administrator 
when the operator of the approved 
diagnostic or research facility notifies 
the Deputy Administrator, in writing, 
that the diagnostic or research facility 
no longer receives reactors moved 
interstate. 

Done at Washington, D.C., this 30th day of 
October 1985, 

C. J. Fichtner, 

Acting Deputy Administrator. Veterinary 
Senices. 

|FR Doc. 85-28328 Filed 11-5-85; 8:45 am) 
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FEDERAL TRADE COMMISSION 
16 CFR Part 444 

Trade Regulation Rule; Credit 
Practices; Request for Exemption by 
State of Wisconsin 

agency; Federal Trade Commission. 
action: Request for exemption from 
trade regulation rule by the State of 
Wisconsin. 


summary: The Federal Trade 
Commission hereby publishes for 
comment a request from the State of 
Wisconstn for an exemption from the 
Commission's trade regulation rule on 
Credit Practices. 16 CFR Part 414 (1984) 
(Credit Practices Rule). 
date: Comments are invited and must 
be received on or before January 6,1986. 

ADDRESS: Comments on the Request 
for Exemption of the State of Wisconsin 
should be sent to: Secretary', Federal 
Trade Commission. Washington, D.C. 
20580 

Comments should be captioned: 
“Wisconsin Petition for Statewide 
Exemption from the Credit Practices 
Rule.** 

Copies of the Petition can be obtained 
from the Public Reference Room. Room 
130, Federal Trade Commission. 6th and 


Pennsylvania Avenue, N.W.. 
Washington, D.C. 20500. (202) 523-3598. 

In addition, the Petition may also be 
obtained from the Office of the 
Commissioner of Banking, P.O. Box 
7876, Madison, Wisconsin 53707 or by 
calling Robert Patrick. General Counsel 
at (608) 265-1621. 

FOR FURTHER INFORMATION CONTACT: 

Ruth R. Amberg or Sandra M. Wilmore. 
Division of Credit Practices, Bureau of 
Consumer Protection, Federal Trade 
Commission. Washington, D.C. 20580, 
(202) 724-1187 or (202) 724-1100. 
SUPPLEMENTARY INFORMATION: The 
Credit Practices Rule states that it is 
unfair for a creditor in a transaction 
subject to the Rule 1 to include in a 
contract a provision that constitutes or 
contains a confession of judgment or 
similar waiver a waiver of exemptions: 
an assignment of wages (with certain 
limited exceptions); or a non-purchase 
money security interest in certain types 
of household goods. The Rule also states 
that it is deceptive for a creditor to 
misrepresent a cosigner's liability and 
unfair for a creditor to fail to disclose 
the cosigner's liability. The Rule requires 
that a particular notice be provided to 
potential cosigners and states that a 
creditor complying with that disclosure 
provision does not violate the 
prohibition against unfair and deceptive 
statements concerning the cosigner's 
liability. The Rule states that it is on 
unfair practice for a creditor to assess 
multiple late fees when the only 
delinquency is the failure to pay a 
previously assessed late fee. 

The Credit Practices Rule provides 
(Rule section 444.5.18 CFR 444.5) that if 
a state applies for an exemption from a 
provision of the Rule, such exemption 
will be granted if the Commission 
determines that: (1) There is in effect a 
state requirement or prohibition that 
applies to any transaction to which a 
provision of the Credit Practices Rule 
applies; and (2) the state requirement or 
prohibition affords a level of protection 
to consumers that is substantially 
equivalent to. or greater than, the 
protection afforded by the Rule's 
provision. Such an exemption will 
continue for so long as the state 
effectively administers and enforces its 
law. The result of the exemption is that 


* The Federal Trade Commission does not have 

jurisdiction over banka or federally-chartered or 
insured savings and loan association*, so 
transaction* by those creditors are not subject to 
the Rule. However, the Federal Reserve Board and 
tha Federal Home Loan Bank Board have adopted 
substantially similar rules for those institutions. 
Thrse rules become effective January 1,1966 The 
FRB • rule and the FHLBB s rule may be found at 50 
FR 11695 (April 29.1985) and 50 FR 19325 (May 8. 
1065), respectively. 


the exempted provision of the Credit 
Practices Rule is not in effect in that 
State.* 

The State of Wisconsin asserts that 
the Wisconsin Consumer Act and the 
State enforcement scheme for that Ac! 
meet the standards for exemption 
contained in the Rule and requests an 
exemption on that basis. 

The Commission has determined to 
published the exemption request for 
public comment for 60 days to allow the 
Commission to receive information from 
the public on the question whether the 
state requirements meet the 
Commission's criteria for exemption. 

Call for comment: Interested persons 
are invited to comment on the State of 
Wisconsin's request for an exemption, 
which is summarized below. The 
Commission staff is particularly 
interested in receiving comments on 
certain issues identified below. 
However, comments are invited on any 
aspect of the Wisconsin petition. At the 
end of the comment period, the 
Commission staff will review the 
comments received and make a 
recommendation to the Commission as 
to whether the requested exemption 
should be granted. The Commission will 
publish its decision to grant or deny the 
exemption. 

As set forth in $ 444.5, the 
Commission will evaluate, in the context 
of an exemption proceeding, appropriati* 
state petitions for exemption to 
determine whether the level of 
protection to consumers under the state 
law is substantially equivalent to the 
Credit Practices Rule and whether the 
state law is administered and enforced 
effectively. As explained in the staff 
guidelines, the exemption proceeding 
will be conducted pursuant to S 1.18 of 
the Commission's Rules of Practice.* 

As indicated in the Rule's Statement 
of Basis and Purpose, the requirement in 
S 444.5 that a comparable state 
requirement be "substantially 
equivalent" to the Commission's rule 
provision does not. in the Commission's 


•To *9111! the states in applying for exemption*, 
the FTC h*« published stiff guideline* for 
exemption proceeding* under the Credit Practice* 
Rule at 50 FR 19335. May 8.1965. 

•The staff guideline* aUo atale that additional 
procedure* for public participation may be 
scheduled if necessary for a full and fair 
presentation of significant factual issue*, such as 
when cross-examination is necessary. (A 
determination as to whether such procedures will 
be necessary with respect to this exemption request 
has not been made at this time.) The guidelines list 
the information that should be contained in any 
request for such additional procedures. Any such 
request should be sent to the Office of the 
Secretary. Federal Trade Commission. Washington. 
D C 20560 
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view require that the state requirement 
minor exactly the Commission 
provision. Any differences that exist, 
however, should be so minor as not to 
deprive consumers of the level of 
prctection guaranteed by the 
Commission Rule nor to complicate 
ii$r:ficant!y compliance by interstate 
cred?turs. Other factors that will be 
conriderod by the Commission in 
determining whether an exemption is 
warranted include the resources 
committed by the state to enforce its 
provisions, and the extent of any private 
rights of action available to aggrieved 
consumers 49 FR 7740, 7703. 

Contents of the Wisconsin Submission 

Wisconsin has provided a copy of thr 
relevant state statutes and a narrative 
statement comparing the state law with 
the i orresponding provisions of the 
Credit Practice* Rule. The statement 
also explains how state taw and the 
Rule would apply to the same 
transaction. The Annual Reports of the 
Banking Commission for each of the 
past three years are also provided They 
contain summaries of cases brought 
undnr the Wisconsin Consumer Act and 
»how what the Banking Commission has 
done to enforce the Wisconsin 
Consumer Act during the last three 
years. I'he petition is signed by the 
Commissioner of Banking, who is the 
Administrator of the Wisconsin 
Consumer Act. 

The Wisconsin Consumer Act as 
Described In the Submission 

A Ct iwral 

1. Coverage. Sections 421.301 (10), 

(20|. and (30) of the Wisconsin 
Consumer Act provide that an extension 
of consumer credit to which the 
Wisconsin Consumer Act applies 
includes any sale, lease, or loan with a 
consumer on which a finance charge is 
or may be assessed, or which is payable 
ir more than four installments. The Rule 
Applies to an agreement between a 
consumer and a lender or retail 
installment seller. The Rule’s definition 
of a retail installment seller includes a 
person who sells goods or services to a 
consumer pursuant to a lease-purchase 
arrangement The Rule defines a debt as 
money that is due or alleged to be due 
from one to another a ad does not 
require that o covered obligation be 
subject to a finance charge or payable in 
more than four installments. 

The Wisconsin Consumer Act covers 
agricultural credit as well as credit for 
personal, family, or household use and 
applies only to transactions in which the 
amount financed is less than $25,000. 

The Rule covers credit for personal, 


fsmily, or household use and sets no 
dollar limit on covered transactions. 

(See section 421.202(6). WIS. STAT.) 
Public comment is sought on the degree 
to which the differences in coverage 
between state law and the Rule affect 
the level of protection afforded by state 
law. 

2. Enforcement. The Wisconsin 
Consumer Ad is administered by the 
Commissioner of Banking. Among his 
functions, the Commissioner is 
authorized to receive and act on 
complaints, adopt administrative rules, 
review and approve contract forms, and 
commence actions through the 
Department of justice. Administration of 
the Act includes the direct examination 
of certain creditors by a field staff of 
five examiners. In addition, there are 
two consumer credit examiners who 
handle complaints received against 
creditors not subject to routine 
examinations. 

From March 1.1981 to February 26. 

1982. according to its annual report, the 
Wisconsin Banking Commission 
reviewed 540 complaints under the 
Wisconsin Consumer Act of which one 
pertained to the taking of a security 
interest in exempt property. Others did 
not appear to pertain to practices 
covered by the Rule. During that time 
period, the Wisconsin Banking 
Commission received 112 complaints 
pertaining to practices not covered by 
the Wisconsin Consumer Act. As 
summarized, the practices complained 
of do not appear to be covered by Ihe 
Rule either. During that same time 
period, the state completed seven 
enforcement actions involving alleged 
violations of the Act. Three of the seven 
charged the creditor with the 
assessment of excessive delinquency 
charges, but it is not clear from the 
summaries provided whether the 
excessive charges included the 
pyramiding of late charges, a practice 
prohibited by the Rule. Other allegations 
did not appear to involve practices that 
would also violate the Act. 

From March 1.1982 to February 28. 

1983, the Wisconsin Banking 
Commission received 393 complaints of 
violations of the Wisconsin Consumer 
Act including one complaint involving 
the use of a prohibited confession of 
judgment, a practice that would violate 
the Rule. Four other complaints involved 
excessive delinquency charges which, if 
the excessive charges Included the 
pyramiding of late fees, would violate 
the Rule. The W f isconsin Banking 
Commission also received 105 
complaints of practices not covered by 
the Wisconsin Consumer Act which do 
not appear to be covered by the Rule 
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either. Enforcement proceedings brought 
under the Act during that time period 
included three completed cases, two of 
which alleged contracting for 
delinquency charges in excess of that 
permitted by the statute. Again, if the 
excessive charges included the 
pyramiding of late fees, that would also 
violate the Rule. Other practices alleged 
were not covered by the Rule. 

From March 1,1983 to February 29. 
1984, the Wisconsin Banking 
Commission processed 364 complaints 
of violations of the Act of which one 
Involved the failure to provide the 
required notice to a cosigner, a practice 
tint would also violate the Rule. Seven 
other complaints involved excessive 
deliquency charges. The Banking 
Commission received 171 corapiaints 
regarding practices not covered by the 
Act. The practices complained of do not 
appear to be covered by the Rule. 
Enforcement proceedings brought during 
that time period included two completed 
cases, neither of which appeared to 
involve practices covered by the Rule. 
The state also had four cases pending 
during that time period, two of which 
included allegations of contracting for 
excessive deliquency charges, a practice 
that would violate the Rule if those 
charges included the pyramiding of late 
fees. 

The Wisconsin Banking Commissioner 
has the authority to adopt 
administrative rules to carry out the 
purposes of the Act, and has done so. 
Rules under the Wisconsin Act that are 
relevant to the Credit Practices Rule are: 
A rule describing language to be used in 
making an assignment of wages 
revocable; a rule stating that a purchase 
money security interest may cover 
repairs and replacement parts for the 
item purchased; and rules modifying the 
notice given to obligors. 

To assist creditors in designing forms 
that comply with the Act, the Wisconsin 
Banking Commissioner reviews forms 
used in consumer credit transactions. 
From the time that the Wisconsin 
Consumer Act became effective through 
the time covered by the 1984 report that 
we received, 700 business and trade 
associations had submitted forms for 
approval Approval of a form or 
procedure by the Banking Commission 
protects a creditor from potential civil 
penalties. The Wisconsin petition 
asserts that this examination and 
approval procedure results in a high 
level of compliance with the Act. 

Public comment is sought on whether 
the state has demonstrated that it 
administers and enforces the state law 
effectively so as to afford a level of 
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protection equivalent to that afforded by 
the Rule. 

3. Remedies. The damages provided 
for individual violations of the 
Wisconsin law are generally either $100. 
twice the finance charge, or the amount 
of the consumer’s actual dumages. 4 
Furthermore, under Wisconsin law. 
certain nonconforming obligations are 
void or unenforceable. In addition to the 
private right of action under the 
Wisconsin law. the state may recover 
civil penalties of $100 to Si .000 for 
negligent violation of the Act. and 
penalties of $1,000 to $10,000 for willful 
and knowing violations. Either the state 
or an aggrieved consumer may sue for 
an injunction or declaratory relief. 

Either the state or any consumer 
affected by a violation may bring a class 
action on behalf of all persons similarly 
situated for actual damages, penalty 
damages not to exceed $100,000. 
reasonable attorney’s fees, and other 
relief to which consumers are entitled 
under specific provisions of the Act. 

The Rule provides for civil penalties 
of up to $10,000 per violation. I lowever. 
the Rule does not make a nonconforming 
obligation void or unenforceable by the 
creditor and contains no private right of 
action. Public comment is sought on the 
degree to which these differences in 
penalties provided for violations of state 
law* and the Rule affect the level of 
protection afforded by state law, 

B Confession of Judgment 

Section 422.405 of the Wisconsin Act 
provides that a creditor may not obtain 
from a consumer any authorization that 
would enable the creditor to confess 
judgment on behalf of the consumer. If a 
contract contains such a prohibited 
provision, the consumer may void the 
contract, may retain the goods or 
services provided without any further 
obligation to pay, and may obtain a 
refund of all monies paid to the creditor. 
The Rule prohibits a creditor from using 
in a consumer credit contract a 
confession of judgment or any other 
waiver of the right to notice and the 
opportunity to be heard in the event of 
suit or legal process based on the 
contract. Public comment is sought on 
the degree to which the difference in 
available remedies under the Act and 


•Tnr specific remedies available to a consumer 
tor violations of the Wisconsin law provisions that 
correspond to the provision of the Rule are 
discussed in the provision by-provision analysis 
below. 


the Rule affects the level of protection 
afforded by state law. 

C. Wciver of Exemptions 

Wisconsin law exempts certain real 
and personal property and a portion of a 
debtor’s wages from execution. (See 
sections 421.06, 425.06. and 425.107(l)(e), 
WIS. STAT.) Wisconsin law also 
provides that it is an unconscionable 
practice to include in a contract a 
provision that requires the consumer to 
waive legul rights. The state contends 
that it would be unconscionable for a 
creditor to include in its contract a 
waiver of exemptions clause, but 
waivers of exemptions are not expressly 
prohibited under Wisconsin law as they 
are under the Rule. An unconscionable 
contract provision is not enforceable in 
Wisconsin, and a creditor who includes 
such a provision in a contract is. 
furthermore, subject to penalty damages 
of $100 and any actual damages 
sustained by the consumer. Public 
comment is sought on the degree to 
which differences in coverage and 
remedies affect the level of protection 
afforded by 8tate law. 

D. Wage Assignments 

Section 422.404 of the Wisconsin 
Consumer Act prohibits wage 
assignments unless revocable, and 
requires that a consumer be given notice 
of the assignment's revocability. The 
Rule prohibits wage assignments unless 
revocable, but does not require a notice 
of revocability. While Wisconsin law 
does not expressly address payroll 
deductions, the state indicates in its 
submission that such a payment 
mecihanism would be permissible only 
if the consumer may revoke it at any 
time. The Rule permits certain payroll 
deductions, whether or not they are 
revocable. The state contends in its 
submission that the Wisconsin provision 
on wage assignments offers greater 
protection than the Rule does. A creditor 
who violates the Wisconsin provision 
must pay damages of twice the finance 
charge or the consumer's actual 
damages, whichever is greater, in a 
private suit. Public comment is sought 
on the degree to which differences in 
coverage and remedies affect the level 
of protection afforded by state law. 

E. Household Goods Security Interests 

Section 422.417 of the Wisconsin law 
provides that, in general, a seller may 
take only a purchase money security 
interest. If the extension of credit is in 
the amount of $500 or more, a seller may 
take a security interest In goods upon 


which the property sold is installed or to 
which it is annexed. The creditor may 
also take a security interest in goods 
upon which any services that are the 
subject of the sale are performed. A 
lender that is not a seller may take a 
non-purchase money security interest 
except in certain items. 

The Rule prohibits the taking of a non¬ 
purchase money security interest in 
certain household items. The list of 
items.that may not be offered as 
security in Wisconsin is somewhat 
different from the Rule's definition of 
household goods. There is no “personal 
effects" category in the Wisconsin law 
as there is in the Rule. In addition, the 
Wisconsin law does not exclude from 
the items that may be taken as security, 
as the Rule does, a television; china; 
appliances (other than a refrigerator, 
heating stove and cooking stove); or 
furniture (other than a dining tabic with 
chairs, beds, and a couch with chairs). 

If a prohibited security interest is 
taken, under Wisconsin law. the 
consumer may sue to obtain twice the 
amount of the finance charge or actual 
damages, whichever is greater. Public 
comment is sought on the degree to 
which differences in the list of 
household items protected by the 
Wisconsin Act and the Rule—as well as 
other differences in coverage or in 
remedies—affect the level of protection 
afforded by state law. 

F. Cosigner Provisions 

The Rule prohibits a creditor from 
misrepresenting the nature and extent of 
a cosigner's liability or failing to inform 
the cosigner prior to the time that the 
agreement creating the cosigner's 
liability is executed of the nature of that 
liability. The Rule requires that a 
particular disclosure be provided to a 
consumer prior to the time that the 
consumer becomes obligated, and states 
that a creditor providing that disclosure 
does not violate the prohibition against 
misrepresenting or failing to inform the 
cosigner of his or her liability. 

The Wisconsin notice and the notice 
required by the Rule are similar but not 
identical. The notice required by the 
Rule states: (1) That the creditor can 
collect from the cosigner without first 
trying to collect from the borrower; (2) 
that the notice is not the contract that 
makes the cosigner liable; (3) that the 
same collection remedies may be used 
against the cosigner as against the 
borrower; (4) that if the debt goes into 
default that fact could become a part of 
the cosigner's credit history; and (5) that 
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the cosigner should think carefully 
before becoming obligated. 

Section 422.305 of the Wisconsin law 
provides that a cosigner must receive a 
notice called "An Explanation of 
Personal Obligation" and a copy of all 
relevant documents. The Explanation 
describes: (l)The cosigner's obligation 
to pay even though the cosigner may not 
be entitled to any of the goods or 
services or the loan provided to the 
borrower; (2) the fact that the cosigner 
may be sued even though the borrower 
may be able to pay; (3) the fact that the 
notice is not the agreement that makes 
the cosigner liable; and (4) the fact the 
cosigner is entitled to a free copy of any 
document the cosigner signs endorsing 
the transaction. The Rule does not 
require that the cosigner be provided 
with documents evidencing the 
obligation as Wisconsin law does. 

Wisconsin law prohibits false, 
misleading, or deceptive statements 
generally. The state contends that this 
prohibition covers misrepresenting or 
failing to disclose a cosigner's liability 
although misrepresenting or failing to 
disclose a cosigner’s liability is not 
specifically prohibited by Wisconsin 
law as It is by the Rule. The state law 
does not provide that a creditor who 
furnishes the cosigner notice docs not 
violate the prohibition against 
misrepresenting or failing to disclose a 
cosigner's liability, as the Rule docs. 

Under Wisconsin law. a cosigner who 
dees not receive the required 
documentation may sue the creditor and 
recover twice the amount of the finance 
charge or actual damages, whichever is 
greater. Public comment is sought on the 
degree to which these differences in the 
required notice and other relevant 
provisions affect the level of protection 
afforded by state law. 

C. Late Charges 

Sections 42Z202(2m)(a) and 203(2) of 
the Wisconsin law prohibit the 
pyramiding of late charges as the Rule 
dues. A creditor who violates the state's 
prohibition is subject to damages of the 
greater of twice the finance charge or 
the consumer's actual damages. Public 
romment is sought on the degree to 
which the difference in available 
remedies affects the level of protection 
afforded by state law. 

By direction of the Commission. 

Issued: October 30,1985. 

F.mily H. Rock. 
feretory. 

|FR Doc. 85-26307 Filed 11-5-85, 8:45 am] 

0 1LJMQ COOC §750-01-* 


DEPARTMENT OF STATE 
Bureau of Consular Affairs 
22 CFR Parts 41 and 42 
(SD-192) 

Visas; Documentation of 
Nonimmigrants and Immigrants Under 
the Immigration and Nationality Act, as 
Amended 

agency: Department of State. 
action: Notice of Proposed Rulemaking. 

summary: The Department proposes to 
amend 22 CFR Parts 41 and 42 to reflect 
new Immigration and Naturalization 
Service's regulations relating to the 
filing and approval of blanket petitions, 
to provide for refusal by a consular 
officer of an (L) visa to an alien applying 
for such visa as the beneficiary of a 
blanket petition approved under the 
regulations of the Immigration and 
Naturalization Service when the 
consular officer is not satisfied that the 
alien qualifies as a manager or 
executive under the provisions of 
section 101(a)(15)(L) of the Act, to 
substitute the word "person" for the 
word "woman" in the first sentence of 
appropriate sections, to increase to 
$100,000 the minimum monetary 
investment an alien must make in an 
enterprise In the United States in order 
to establish exemption from the labor 
certification requirement of section 
212[a)(14) of the Immigration and 
Nationality Act. It also proposes to 
make changes to 6 41.91(a)(17) and 
42.91(a)(17) in order to conform with 
section 4(1) of the Immigration and 
Nationality Act Amendments of 1981 
and the Immigration and Naturalization 
Service's subsequent regulations to 
implement the Act of December 29.1981 
(95 Stat. 1612). 

date Comments must be received in 
w riting on or before December 15.1985 
in order to be considered. 

A pore S3: Written comments should be 
submitted to the Director. Office of 
Legislation, Regulations and Advisory 
Assistance. Visa Services, Bureau of 
Consular Affairs, Department of State, 
Washington. DC 20520. 

FOR FURTHER INFORMATION CONTACT: 
Guida Evans-Magher. Legislation and 
Regulations Division (202) 632-2907. 
supplementary information: Section 
41.67(b) establishes a regulatory 
procedure to be followed when a 
consular officer is not satisfied that an 
alien applying for a visa as the 
beneficiary of an individual petition 
approved by the Immigration and 
Naturalization Service is qualified under 


section 101(a)(15)(L) of the Act. The 
regulations of the Service currently 
provide for the filing and approval of 
blanket petitions under the provisions of 
section 101(a)(15)(L) of the Act without 
the naming of nny alien as beneficiary. 
The regulations also delegate to 
consular officers the authority to 
determine the eligibility of individual 
aliens applying for visas as executives 
or managers under approved blanket 
petitions. The proposed changes would 
odd blanket petitions provisions in 
paragraph (a)(iii) and in new paragraph 
(c) delegate to consular officers 
regulatory authority for refusing (L) 
visas to aliens who clsim to be 
beneficiaries under an approved blanket 
petition but who are unable to satisfy 
the consular officer of their managerial 
or executive qualifications. Sections 
41.91(a)(12)(i) and 42.91 (a)(12)(i) define 
the term "prostitute" as a woman given 
to promiscuous intercourse for hire. The 
proposed amendments define the term 
as any "person" who is so engaged thus 
making visa Ineligibility under section 
212(a)(12) of the Act more generally 
applicable to any visa applicant who 
has engaged or will engage in conduct 
proscribed by that section. 

A proposed change in 
5 4Z91(a)(14)(UKd) would Increase the 
current $40,000 minimum monetary 
investment to at least $100,000. The 
proposed increase in the minimum 
monetary investment an alien is 
required to invest in an enterprise in the 
United States for the purpose of 
establishing an exemption from the 
labor certification requirement, is based 
on the cumulative inflation that has 
occurred since the 1976 amendment of 
the investment amount (41 FR 37474. 
September 7,1976) and is considered to 
reflect present realities for establishing 
a viable ongoing enterprise. 

The proposed amendments to 
55 41.91(a)(17) and 42.91(a){17) are in 
conformity with the Immigration and 
Naturalization Service's construction of 
section 4(1) of the Immigration and 
Nationality Act Amendments of 1981. 
The Service has construed the 1981 
Amendments as excepting from the 
application for readmission requirement 
of section 212(a)(17) of the Act only 
those aliens, subject to potential 
exclusion under that section, who have 
remained outside the United States for 
five successive years since the last 
deportation or removal. 

The Department does not consider 
this rule to be a major rule under 
Executive Order 12291 and does not 
expect this rule to have a significant 
impact on a substantial number of small 
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entities under the criteria of the 
Regulatory Flexibility Act. 

List of Subjects in 22 CFR Parts 41 
and 42 

Aliens, Nonimmigrants. Immigrants. 
Ineligible classes. Intracompany 
transferees. 

Accordingly, it is proposed to amend 
22 CFR Parts 41 and 42 as follows: 

PART 41—VISAS: DOCUMENTATION 
OF NONIMMIGRANTS UNDER THE 
IMMIGRATION AND NATIONALITY 
ACT, AS AMENDED 

1. The authority citation for Part 41 is 
revised to read as follows: 

Authority: Sec. 104.66 Stat 187.6 U.S.C 
1104 snd 109 (b)( 1 ). 01 Slat. 847 . unless 
otherwise noted. 

2. Section 4167 is amended by 
revising paragraph (a)(l)(iii). by adding 
paragraph (a)(l)(iv) and by adding a 
new paragraph (c) to read as follows: 

} 41.67 Executives, managers, and 
specialists (Intracompany transferees). 

(a) An alien shall be classifiable 
under the provisions of section 
10(a](15)(L) or the Act if— 

• • # • « 

(I)*** 

(iii) the alien shall have presented to 
the consular officer official confirmation 
of the approval of an individual petition 
according such classification or 
confirmation of extension of the alien's 
authorized stay in such classification: or 
(iv) the alien shall have presented an 
approved blanket petition or a 
notification of approval listing only 
those intracompany relationships and 
positions which were found to qualify 
under section l01(n)(15)(L) of Hie Act: 
or # * * 

• ••it 

(cl The consular officer shall refuse 
issuance of a visa if the documentation 
presented by an alien applying as an 
executive or managerial beneficiary of a 
blanket petition approved by the 
Immigration and Naturalisation Service 
under the provisions of section 
101(a)(15)(L) does not establish to the 
satisfaction of the consular officer that 
(1) the alien has been continuously 
employed by the same employer, or an 
affiliate or subsidiary thereof, for the 
one year immediately preceding the 
application for the (L) visa: or (2) the 
alien is qualified to fdi an executive or 
managerial position. 

• • • • • 

3. In 5 4Un(a)(12Mi) the word 
"woman" in the first sentence is 
changed to the word "person". 

4. Section 41.91(a)(17) is revised to 
read: 


i 41.91 Aliens Ineligible to receive visas. 


(17) Aliens arrested and deported or 
removed from the United States. An 
alien who was arrested and deported 
from the United States, or who was 
removed from the United States as 
stated in section 212(a)(17) of the Act 
shall not be issued a visa unless the 
alien has remained outside the United 
States for at least five successive years 
following the last deportation or 
removal or has obtained permission 
from the Immigration and Naturalization 
Service to reapply for admission to the 
United States. 

PART 42—VISAS: DOCUMENTAT10N 
OF IMMIGRANTS UNDER THE 
IMMIGRATION AND NATIONALITY 
ACT, AS AMENDED 

1. The authority citation for Part 42 ia 
revised to read as follows: 

Authority: Sec. 104. 06 Stat. 187.0 U.S.C 
1104 and 109(b)(1). 91 Stat. 847. unless 
otherwise noted. 

2. In { 42Sl(a)( 12)(i) the word 
"woman" in the first sentence is 
changed to the word "person". 

3. In § 4261 paragraph (a)(14)(ii)(<£ is 
revised to read: 

§ 42.91 Aliens tneUglbl# to receive visas, 
(a) • * • 

(14) Aliens entering to perform skilled 
or unskilled labor. • * * 

(it) • # # 

(</) An alien who establishes to the 
satisfaction of the consular officer that 
entry into the United States is sought for 
Ihe purpoee of engaging in an enterprise 
in which the alien has invested, or is 
actively in the process of investing, 
capital totaling at least $100,090. and in 
which the alien will be a principal 
manager and will employ at least one 
person in the United States who is a 
United States citizen or an alien 
lawfully admitted for permanent 
residence, exclusive of the principal 
alien, and the spouse and children of 
such principal alien: and * * * 

• • « • • 

4. Section 4261(a)(17) is revised to 
read: 

(a) * * * 

17. Aliens arrested and deported or 
removed from the United States. An 
alien who was arrested and deported 
from the United States, or who was 
removed from the United States as 
stated in section 212(a)(17) of the Act 
shall not be issued a visa unless the 
alien has remained outside the United 
States for at least five successive years 
following the last deportation or 
removal or has obtained permission 


from the Immigration and Naturalization 
Service to reapply for admission to the 
United States. 

• • • • « 

Dated: October 11.1983 
Michael H. Newtia. 

Acting Assistant Secretary far Consular 
Affairs 

[FR Doc. 85-26252 Filed 11-5-65: 8:45 am) 

BIU (NO COOL 4710-0S-M 


DEPARTMENT OF THE TREASURY 

Internal Revenue Service 

26 CFR Pari 1 

[LR-145-84 and LR-216-S4) 

Income Taxes; Substantiation of 
Certain Deductions and Credits for 
Business Expenses; Taxation of Fringe 
Benefits; Withdrawal of Notice of 
Proposed Rulemaking 

agency: Internal Revenue Service. 
Treasury. 

action: Withdrawal of portions of two 
notices of proposed rulemaking. 

summary: This document withdraws 
portions of two notices of proposed 
rulemaking by cross reference to 
temporary regulations published in the 
Foderal Register for February 20.1985 
(50 FR 7071 and 7073), relating to the 
requirement to substantiate certain 
deductions and credits with "adequate 
contemporaneous records" and to the 
taxation of fringe benefits. The text of 
temporary income tax regulations under 
sections 132 and 274 served as the 
comment document for the notices of 
proposed rulemaking. Changes to the 
applicable lax law were made by Pub L 
99-44. Repeal of Contemporaneous 
Recordkeeping Requirements, that 
made, inter alia, sections of the 
temporary regulations ineffective. In the 
Rules and Regulations portion of this 
issue of the Federal Register, the 
Internal Revenue Service, therefore, is 
removing portions of those temporary 
regulations. This document withdraws 
those portions of the notices of purposed 
rulemaking that pertain to the removed 
temporary regulations. 
date: The withdrawal of portions of the 
two notices of proposed rulemaking is 
effective for taxable years beginning 
after December 31,1984. 

FOR FURTHER INFORMATION CONTACT: 
Michel A. Daze. (202-566-3629) or 
Annette J. Guarisco (202-588^3918) of 
the Legislation and Regulations 
Division. Office of the Chief Counsel. 
Internal Revenue Service. 1111 
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Constitution Ave., NW, Washington. DC 

20224. 

SUPPLEMENTARY INFORMATION: 

Background 

Sections 179 and 531 of the Tax 
Reform Act of 1984 (Pub. L 98-369, S8 
Stat. 718 and 877) (the 1984 Act) made 
various amendments to Code sections 
61. 274. 3121. 3231, 3306. 3401. and 3501. 
and added new Code sections 132, 280F. 
and 4977. Temporary regulations 
published in the Federal Register on 
October 24.1984 (49 FR 42701) amended 
the Income Tax Regulations (28 CFR 
Part 1) to reflect amendments to section 
274(d) of the Internal Revenue Code, 
relating to substantiation requirements, 
and the addition of section 280F to the 
Code, relating to the limitations on co9t 
recovery deductions and the investment 
tax credit for certain property. Other 
temporary regulations published in the 
Federal Register for January 7.1385 (50 
FR 747) amended Parts 1. 31. and 54 of 
Title 28 of the Code of Federal 
Regulations, to reflect other 
amendments to the Code by the 1984 
Act relating to the taxation of fringe 
benefits. Amendments to both sets of 
temporary regulations and a new 
te mporary regulation relating to the 
substantiation requirements were 
published in the Federal Register for 
February 20.1985 (50 FR 7038). 

Section 1(a) of Pub. L 99-44, Repeal of 
Contemporaneous Recordkeeping 
Requirements (the 1985 Act), amended 
section 274(d) and section 1(c) of the 
same law made Ineffective any 
regulations issued to carry out certain of 
the amendments made by the 1984 Act. 
in the Rules and Regulations portion of 
this issue of the Federal Register, the 
Internal Revenue Service is removing 
those sections of the temporary 
regulations that are no longer effective. 
Because the text of the temporary 
regulations served as the comment 
document for two notices of proposed 
rulemaking, the portions of the notices 
of proposed rulemaking that pertain to 
the removed temporary regulations must 
also be withdrawn. This document has 
no effect on the portions of the two 
notices of proposed rulemaking that 
pertain to the temporary regulations 
under section 280F or on the temporary 
income, employment, and excise tax 
regulations relating to the taxation of 
fringe benefits that are not removed. For 
a discussion of the substantiation 
requirements under section 274(d) and 
the rules relating to the taxation of 
fringe benefits that remain in effect, see 
the preamble to the removal of the 
temporary regulations contained in the 


Rules and Regulations portion of this 
issue of the Federal Register. 

Drafting Information 

The principal authors of this 
document are Michel A. Daz6 and 
Annette |. Guarisco of the Legislation 
and Regulations Division of the Office of 
Chief Counsel. Internal Revenue 
Service. However, personnel from other 
offices of the Internal Revenue Service 
and Treasury Department participated 
in developing this document on matters 
of both substance and style. 

The proposed amendments to 28 CFR 
Part 1 relating to the “adequate 
contemporaneous record” requirement 
and the proposed amendments to 28 
CFR Part 1 that would have conformed 
the regulations relating to the taxation 
of fringe benefits to the "adequate 
contemporaneous record” requirement, 
published in the Federal Register for 
February 20.1985 (50 FR 7071 and 7073). 
are hereby withdrawn. 

James!. Owens. 

Acting Commissioner of Internal Revenue. 

[FR Doc. 85-28210 Filed 11-1-83; 8:45 am] 

BILLING COO€ 4MO-01-* 


26 CFR Part 1 
ILR-216-84) 

Taxation of Fringe Benefits 

agency: Internal Revenue Service, 
Treasury. 

action: Notice of proposed rulemaking 
by cross-reference to temporary 
regulations. 

summary: In the Rules and Regulations 
portion of this issue of the Federal 
Register, the Internal Revenue Service is 
issuing temporary income tax 
regulations under section 61 and 132. 

The temporary regulations under section 
61 provide rules for valuation of the 
computing use of employei^provided 
vehicles. The temporary regulations 
under section 132 provide rules relating 
to working condition fringe exclusions. 
The text of the temporary regulations 
serves as the comment document for the 
notice of proposed rulemaking contained 
in this document. 

dates: Proposed effective date: The 
regulations are proposed to be effective 
as of January 1,1985. 

Dates for comments and requests for a 
public hearing: Written comments and 
requests for a public hearing must be 
delivered or mailed by January 6.1988. 
address: Send comments and requests 
for a public hearing to Commissioner of 
Internal Revenue, till Constitution 


Ave.. NW.. Washington, DC 20224 
Attention: CC:LR:T (LR-216-04). 

FOR FURTHER INFORMATION CONTACT: 

Annette J. Guarisco of the Legislation 
and Regulations Division. Office of 
Chief Counsel, Internal Revenue 
Service. (202) 560-3918 (not a toll-free 
number). 

SUPPLEMENTARY INFORMATION: 

Background 

The temporary regulations in the 
Rules and Regulations portion of this 
issue of the Federal Register amend Part 
1 of Tide 26 of the Code of Federal 
Regulations. The temporary regulations 
are designed by a “T* following their 
section citation. The final regulations, 
which this document proposes to base 
on those temporary regulations, would 
amend Part 1 of Title 28 of the Code of 
Federal Regulations. 

Section 61 was amended and section 
132 was added to the Internal Revenue 
Code of 1954 (“Code”) by section 531 of 
the Tax Reform Act of 1984 (Pub. L 98- 
369,98 Slat. 877). Section 274(d) of the 
Code was amended by section 179 of the 
Tax Reform Act of 1984 (99 Slot. 494) 
and section 1(a) of the Repeal of 
Contemporaneous Recordkeeping 
Requirements (Pub. L. 99-44,99 Stat 77). 
Because of the relationship between 
sections 274(d) and 132 of the Code, the 
temporary regulations under section 132 
are amended. 

Comments and Requests for a Public 
Hearing * 

Before these proposed amendments 
arc adopted, consideration will be given 
to any written comments that are 
submitted (preferably eight copies) to 
the Commissioner of Internal Revenue. 
All comments will be available for 
public inspection and copying. 

A public hearing will be held upon 
written request to the Commissioner by 
any person who has submitted written 
comments. If a public hearing is held, 
notice of the time and place will be 
published in the Federal Register. 

The collection of information 
requirements contained in the temporary 
regulations have been submitted to the 
Office of Management and Budget 
(OMB) for review under the Paperwork 
Reduction Act of 1980. Comments on 
those requirements should be sent to the 
Office of Information and Regulatory 
Affairs, Attention: Desk Officer for 
Internal Revenue Service, New 
Executive Office Building, Washington, 
DC 20503. The Internal Revenue Service 
requests that persons submitting 
comments on the requirements to OMB 
also send copies of those comments to 
the Service. 
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Executive Order 12291 and Regulatory 
Flexibility Act 

The Commissioner of Internal 
Revenue has determined that this 
proposed rule is not a major rule as 
defined in Executive Order 12291 and 
that a Regulatory Impact Analysis is 
therefore not required. 

Although this document is a notice of 
proposed rulemaking which solicits 
public comments, the Internal Revenue 
Service has concluded that the 
regulations proposed herein are 
interpretative and that the notice and 
public procedure requirements of 5 
U.S.C. 553 do not apply. Accordingly, 
these proposed regulations do not 
constitute regulations subject to the 
Regulatory Flexibility Act (5 U.S.C. 
Chapter 8). 

Drafting Information 

The principal author of this document 
is Annette J. Guansco of the Legislation 
and Regulations Division of the Office of 
Chief Counsel. Internal Revenue 
Service. However. Personnel from other 
offices of the Internal Revenue Service 
and Treasury Department participated 
in developing the regulations on matters 
of both substance and style. 

List of Subjects in 26 CFR 1X1-1— 
1.281-4 

Income taxes. Taxable income. 
Deductions. Exemptions. 

Roscoe L. Eggor. Jr„ 

Commissioner of Internal Revenue. 
fFR Doc 85-26360 Filed 11-1-85: 8:48 uro] 

SI1LIMO COOf 4*30-41 «f 


26 CFR Parts 1 and 602 
l LR-145-84] 

Depreciation and Investment Tax 
Credit for Luxury Automobiles; 
Limitation When Certain Property Is 
Used for Personal Purposes 

agency: Internal Revenue Service, 
Treasury. 

action: Notice of proposed rulemaking 
by cross-reference to temporary 
regulations. 

summary: in the Rules and Regulations 
portion of this issue of the Federal 
Register, the Internal Revenue Service is 
issuing temporary income tax 
regulations under section 274 and 
amending other temporary regulations 
under sections 162 and 280F. The 
temporary regulations under section 274 
provide rules for the substantiation of 
any deduction or credit claimed with 
respect to traveling away from home, 
certain entertainment expenditures. 


business-related gifts, and "listed 
property." The amendments to the 
temporary regulations under section 162 
relate to the deductibility of certain 
expenses incurred by employers and 
employees with respect to noncash 
fringe benefits. The amendments to the 
temporary regulations under section 
280F provide new limitations on the 
deductions of lessees of passenger 
automobiles. The text of the new and 
amended temporary regulations serves 
as the comment document for tho notice 
of proposed rulemaking contained in 
this document 

dates: Proposed effective dotes: The 
regulations under section 162 are 
proposed to be effective as of January 1, 
1985. The regulations under section 274 
relating to the substantiation of 
deductions and credits claimed with 
respect to certain business expenditures 
are proposed to be effective generally 
for taxable years beginning after 
December 31,1985. The amendments 
relating to the limitations on the 
deductions of lessees of passenger 
automobiles are proposed to be effective 
generally for automobiles leased after 
April 2.1985. 

Dates for comments and requests for a 
public hearing: Written comments and 
requests for a public hearing must be 
delivered or mailed by January* 6.1966. 
address: Send comments and requests 
for a public hearing to Commissioner of 
Internal Revenue. Attention: CC:l*R:T 
(LR-145-64), Washington, DC 20224. 

FOR FURTHER INFORMATION CONTACT: 
Michel A. Dazfc of the Legislation and 
Regulations Division, Office of the Chief 
Counsel, Internal Revenue Service, 1111 
Constitution Avenue, NW„ Washington, 
DC 20224 (202-566-8459, not a toll-free 
call). 

SUPPLEMENTARY INFORMATION: 
Background 

The temporary regulations published 
in the Rules and Regulations portion of 
this issue of the Federal Register amend 
the Income Tax Regulations (28 CFR 
Part 1) to reflect amendments to section 
274 of the Internal Revenue Code of 
1954, relating to substantiation 
requirements, and to section 28GF 
relating to limitations on cost recovery 
deductions and the investment lax 
credit allowed for passenger 
automobiles. The temporary regulations 
issued under section 274 reflect 
amendments to section 274(d) by section 
179 of the Tax Reform Act of 1984 (Pub. 

L 98-380, 98 Stat. 494) and by sections 
1(a) and 2 of the Repeal of 
Contemporaneous Recordkeeping 
Requirements (Pub. L. 99-44. 99 Stat. 77). 
The amendments to the temporary 


regulations under section 280F reflect 
amendments to that section by section 4 
of Pub. L 99-44. The preamble to the 
temporary regulations contains an 
explanation of the provisions of those 
regulations. The temporary regulations 
will remain in effect until superseded by 
final regulations which are proposed to 
be based on the temporary regulations 

Before amendment by the Tax Reform 
Act of 1984 and Pub. L. 99-44. section 
274(d) required that any deduction for 
expenses incurred for (1) traveling away 
from home. (2) entertainment, 
amusement, or recreation activities or 
the use of a facility in connection with 
those activities, or (3) business-related 
gifts be substantiated by adequate 
records or sufficient evidence 
corroborating a taxpayer’s own 
statement. Section 274(d) did not apply 
to vehicles when used in local travel. 
Instead, the more general substantation 
standards under section 162 were 
applicable. As amended, section 274(d) 
requires, for taxable years beginning 
after December 31.1985. that any 
deduction or credit claimed for the 
expenses described above and for 
expenses incurred with respect to 
"listed property" be substantiated by 
adequate records or sufficient evidence 
corroborating a taxpayer's own 
statement. Section 274(d) wiU then apply 
to vehicles used in local travel. 

First adopted by Treasury decision in 
1962. i 1.274-5 of the Income Tax 
Regulations reflects the addition of 
section 274(d) to the Code. Amendments 
to $ 1-274-5 are proposed to conform the 
regulations to the 1984 Act and to Pub. I. 
99-44. For the convenience of taxpayers 
who must comply with the section 
274(d) substantiation requirements, the 
proposed amendments are incorporated 
into i 1.274-5 and published in full in 
the format of a temporary regulation. 
New material is indicated by 
underlining. 

Comments and Requests for a Public 
Hearing 

Before these proposed amendments 
are adopted, consideration will be given 
to any written comments that are 
submitted (preferably eight copies) to 
the Commissioner of Internal Revenue. 
All comments will be available for 
public inspection and copying. 

Comments are invited, however, on 
only those portions of new temporary 
5 1.274-5T that are amendments to 
{ 1.274-5 to reflect the recent legislation 
Specifically, comments are invited on 
the following provisions that are 
included among those amendments: 
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Paragraph (b)(6). the elements of an 
expenditure or use with respect to listed 
property. 

Paragraph (c)(2)(ii)(C), substantiation 
of business use. 

Paragraph (c)(3)[ii). sampling rule for 
the substantiation of business use. 

Paragraph (c)(6)(i)(C), aggregation of 
business use. 

Paragraph (d) (2) and (3). disclosure 
on tax returns of certain information 
with respect to the use of listed 
property. 

Paragraph (e). substantiation of 
working condition fringe exclusions and 
certain employee deductions, and 

Paragraph (k), other vehicles that may 
be designated as qualified nonpersonal 
use vehicles. 

Comments are also invited on the 
provisions of § 1.162—25T and $ 1.274—6T 
and the amendments to the temporary 
regulations under section 280F. 

Comments have been received 
previously on the limitations applicable 
to lessees contained in S 1.280F-5T of 
those temporary regulations. The 
comments have pointed out that 
separate limitations are not applicable 
to lessees to whom lessors have elected 
to pass through the investment credit. 

The Internal Revenue Sen ice intends to 
issue an announcement in the near 
future providing separate limitations for 
these lessees. 

In the case of a fleet of vehicles 
owned or leased by an employer and 
used by employees in connection with 
the employer's business, the Service is 
considering an alternative method for 
the employer to satisfy its substantiation 
requirements. An employer would be 
able to establish the business use of 
each vehicle In the fleet and the 
personal use by on employee by a 
method similar to the following: 

(1) The employer would identify a 
class of at least 100 vehicles that are 
physically similar and that are used in a 
similar fashion, 

(2) No vehicle in the class would have 
a fair market value greater than $16,500. 

(3) At the beginning of each taxable 
year, the employer would select from 
the class a random sample using 
accepted sampling techniques, 

(4) The sample size would preferably 
be at least 250 vehicles, or one-half the 
class in the case of fleets of less than 
500 vehicles (but In no event less than 50 
vehicles), 

(5) The taxpayer would determine the 
business use of each vehicle in the 
sample from adequate records 
maintained for each vehicle, and 

(6) The average of the business use of 
each vehicle in the sample would be the 
business use of each vehicle in the class. 


Comments are invited with respect to 
this alternative method of satisfying the 
substantiation requirements of section 
274(d). 

A public hearing will be held upon 
written request to the Commissioner by 
any person who submits written 
comments. If a public hearing Is held, 
notice of the time and place will be 
published in the Federal Register. 

The collection of information 
requirements contained in the temporary 
regulations have been submitted to the 
Office of Management and Budget 
(OMB) for review under section 3504(h) 
of the Paperwork Reduction Act. 
Comments on these requirements should 
be sent to the Office of Information and 
Regulatory Affairs. Attention: Desk 
Officer for Internal Revenue Service. 
New Executive Office Building, 
Washington, DC 20503. The Internal 
Revenue Service requests that persons 
submitting comments on the 
requirements to OMB also send copies 
of those comments to the Service. 

Executive Order 12291 and Regulatory 
Flexibility Act 

The Commissioner of Internal 
Revenue has determined that this 
proposed rule is not a major rule as 
defined in Executive Order 12291 and 
that a Regulatory Impact Analysis is 
therefore not required. 

Although this document is a notice of 
proposed rulemaking which solicits 
public comment, the Internal Revenue 
Service has concluded that the 
regulations proposed herein are 
interpretative and that the notice and 
public procedure requirements of 5 
U.S.C. 553 do not apply. Accordingly, 
these proposed regulations do not 
constitute regulations subject to the 
Regulatory Flexibility Act (5 U.S.C. 
Chapter 6). 

Drafting Information 

The principal author of this document 
is Michel A. Daz6 of the Legislation and 
Regulations Division of the Office of 
Chief Counsel, Internal Revenue 
Service. However, personnel from other 
offices of the Internal Revenue Service 
and Treasury Department participated 
in developing the regulations on matters 
of both substance and style. 

List of Subjects 

26 CFR 1.61-1—1.261-4 

Income taxes, Taxable income. 
Deductions, Exemptions. 


26 CFR Part 602 

Reporting and recordkeeping 
requirements. 

Roicoe L. Kgxef, |r.. 

Commissioner of Interna! Revenue. 

(FR Doc 85-26359 Filed 11-1-85: 8 49 am] 

BILLING COOi 4430-01-M 


ENVIRONMENTAL PROTECTION 
AGENCY 

40 CFR Part 81 

IA-4-FRL-2919-3] 

IGA-0091 

Designation of Areas for Air Quality 
Planning Purposes; Redesignation of 
Ozone Nonattainment Areas In 
Alabama and Georgia 

AGENCY: Environmental Protection 
Agency. 

action: Proposed Rule. 

summary: EPA today proposes to 
approve requests by Alabama and 
Georgia to redesignate two counties in 
the Columbus-Phenix City Interstate Air 
Quality Control Region (AQCR) 
attainment for ozone. The two counties 
involved arc Russell County. Alabama 
and Muscogee County. Georgia. The 
redesignation of the Columbus-Phenix 
City area to attainment is based on 
three years of ambient monitoring data 
showing a calculated expected 
exceedance of less than 1.0 and 
implementation of an EPA-approved 
control strategy. 

The public is invited to submit written 
comments on this proposed action. 

DATE: To be considered, comments must 
reach us on or before December 6,1965. 
addresses: Written comments should 
be addressed to Jill Thomas of EPA 
Region I\Ts Air Management Branch 
(see EPA Region IV address below), 
copies of the materials submitted by 
Georgia may be examined during 
normal business house at the following 
locations: 

Environmental Protection Agency. 
Region IV. Air Management Branch. 
345 Courtland Street, NW., Atlanta. 
Georgia 30385. 

Air Protection Branch. Environmental 
Protection Division. Georgia 
Department of Natural Resources, 270 
Washington Street. SW.. Atlanta. 
Georgia 30344. 

FOR FURTHER INFORMATION CONTACT. 

Jill Thomas. Air Management Branch. 
EPA Region IV, at the above address 
and telephone number 404/881-2864 or 
FTS 257-2864. 
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SUPPLEMENTARY INFORMATION: In ihe 
March 3,1978, Federal Register (43 FR 
8962) EPA designated 103 major urban 
areas in the United States as 
nonattainment for ozone. A major urban 
areas in the United States as 
nonattainment for ozone. A major urban 
area was defined os an area with an 
urbanized population of 200,000 or 
greater (U.S. Bureau of Census, 1970). Of 
the 103 urban areas, 97 experienced 
oxidant violations based on ambient 
data. The other six urban areas did not 
have oxidant ambient air quality 
monitoring data. Since 97 of 103 major 
urban areas recorded violations, the six 
cities without data were presumed to be 
nonattaimnent for ozone. Additionally, a 
comprehensive analysis was performed 
by OAQPS and other factors were 
considered by EPA for each of the six 
urban areas. These analyses 
substantiated the presumptive 
nonattainment designation and these 
areas were required to monitor during 
the 1978 ozone season to determine the 
magnitude of their oxidant problem. 

Among the six urban areas presumed 
to be nonattainment for ozone were 
Russell County, Alabama (Phenix City) 
and Muscogee County. Georgia 
(Columbus). The monitoring data 
obtained during the 1978 ozone season 
indicated that the Columbus-Phenix City 
nonattainment designation was correct 
Thus. Alabama and Georgia were 
required to revise their respective state 
implementation plans (SIP) for ozone. 
Both States drafted and adopted control 
strategies based on reduction of volatile 
organic compound (VOC) emissions 
from mobile and stationary sources. 
They showed that the area would 
achieve the ozone standard by early 
1981 through the Federal Motor Vehicle 
Control Program and through 
implementation of Group I and Group U 
VOC Reasonably Available Control 
Technology (RACT) regulations. EPA 
approved Alabama's SIP on November 
28.1979, and Georgia’s SIP on 
September 18.1979. 

Alabama and Georgia have requested 
that EPA change the attainment status 
of Russell County and Muscogee 
County, respectively, from 
nonattainment for 02 one to attainment. 

In order to redesignate a nonattainment 
area, EPA policy requires that three 
years of ozone data show an expected 
exceedance calculation of less than or 
equal to 1.0. The most recent eight 
quarters of quality assured ambient air 
data may suffice provided that no 
exceedances have occurrred. In 
addition, the data must be accompanied 
by a demonstration of implementation of 
an EPA-approved control strategy. 


Georgia has submitted ambient air 
quality data collected at three 
monitoring sites in Columbus. Two of 
the sites were continued because of 
their close proximity. In 1980,1981, and 
1982, the ozone monitor was located at 
Columbus College. Because of eviction 
from the Columbus College campus, the 
monitor was moved to the Columbus 
Airport by the end of 1982. This was a 
move of approximately one to one and 
one-half miles, the move was reviewed 
by EPA and determined to be 
representative of the Columbus College 


«T Tw — y m votm* 

1 Not to bo me—dmJ mom tMn one* pm year. 


For a more detailed discussion, please 
refer to the Technical Support Document 
which is available for inspection at the 
EPA Region IV office. 

Therefore, on the basis of three years 
of air quality data showing attainment 
and evidence of on implemented EPA- 
approved control strategy, EPA 
proposes to approve the redesignation of 
the two counties in the Columbus- 
Phenix City Interstate AQCR from ozone 
nonattainment to attainment. 

Proposed Action 

EPA is today proposing to approve the 
redcsignation of the Russell County and 
Muscogee County ozone nonattainment 
areas on the basis of three years of air 
quality data and an EPA-approved 
control strategy. 

The public is invited to participate in 
this rulemaking by submitting written 
comments on these proposed actions. 

Under 5 U.S.C. Section 605(b), I certify 
that area redesignations do not have a 
significant economic impact on a 
substantial number of small entities. 

(See 48 FR 8709). 

The Office of Manogement and Budget 
has exempted this rule from the 
requirements of Section 3 of Executive 
Order 12291. 

List of Subjects in 40 CFR Part 81 

Air pollution control. National parks. 
Wilderness areas. 

Authority: 42 US. C. 7401-7642. 


site and in conformance with the 40 CFR 
Part 58 siting criteria. Therefore, the 
Columbus College and Columbus airport 
sites are considered to be the same site 
and their data has been combined in 
order to have the required three years of 
monitoring data. 

The three years of ambient ozone data 
is the basis for the redesignation 
request. Specifically, the most recent 
three years of air quality data (1982, 
1983, and 1984) show the number of 
expected exceedances to be less than or 
equal to 1.0, as is summerized below: 


Dated: Dated: July 23,1985. 
lack E. Ravan, 

Regional Administrator. 

(FR Doc 85-26454 Filed 11-6-85; 8.45 am) 

BILLING COOC GWO-KMI 


40 CFR Parts 704 and 799 

IOPTS-42078; TSH-FRL 2906-6] 

Anthraquinona; Proposed Reporting 
and Recordkeeping Requirements and 
Test Rule 

agency: Environmental Protection 
Agency (EPA). 
action: Proposed rule. 

summary: EPA is proposing that 
manufacturers (including importers) an«i 
processors of 9,10-anthraquinone (CAS 
No. 84-85-1). hereinafter 
"anthraquinone", be required, under 
section 4 of the Toxic Substances 
Control Act (TSCA), to perform testing 
for water solubility, bioconcentration, 
and acute toxicity to aquatic organisms 
The Agency is also proposing, under 
section 8 of TSCA, that manufacturers 
and importers of anthraquinona be 
required to submit an annual report to 
EPA stating the volume of this 
substance manufactured or imported 
during their latest corporate fiscal year 
Testing for biodegradation and chronic 
toxicity of aquatic organisms will be 
required if the acute toxicity or 



E«c«od»ncM (ppm) 

Kjntm of 
•Kptcted 

«aC**- 

danc** 1 

NAAGS 

Gotop/Nrpo* 

1982 ..... 

none 

08 

.12 ppm 

IMS 

140 

1884.. ... 

152. 

ToW . .. .... 


Olmc Lb6; 

1082. . . _ . 


0.4 


1883,_ ... _ . 

125 

1884-_..... 

non*. . ... 

T W. - .. 

1 niirnnrWir* 



1 




































Federal Register / Vol. 50, No. 215 / Wednesday, November 6. 1965 / Proposed Rules 46091 


bioconccntralion test results and the 
annual production and importation level 
meet specified criteria. This proposed 
rule is in response to the Interagency 
Testing Commit tee s (ITCs) designation 
of anthraquinone for priority 
consideration for chemical fate and 
environmental effects testing. 
dates: Submit written comments on or 
before January 6.1986. If persons 
request an opportunity to submit oral 
comment by December 23,1965, EPA 
will hold a public meeting on this rule in 
Washington, D.C. For further 
icformation on arranging to speak at the 
meeting see Unit IX of this preamble. 
ao OR ESS: Submit written comments, 
identified by the document control 
number (OPTS-42076). in triplicate to: 
TSCA Public Information Office (TS- 

793). Office of Pesticides and Toxic 

Substances, Environmental Protection 

Agency. RM. E-1G8.401 M St.. SW„ 

W ashington, D.C. 20460. 

A public version of the administrative 
record supporting this action (with any 
confidential business information 
deleted) is available for inspection at 
the above address from 8 a.m. to 4 pan.. 
Monday through Friday, except legal 
holidays. 

FOR FURTHER INFORMATION CONTACT: 

Edward A. Klein. Director. TSCA 
Assistance Office (TS-799), Office of 
Toxic Substances, Rm. E-543,401 M St. 
SW„ Washington. D.C 20460, Toll free: 
.^xv-424-9065), In Washington. D.C: 
(554-1404J. Outside the USA: (Operator 
- 202-554-1404). 

SUPPLEMENTARY INFORMATION: EPA is 

issuing a proposed test rule under 
section 4(a) of TSCA in response to the 
ITCs designation of anthraquinone for 
chemical fate and environmental effects 
testing consideration and reporting 
requirements under section 8(a) to 
require manufacturers and importers to 
report to EPA the volume of 
•intliraqixinane manufactured or 
imported during their latest corporate 
fiscal year 

I Introduction 

A ITC Recommendation 

TSCA (Pub. L 94-469. 90 StaL 2003 et 
seqt 15 U.S.C. 2601 et seq .) established 
the ITC under section 4(e) to recommend 
to EPA a list of chemicals to be 
considered for testing under section 4(a) 
of the Ad. 

The ITC designated anthraquinone 
(CAS No. 64-65-1) for priority 
( nsideration in its 15th Report 
submitted to EPA on November 6.1904. 
and published in the Federal Register of 
November 29. 1984 (49 FR 46931). The 
ITC recommended that anthraquinone 


be considered for chemical fate testing, 
including water solubility and 
biodegradation, and ecological effects 
testing, including acute toxicity to fish, 
aquatic invertebrates, and algae, and 
chronic toxicity to aquatic organisms, 
conditional upon results of acute tests. 
The bases for these recommendations 
were as follows: the chemical fate and 
toxidty tests that were reviewed had 
been performed at test concentrations 
that exceeded and reported water 
solubility level of anthraquinone; the 
resulting data could not be interpreted 
reliably or were inadequate to quantify 
the acute and potential chronic toxicity 
to aquatic organisms; and the data 
indicated that anthraquinone may be 
toxic to aquatic organisms since 
organisms were killed in the toxicity 
tests. 

B. Test Rule Development Under TSCA 

Under Section 4(a) of TSCA. EPA 
shall by rule require testing of a 
chemical substance or mixture to 
develop appropriate test data tf the 
Administrator finds that: 

(A) (1) the manufacture, distribution in 
commerce, processing, use. or disposal of a 
chemical substance or mixture, or that any 
combination of such activities, may present 
an unreasonable risk of injury to health or the 
environment. 

(if) there ore insufficient data and 
experience upon which the effects of sonh 
manufacture, distribution in commerce, 
processing, use. or disposal of such substance 
or mixture or of any combination of such 
activities on health or the environment can 
reasonable be determined or predicted, and 

(iii) testing of such substance or mixture 
with respect to stub effects is necessary to 
develop such data: or 

(B) (i) a chemical substance or mixture is or 
will be produced in substantia) quantities, 
and (I) it enters or may reasonably be 
anticipated to enter the environment in 
substantial quantities or (U) there is or may 
be significant or substantial human exposure 
to such substance or mixture. 

(li) there are Insufficient data and 
experience upon which the effects of the 
manufacture, distribution in commerce, 
processing, use. or disposal of such substance 
or mixture or of any combination of such 
activities on health or the environment can 
reasonably be determined or predicted, and 

(iii) testing of such substance or mixture 
with respect to such effects is necessary lo 
develop such data. 

EPA uses a weight-of-evidence 
approach in making a section 
4{a)(l)(A)fi) finding, both exposure and 
toxicity information are considered in 
determining whether available data 
support a finding that the chemical may 
present an unreasonable risk. For the 
finding under section 4(a)(l)(fi)(i). EPA 
considers only production, exposure, 
and release information to determine 


whether there is or may be substantial 
production and significant or substantial 
human exposure or substantial release 
to the environment For the findings 
under sections 4(a)(l)(A)(ii) and 
4(a)(l)(B)(ii|, EPA examines toxidty and 
fate studies to determine whether 
existing information is adequate to 
reasonably determine or predict the 
effects of human exposure to. or 
environmental release of, the chemical. 

In making the finding under section 
4(a)(l){A)(iii] or 4(a)(l)(B)(iii) that 
testing is necessary. EPA considers 
whether ongoing testing will satisfy the 
Information needs for the chemical and 
whether testing which the Agency might 
require would be capable of developing 
the necessary information. 

EPA'a process for determining when 
these findings apply is described in 
detail in EPA's first and second 
proposed test rules as published in the 
Federal Register of July 18.1960 (45 FR 
48524) and June 5.1981 (46 FR 30300). 

The section 4(a)(1)(A) findings are 
discussed at 45 FR 48524 and 46 FR 
30300, and the section 4(a)(tHB) findings 
are discussed at 46 FR 30300. 

In evaluating the ITCs testing 
recommendations for anthraquinone. 
EPA considered all available relevant 
information including the following; 
information presented in the ITCs 
report recommending testing 
consideration: production volume, use. 
exposure, and release information 
reported by manufacturers of 
anthraquinone under the TSCA section 
8(a) Preliminary Assessment 
Information Rule (40 CFR Part 712): 
health and safety studies submitted 
under the TSCA section 8(d) Health and 
Safety Data Reporting Rule (40 CFR Part 
716) for anthraqumone; and published 
and unpublished data available to the 
Agency. Based on its evaluation, as 
described in this proposed rule. EPA is 
proposing chemical fate and 
environmental effects testing 
requirements for anthraquinone under 
section 4(a)(1)(B). By these actions. EPA 
is responding to the ITCs designation of 
anthraqumone for priority testing 
consideration. 

C. TSCA Section 8(a) Recordkeeping 
And Reporting 

Section 8(a) of TSCA (15 U.S.C. 
2607(a)) authorizes EPA to require 
persons (other then small 
manufacturers, importers, and 
processors os defined in { 704.3) who 
manufacture, import or process a 
chemical substance, to submit such 
reports as the Administrator may 
reasonably require. In order to monitor 
production and importation volume of 
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anthraquinone. EPA is proposing in this 
same Federal Register document as the 
section 4 testimg requirements tht 
manufacturers and importers be 
required to submit an annual report to 
EPA stating the volume of this 
substance manufactured or imported 
during their latest corporate fiscal year. 

II. Review of Available Data 

A . Profile 

Anthraquinone is 8 pale yellow 
crystalline solid. Its melting point is 286 
•C. and its boiling point is 377 *C (Ref. 

1). Anthraquinone has a low calculated 
vapor pressure of 6.7 x 10’* mm Hg at 
ambient temperatures (Ref. 2). 
Anthraquinone is soluble in organic 
solvents, and the log octanol/water 
partition coefficient has been reported 
to be 3.39 (Ref.l). Various values have 
been reported for its solubility in water: 
0.05 mg/1 (Ref. 3) and 0.5 mg/1 (Ref. 4), 
but these values are not supported by 
data. From the experimentally 
determined log K** of 3.39. EPA has 
estimated anthraquinone'* water 
solubility to be 0.29 mg/l (Ref. 2). 

B. Production 

There is currently no manufacture of 
anthraquinone in the United States. The 
Toms River Chemical Corp., a 
subsidiary of Ciba-Geigy Corp.* in Toms 
River, NJ. produced anthraquinone in 
the United States until about 5 years ago 
(Ref. 5). 

EPA has identified three importers of 
anthraquinone with total estimated 
annual imports of about 700,000 lb. 
based on 1963 and 1984 reports. The U.S. 
International Trade Commission 
reported total imports of 813,322 lb. for 
1983 (Ref. 24). 

Anthraquinone has been found in the 
combustion products of fossil fuels; 
Robertson et al. found anthraquinone in 
the exhaust of a turbine aircraft engine 
at levels of up to 58.49 ng/m s (Ref. 9). In 
1982, Ehrhardt et al. suggested that 
anthraquinone may be formed in the 
atmosphere by photoxldation of 
anthracene (Ref. 10). Another 
inadvertent source of production was 
reported by Oyler et al., who found that 
anthracene under conditions simulating 
a water chlorination treatment process 
gave a 81 to 78 percent conversion to 
anthraquinone (Ref. 11). 

C. Use 

There are two major industrial uses of 
anthraquinone in the United States. The 
principal use is in the production of 
anthraquinone dyes, so named because 
of the presence of an anthraquinone 
nucleus (usually extensively substituted) 
in the molecular structure. Although 


some anthraquinone dyes employ 
anthraquinone as a starting material, 
there are many others in which 
anthraquinone is only formed as a 
nonisolated intermediate (Ref. 1). The 
primary use of anthraquinone as a 
starting material in dyestuff 
manufacture is in the production of 
sulfonic add derivatives of 
anthraquinone. This reaction Is achieved 
by treating anthraquinone with fuming 
sulfuric add in the presence of a 
mercury catalyst (Ref. 1). The chemical 
principles that underlie the production 
of dyestuffs from anthraquinone via 
sulfonic acid derivatives (Ref. 12) imply 
that several major dye products may be 
produced from anthraquinone starting 
material; but the proprietary nature of 
dyestuff industry practices makes it 
difficult to identify specific dye products 
(Ref. 1). 

The second major industrial use of 
anthraquinone that appears to be 
growing in importance is its catalytic 
use in the paper-pulping industry. 
Anthraquinone catalyzes the removal of 
lignin from wood* thereby increasing 
pulp yield and quality. This use has 
application to both the soda and Kraft 
chemical pulping processes at typical 
levels of 0.025 to 0.1 percent of the bone- 
dry wood weight. The use of 
anthraquinone is also reported to reduce 
reaction (delignlflcation) time and the 
need for sodium sulfite in paper pulping, 
resulting in savings in energy and raw 
materials and in reducing undesirable 
sulfur byproducts (Ref. 13). The use of 
anthraquinone has been approved by 
the Food and Drug Administration at 
levels up to 0.1 percent in paper 
products contacting food products (Ref. 

14) . 

Because of the apparent economic 
benefits of using anthraquinone in the 
pulping Industry, it is expected that 
anthraquinone’s use will increase (Ref. 

15) , EPA estimates that the future 
market for anthraquinone in pulping 
could possibly exceed 7 million pounds 
per year (Ref. 16). 

In Europe, anthraquinone receives 
wide usage as a bird repellent in 
protecting planted seeds (Ref. 17). At 
present, anthraquinone is not registered 
for use as a bird repellent In the United 
States (Ref, 18). 

D. Exposure and Release 

Anthraquinone has been reported to 
be present in the waste effluents of dye¬ 
manufacturing and paper-pulping plants 
(Refs. 25 and 28). Games and Hites (Ref. 
25) investigated the effluent discharges 
of South Carolina dye-manufacturing 
plant in July 1976 using sensitive high- 
resolution gas chromatography/mass 
spectrometry (GC/MS) techniques. The 


plant utilized 3 million gallons of 
noncontaminated water daily in its 
processes, which were discharged along 
with organic materials into the plant 
waste treatment system. A total of 920 
tons of organic materials were 
discharged annually for treatment The 
waste treatment plant used 
neutralization, aerobic, and settling 
processes with a total residence time of 
19 days. The treated waste was 
discharged directly into a tidal river, 
which resulted in an approximate 1,000- 
fold dilution of the treated waste. The 
investigators sampled both the 
untreated and treated waste effluent, as 
well as the water and bottom sediments 
of the waste-receiving river. Because the 
plant manufactured a variety of dyes on 
a batch basis, a total of 9 weekly 
composite samples of wastewater were 
collected over a 2.5-month period. 
Anthraquinone was detected in 6 of the 
composite samples at levels of 49 to 110 
ppb. Anthraquinone was not detected in 
the treated effluent or in the water or 
sediment of the waste-receiving river 
(Ref. 25). However, a more typical 
residence time in the waste treatment 
facility for the industry is 0 days and not 
19 days as in this study (Ref. 25), and 
this difference in residence time may 
have caused the reported absence of 
anthraquinone In the treated 
wastewater. 

In a laboratory simulation. Zanella et 
al. determined the concentration of 
anthraquinone in the waste effluents 
from Kraft pulping using 0.1 percent 
anthraquinone and also determined the 
concentration In the treated effluent 
after it was subjected to the waste 
treatment conditions typical of those 
used in full-scale plants (Ref. 28). The 
waste effluent from pulping was 
prepared by mixing 5.0 liters of black 
(digesting) liquor, 7.0 liters of chlorine- 
stage effluent, and 4.0 liters of caustic- 
extraction-stage effluent and diluting to 
76 liters with tap water. The 
concentration of anthraquinone in this 
simulated waste effluent was 2.7 ppm. 
The simulated final (treated) mill 
effluents were produced by treating the 
simulated waste effluents in complete- 
mix activated sludge units. The units 
were fed at a rate which produced a 
hydraulic detention time of 8 hours. The 
mean cell residence time of 7,3 days was 
controlled by daily removal of sludge 
from the unit. The concentration of 
anthraquinone in the treated effluent 
was found to be 2.2 ppm. The simulated 
waste treatment process typical of the 
pulping industry had reduced the 
concentration of anthraquinone from 2.7 
ppm to 2.2 ppm (a 19-percent reduction) 
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The Agency received effluent 
monitoring data and treatability data 
from one paper pulping plant which was 
submitted under section 8(a) of TSCA. 
These data indicated that anlhraquinone 
is present in effluents released to 
receiving streams in the upper ppb to 
lower ppm range. Specific levels were 
claimed as Confidential Business 
information. Using these data and 
assuming a stream low flow rate that 
corresponds to the median for U.S. pulp 
and paper mills, EPA estimates that the 
re oeivinjfstream would have an 
anlhraquinone concentration in water of 
5 ppb. Because the time required for the 
build-up of anthraquinone in sediment is 
much longer, a median receiving stream 
with a mean flow rate was assumed and 
EPA's estimate of the concentration in 
the sediment is 0.1 ppm (Ref. 27). 

Urban air samples collected in St. 

Louis, Missouri, have been found to 
contain a number of polycyclic quinones 
derived from polynuclear aromatic 
hydrocarbons, including 9,10- 
unthraquinone at unquantified levels 
(Kef. 20). Pankow et al. (Ref. 21) 
examined rainfall for content of trace 
organic compounds and reported that 
the average content of anthraquinone in 
rainfall from four storms in the spring of 
1982 in a rural area 12 miles west of 
Portland. Oregon, was 6 ng/l. Rainfall 
collected in the Fall of 1982 from five 
storms over the city of Portland 
contained an average of 48 ng/l 
anthraquinone. The author suggested 
that the source of the anthraquinone 
was either primary conbustion 
processes or subsequent oxidation of 
polycyclic aromatic hydrocarbons 
(PAH) in the atmosphere. Stahl et al. 

(Kef. 22) subjected a pile of Texas lignite 
coal to an artificial rainfall and found 
that the rainwater acquired a 
concentration of 0.7 ug/l anthraquinone 
after leaching through the coal pile. 

Finished drinking water samples from 
12 municipalities in the Great Lakes 
region were found to contain 
anthraquinone in concentrations ranging 
from 0 to 72 ng/l. with the average of 24 
readings being 9.9 ng/l (Ref. 23). 

In summary, the available monitoring 
data suggest that the occurrence of 
anthraquinone in the environment due 
to inadvertent production is widespread, 
but generally at very low 
concentrations. Most environmental 
populations will be exposed to these 
low background levels of anthraquinone 
with the only significant exposures 
above background expected to occur 
Irom point source industrial discharges. 
The two major uses of anthraquinone. in 
dye manufacture and paper pulping, are 
anticipated to release anthraquinone in 


treated waste water to receiving 
streams. EPA expects that steady-state 
environmental concentrations of 
anthraquinone will be established by 
continuous effluent discharges. 

According to chemical fate predictions, 
anthraquinone released to water will 
remain in water, with some adsorption 
to bottom sediment. Under these 
conditions, the principal exposed 
environmental populations would 
include botton-dwelling (benthic) fishes 
and invertebrates and organisms living 
in the water column. Chronic exposure 
situations in water column organisms 
may be created if anthraquinone is 
continuously discharged and/or persists 
in bottom sediments which serve as a 
reservoir for replacing anthraquinone 
dissipated in the water column by 
transport and various degradative 
mechanisms. 

E. Chemical Fate 

Although anthraquinone can be 
present in the air and drinking water at 
very low levels due to inadvertent 
production, the most significant release 
of anthraquinone to the environment is 
in treated industrial waste water. Its low 
vapor pressure (8.7 X 10" 11 mm Hg. Ref. 
2), moderate octanol/water partition 
coefficient (log K^=3.39. Ref. 1), a log 
soil adsorption coefficient (log K**) of 
3.18. and low Henry's Law constant (2.29 
X 10" n etm-m^per mole. Ref. 1) indicate 
that anthraquinone should remain in 
water because of a negligible potential 
to volatilize from water and a limited 
tendency to adsorb to sediment. EPA 
estimates that 100 percent of 
anthraquinone released to water will 
remain in water and 50 percent will 
persist for more than 8 to 10 months 
(Ref. 2). 

In studies conducted by C-l-L Inc. 
and Mobay Chemical Corp., 
anthraquinone as found to have a half- 
life in an activated sludge 
biodegradation system of 5 to greater 
than 20 days (Refs. 4 and 28). C-I-L 
investigated the biodegradation of 
anthraquinone by determining the 
biochemical oxygen demand (BOD) over 
a 27-day period using an anthraquinone 
concentration of 500 mg/l in the test 
solutions. One series of solutions was 
inoculated with a microbial culture 
acclimated to anthraquinone; the other 
was inoculated with a culture not 
acclimated to anthraquinone. The 
results indicated that the anthraquinone 
had completely degraded after 18 days 
in the acclimated culture and after 24 
days in the nonacclimated culture. In 
addition, 81 and 45 percent of the 
anthraquinone had degraded in 5 days 
in the acclimated and nonacclimated 
cultures, respectively (Ref. 4). Mobay 


determined the BOD in 20 days in 
acclimated and unacclimated cultures 
containing 2.4 ppm anlhraquinone. The 
BODro in the acclimated culture was 833 
mg oxygen per gram of anthraquinone, 
which corresponded to 40 percent 
biodegradation. The BOD»> in the 
unacclimated culture was 313 mg 
oxygen per gram of anthraquinone or 15 
percent biodegradation (Ref. 28). 

C-I-L also submitted a study showing 
that anthraquinone at concentrations 
greater than 10 ppm has a negative 
impact on the anaerobic digestion 
process. This study found that 
anthraquinone decreased methane 
production and increased volatile acid 
production during the anaerobic 
digestion of household waste as it would 
occur in cesspools or septic tanks. The 
anaerobic digestion systems contained a 
mixture of primary solids, digested 
sludge, tissue paper, and varying 
concentrations of anthraquinone (0.01. 
0.05, 0.5.1.0,10. and 50 ppm). Three 
concentrations of anthraquinone (1.0,10, 
and 50 ppm) exceeded the reported 
water solubility. The mixtures and 
appropriate controls were incubated in 
laboratory digesters at 38 # C for 60 days. 
Cumulative gas production (primarily 
COi and methane) in all anthraquinone- 
spiked test units was greater than that 
produced in the controls by day 60. 
Production of gases in units with 
anthraquinone concentrations from 0.01 
to 1.0 ppm progressed at a relatively 
rapid rate throughout the test period, 
while units with 10 and 50 ppm 
exhibited elow r er initial rates of 
production, which was found to be due 
to an inhibition of methane production 
during the first 14 days of incubation. A 
similar trend was observed in the 
destruction of volatile acids. Controls 
and anthraquinone concentrations from 
0.01 to 1.0 ppm experienced radical 
reduction in concentration of volatile 
acids (1,253 to 620 ppm) after 7 days of 
digestion with no indication of lag time, 
whereas units with 10 and 50 ppm 
anthraquinone showed a significant 
increase in volatile acid production 
(1,100 to 3.197 ppm) over the same time 
period. This indicates that 
anthraquinone at concentrations above 
10 ppm may have a significant negative 
impact on anaerobic digestion. 

However, the volatile acid levels and 
methane levels in all units approximated 
that of the controls after day 31 and day 
39, respectively. In addition, lag times of 
3 and 8 days in reaching pH 7 were 
observed in units with anthraquinone 
concentrations of 10 and 50 ppm, 
respectively (Ref. 4). 

In summory, the broad range of 
reported biodegradation half-lives and 
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the indication of adverse effects on 
anaerobic digestion raise concern over 
the persistence and degradability of 
anthraquinone. Also, the lack of 
biodegradation data under 
environmentally relevant conditions, 
i.e., at potential environmental 
concentrations and in natural waters 
with their unique physical, chemical and 
microbial characteristics, make the 
available data inadequate to evaluate 
the chemical fate of anthraquinone. 

F Environmental Effects 

The acute toxicity of anthraquinone to 
fathead minnows was determined using 
a 96-hour static bioessay. Test 
conditions included a temperature of 20 
to 20.5 # G pH of 7.3 to 7A, dissolved 
oxygen of 8.7 to &1 mg/l. and fish 
loading of 0.34 g fish/1. Nominal test 
concentrations of 14 to 7.5 g/l were 
greatly in excess of the reported 
solubility limit of o4 mg/l. Under these 
conditions, a 90-hour median lethal 
concentration (LC«>) of 2.65 g/l was 
determined (average of duplicate 
measurements) with 95-percent 
confidence limits of 2.27 to 3.09 g/l. The 
24- and 48-hour LGm values were 
reported to be 345 g/l and 34 g/l. 
respectively. The authors reported that 
the fish gills were coated with 
undissolved anthraquinone and 
speculated that resultant suffocation 
produced the observed mortality. At tbc 
lowest nominal concentration tested (14 
g/l). 7 percent mortality was obtained at 
96 hours (compared to 0 percent in 
controls). Therefore, the test conditions 
chosen failed to demonstrate a level at 
which no acute effects were observed at 
96 hours (Ref. 4). Chillingworth reported 
no effects to fathead minnows exposed 
to 180 ppm anthraquinone (Ref. 29). 
Applegate et al. exposed pairs of 
rainbow trout, bluegill sunfish, and 
larval sea lampreys to 5 ppm of 
anthraquinone at 55 T for 24 hours and 
observed no mortalities (Ref. 30). G-l-L, 
Inc., reported that exposure of fathead 
minnows to 0.4 ppm anthraquinone 
produced virtually no lethality over 28 
days (Ref. 4). Using different species, 
MacPhee and Ruelle obtained complete 
mortality in 13 hours or less in single 
specimens of chinook salmon, coho 
salmon, and northern squawfish 
exposed to 10 ppm anthraquinone at 52 
*F (Ref. 31). 

Anthraquinone does not 
bioconcentrate significantly. The 
treasured bioconcentration factor is 24 
in fathead minnow (Ref. 4). 56 In bluegill 
(Refs. 3 and 28). and 127 in Daphnia 
pu/ex (Refs. 3 and 28). The calculated 
bioconcentration factor is 222 based on 
the measured log of 3.39 (Ref. 32). 


The acute toxidty of anthraquinone to 
the aquatic invertebrate, Daphnia pulex. 
was investigated by C-l-L. Inc. With 
nominal concentrations ranging from 1 
ppm to 314 ppm and triplicate 
determinations, the 48-hour median 
effective concentration (EC*. endpoint 
was immobilization) of anthraquinone 
was determined to be 110 ppm. with 95 
percent confidence limits of 70 to 170 
ppm. EC* values for 24 and 90 hours 
were reported as 178 ppm and 46.3 ppm, 
respectively (Ref. 4 ). 

Chillingworth reported no effects in 
the algae Selenastmm capricomutum 
exposed to 1 and 10 ppm anthraquinone 
(Ref. 29). 

When radish seeds, Raphamis ap., 
were soaked with anthraquinone 
solutions ranging from 100 to 500 parts 
per thousand (ppt), the median effective 
dose (EDv) inhibiting germination was 
455 ppt with growth and production of 
the hypocotyl and radicle diminished at 
400 and 500 ppt (Ref. 4). The growth and 
development of wheat and soybean 
seedlings were not affected by exposure 
to 500 ppm anthraquinone, using criteria 
of shoot height and biomass, root 
biomass, and pathology (Ref. 4). Metcalf 
noted minimal fungicidal activity of 
anthraquinone when compared to a 
variety of quinones active against 
Alteruario soloni (Ref. 33). 

Schafer et al. screened a number of 
chemicals for acute toxicity and 
repellence in avian species. Oral LC* 
values of 100 ppm and 300 ppm were 
reported for anthraquinone in the red¬ 
winged blackbird ( ApeJaius phceniceus) 
and the house sparrow (Passer 
domesticus). A 46.1-ppm feed 
concentration repelled 50 percent of an 
exposed red-winged blackbird 
population (Ref. 6). 

The available aquatic toxidty data 
are not adequate to evaluate the effects 
of anthraquinone on fish and aquatic 
invertebrates. 

III. Findings 

EPA is basing its proposed testing of 
anthraquinone on the authority of 
section 4(a)(t)(B) of TSCA. Existing data 
indicate that anthraquinone rosy be 
imported in substantial quantities and 
that substantial environmental release 
may be reasonably anticipated to occur. 
Annual imports of anthraquinone are 
813.000 lb. and could possibly exceed 7 
million pounds per year. Discharge data 
from one wood pulping plant using 
anthraquinone as a catalyst show that 
the plant is currently releasing effluents 
with anthraquinone concentrations in 
upper ppb to lower ppm range. There 
ore approximately 100 pulping plants in 
the U.S. that could potentially use 
anthraquinone In their processing (Ref. 


34). If this use of anthraquinone 
increases, such releases could become 
widespread. For these reasons, annual 
reporting under 8 8(a) is necessary to 
allow EPA to monitor increases in the 
production and importation of 
anthraquinone. 

EPA also finds that the data now 
available are insuffirient to reasonably 
determine or predict the chemical fate 
and environmental effects of releases 
from the use and processing of 
anthraquinone. 

There is no measured value for 
unthraquinone’s solubility in water, and 
the reported values of 0.05 mg/l (Ref. 3) 
and 0.5 mg/l (Ref. 4) are not supported 
by data. A third value for water 
solubility is EPA's estimate of 0 3 mg/l 
(Ref. 2). 

The Agency finds that the 
biodegradation studies submitted by C- 
I-L. Inc. (Ref. 4) and Mcbay Chemical 
Corp. (Ref. 20) were conducted at 
concentrations exceeding the water 
solubility of anthraquinone and 
presented a half-life range (5 to greater 
than 20 days in activated sludge) too 
broad to reasonably predict 
anthraqmncne's persistence in the 
environment. This broad range is 
particularly unsatisfactory since the 
typical waste treatment residence times 
for the dye and pulp industries are 6 and 
8 days, respectively (Refs. 25 and 26). 
The Agency also finds that the 
submitted studies are not necessarily 
relevant to assessing biodegradation by 
microbial populations in natural waters, 
which possess a different array of 
microbial communities, and physical 
and chemical characteristics compared 
to waste-treatment systems. 

Considering release and chemical fate 
information presented in Units I1.D and 
E above, EPA expects that potential 
exposure to anthraquinone will be 
greatest for fish, aquatic invertebrates, 
and benthic organisms. EPA finds that 
there are no toxicity or bioconcentration 
data on benthic organisms and no 
chronic effects data on fish and aquatic 
invertebrates. 

After reviewing and evaluating the 
existing acute toxicity data for aquatic 
organisms experimentally exposed to 
anthraquinone, EPA has determined that 
sufficient data exist for fathead minnow, 
but additional data are necessary to 
determine whether salrr.onids are 
substantially more sensitive as 
suggested by the MacPhee and Ruelle 
study (Ref. 31). EPA also finds that 
additional acute toxidty studies of fish 
and aquatic invertebrates are necessary 
since the existing studies were done nt 
concentrations exceeding the water 
solubility of anthraquinone. 
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F.PA finds that sufficient data are 
available from the study done by 
ChIllingworth (Ref. 29) to reasonably 
predict anthraquinone's toxicity to 

altfae. 

Finally, EPA finds that testing is 
necessary to develop the chemical fate 
and environmental effects data 
described above. 

IV. Proposed Rule 

A Proposed Testing and Test Standards 

The Agency is proposing that 
chemical fate and environmental effects 
testing be conducted on athraquinone in 
ai cordance with specific test guidelines 
set forth in Title 40 of the Code of 
Federal Regulations as enumerated 
below. Test methods under new Parts 
790, 797. and 798 were published in the 
Federal Register of September 27,1985 
(50 FR 39252). 

In view of the prospect for a growing 
market for anlhraquinone due to use in 
pulping and the projected economic 
impact of the full set of aquatic tests 
EPA believes would be necessary to 
adequately assess the environmental 
risks of anthraquinone, the Agency is 
proposing that testing be conducted in 
two tiers. By tiering testing. EPA expects 
to obtain limited data now from the first 
tier to better assess the potential for 
expanded releases of anthraquinone to 
pose significant risks. Should the use of 
anthraquinone as a pulping catalyst 
expand substantially, the second tier of 
testing will provide the more complete 
data needed to evaluate the possible 
risks associated with substantially 
larger aquatic releases of the chemical. 

MPA is proposing that the first tier 
testing of anthraquinone be conducted 
now to determine (1) the water solubility 
to properly design the subsequent 
proposed tests, using the TSCA 
guideline entitled “Water Solubility, 
Generator Column Method’* as specified 
in § 790.1860; (2) the acute toxicity to 
chinook salmon. Oncorhynchus 
tshaivytscha, or coho salmon, 
Oncorhynchus kisutch; bluegill. Lepomis 
macrochirus ; and rainbow trout. Sa/mo 
gairdneri\ using the TSCA guideline 
entitled “Fish acute toxicity test” as 
specified in § 797.1400 and as modified 
in § 799.500{c)(2)(i)(B); (3) the acute 
toxicity to the invertebrates Daphnia 
magna or D. pulex, and oyster, 
Cmssostrea virginica. using the TSCA 
guidelines entitled “Daphnid acute 
toxicity test” as specified in $ 797.1300 
anti as modified in § 799.500(c)(3)(i)(B) 
and “Oyster acute toxicity test” as 
specified in § 797.1800 and as modified 
m § 799.500(c)(3)(i)(C); (4) the marine 
sediment toxicity to the amphipod, 
flhnpoxynius abronius . according to the 


method of R.C. Swartz, ct al.. 
“Phoxocephalid Amphipod Bioassay for 
Marine Sediment Toxicity”, published in 
the American Society for Testing and 
Materials Special Technical Publication 
854 (ASTM STP 854), R.D. Caldwell et 
al. (eds.) (Ref. 7); and (5) 
bioconcentration in oyster. Crassostrea 
virginica , using the TSCA guideline 
entitled “Oyster bioconcentration test” 
as specified in $ 797.1830 and as 
modified in ( 799.500(c)(5)(i)(B). EPA 
would prefer to require bioconcentration 
testing in a freshwater benthic 
invertebrate but the Agency is unaware 
of a test guideline which has been 
sufficiently tested to insure th reliability 
of results. If such a test guideline is 
found EPA will consider substituting it 
for the bioconcentration test in oyster. 

In order to evaluate the potential 
hazard of the median lethal 
concentrations (L&o's) generated by the 
Tier ?? tests. EPA is proposing that the 
LCm's be compared to the predicted 
environmental concentrations (PEC’s) 
for anthraquinone in water and 
sediment, i.e.. 5 ppb and 0.1 ppm 
respectively, which have been 
determined from reported discharge 
levels (see Unit U.D above) (Ref. 27). 

EPA is also proposing that a second 
tier of tests shall be conducted if two 
triggers are met—a hazard trigger and a 
production/import level trigger. The 
hazard trigger will be met if the median 
lethal concentrations (LCw’a) generated 
by the Tier I tests are less than 100 times 
the predicted environmental 
concentrations. The production/import 
level trigger will be met when annual 
production/import levels reach 3 million 
lb. EPA will use the section 8(a) 
reporting to monitor the production/ 
import levels. 

It both triggers arc met. EPA is 
proposing that the Tier II tests be 
required based on the results of the Tier 
I tests as follows. If the most sensitive 
fish, i.e.. the fish with the loewest LC&o 
as determined by the above-proposed 
acute toxicity tests, has an LC*o less 
than 100 times the predicted 
environmental concentration (PEC) for 
water, i.e.. less than 500 ppb. testing of 
anthraquinone shall be conducted to 
determine the chronic toxicity to the 
most sensitive fish, using the TSCA 
guideline entitled “Fish early life stage 
toxicity test” as specified in 797.1600 
and as modified in f 799.500(d)(3)(i)(B). 

If the daphnid has an EC*o as 
determined by the above-proposed 
acute toxicity test which is less than 100 
times the PEC for water, i.e.. less than 
500 ppb, testing of anthraquinone shall 
be conducted to determine the chronic 
toxicity to daphnid. using the TSCA 
guideline entitled ’'Daphnid chronic 


toxicity test” as specified in S 797.1330 
and as modified in $ 799.500(d)(4)(i)(B). 

Testing of anthraquinone to determine 
the chronic toxicity to Rhepoxynius or 
oyster or some other marine or 
freshwater benthic invertebrate is not 
proposed, as there is no known 
acceptable guideline that can serve as a 
test standard. However, the combined 
test results from the oyster acute 
toxicity test and the oyster 
bioconcentration test will provide an 
indication of potential toxicity of 
anthraquinone to filter feeding 
organisms. 

If the LC*o for fish, daphnid. or oyster 
is less than 100 times the PEC in water, 
i.e., less than 500 ppb. or if the LC*> for 
Rhepoxynius in the marine sediment 
toxicity test is less than 100 times the 
PEC in sediment, i.e., less than 10 ppm. 
or if the oyster bioconcentration factor 
is greater than 3.000. then EPA is 
proposing that testing of anthraquinone 
shall be conducted to determine (1) the 
biodegradability in sludge systems, 
using the test method entitled “Inherent 
Biodegradability: modified SCAS 
(Semicontinuous activated sludge) Test 
for chemical substances that are water 
insoluble or water insoluble and 
volatile” as specified in $ 796.3341 and 
(2) biodegradation rate using the 
protocol described in a study by 
Bourquin et al. (Ref. 8). 

EPA chose to trigger second tier 
testing with an increase in production/ 
import level for two reasons. First, as 
the use of anthraquinone increases, the 
Agency’s concerns for environmental 
release and the potential for 
unreasonable risk to the environment 
increase. Under such conditions, the 
need for further testing to fully 
characterize the hazard potential and 
chemical fate of anthraquinone becomes 
essential. If the data developed in the 
first tier of testing don’t meet at least 
one of the hazard triggers described 
above, there would be no potential to 
trigger further testing and thus no need 
for continued section 8(a) reporting: EPA 
then would remove the section 8(a) 
reporting requirement and publish a 
notice of such action in the Federal 
Register. 

However, if these data suggest 
concern and if use continues to increase 
to 3 million lb per year, the second tier 
of testing is considered essential. EPA 
also chose a production/import level of 
3 million lb. per year because it 
represents substantial market growth of 
the chemical over current levels and a 
level at which EPA’s analysis indicates 
the second-tier tests will not cause an 
adverse economic impact. The section 
8(a) reports will be the means to 
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determine when the 3-mil!ion-lb-trigger 
is met. 

The Agency is proposing that the 
above-referenced TSCA Chemical Fate 
and Environmental Effects Test 
Guidelines and other cited methods be 
considered the test standards for the 
purposes of the proposed tests for 
anthraquinone. The TSCA guidelines for 
chemical fate and aquatic toxicity 
testing specify generally accepted 
minimal conditions for dotermimng 
chemical fate and aquatic animal 
toxiclties for substances like 
anthraquinone to which aquatic life is 
expected to be exposed. The Agency's 
review of the guidelines, which occurs 
on a yearly basis as described in the 
Federal Register September 22,1082 (47 
FR 41857). has found no reason to 
conclude that these protocols need to be 
modified significantly. However, several 
chemical specific modifications were 
deemed necessary to ensure that the test 
concentrations adequately define the 
dose-response curve and are adequately 
maintained throughout the duration of 
the test. These modifications are listed 
in § 799.500 of this rule. 

EPA intends to propose shortly in a 
separate Federal Register notice certain 
revisions to these TSCA Test Guidelines 
to provide more explicit guidance on the 
necessary minimum elements for each 
study. In addition, these revisions will 
avoid repetitive chemical-by-chemical 
changes to the guidelines in their 
adoption as test standards for chemical- 
specific test rules. EPA is proposing that 
these modifications be adopted in the 
test standards for anthraquinone. 
Additionally, the ASTM guideline (Ref. 

7) and the test procedures employed by 
Bourquin et at. (Ref. 8} specify. In EPA's 
judgment, minima) test conditions and 
practices for acceptable investigations 
of anthraqulnone’8 toxicity in sediment 
to marine amphipods and rate of 
biodegradation. Although the Agency 
has not issued TSCA testing guidelines 
for benthic invertebrates or 
biodegradation rate, the testing 
procedures found in these references 
reflect the current state-of-the-art for 
such testing and are being proposed as 
acceptable methods for testing 
anthraquinone toxicity to benthic 
invertebrates and biodegradation rate. 

D, Test Substance 

EPA is proposing that 9,10- 
anthraquinone of at least 99-percent 
purity be used as the test substance. 
Anthraquinone of this purity is 
commercially available at nominal cost 
(Ref. 19). EPA has specified a highly 
pure substance for testing because the 
Agency is interested in evaluating the 


effects attributable to anthraquinone 
itself. 

C. Persons Subject to the Rule 

1 . Persons Required to Test, Section 
4(b)(3)(B) of TSCA specifies that the 
activities for which the Agency makes 
section 4(a) findings (manufacture, 
processing, distribution, use end/or 
disposal) determine who bears the 
responsibility for testing. Manufacturers 
are required to test if the findings are 
based on manufacturing ("manufacture" 
is defined in section 3(7) of TSCA to 
include "import"). Processors are 
required to test if the findings are based 
on processing. Both manufacturers and 
processors are required to test if the 
exposures giving rise to the potential 
risk occur during use, distribution, or 
disposal 

Because EPA has found that the 
release from the processing and use of 
anthraquinone may reasonably be 
anticipated to give rise to substantial 
environmental release. EPA is proposing 
that persons who manufacture and/or 
process, or who intend to manufacture 
and/or process, anthraquinone at any 
time from the effective date of the final 
test rule to the end of the reimbursement 
period be subject to the testing 
requirements contained in this proposed 
rule, 'ihe end of the reimbursement 
period will be 5 years after the last final 
report is submitted. 

Because TSCA contains provisions to 
avoid duplicative testing, not every 
person subject to this rule must 
individually conduct testing. Section 
4(b)(3)(A) of TSCA provides that EPA 
may permit two or more manufacturers 
or processors who are subject to the rule 
to designate one such person or a 
qualified third person to conduct the 
tests and submit data on their behalf. 
Section 4(c) provides that any person 
required to test may apply to EPA for an 
exemption from the requirement. EPA 
promulgated procedures for applying for 
TSCA section 4(c) exemptions in 40 CTR 
Part 790. 

When both manufacturers and 
processors are subject to a test rule, 

EPA expects that manufacturers will 
conduct the testing and that processors 
will ordinarily be exempted from testing. 
As described in 40 CFR Part 790. 
processors will be granted an exemption 
automatically without filing applications 
if manufacturers perform all of the 
required testing. Manufacturers are 
required to submit either a letter of 
intent to perform testing or an 
exemption application within 30 days 
after the effective date of the test rule. 

EPA is not proposing to require the 
submission of equivalence data as a 
condition for exemption from the 


proposed testing for anthraquinone. As 
noted in Unit IV.B above, EPA is 
interested in evaluating the effects 
attributable to anthraquinone itself and 
has specified a highly pure substance for 
testing. 

Manufacturers and processors who 
ere subject to this test rule must comply 
with the test rule development and 
exemption procedures in 40 CFR Part 
790 for single-phase rulemaking. 

EPA is exempting from diese testing 
requirements those manufacturers and 
processors that produce and process 
anthraquinone only as an impurity. 
Persons who manufacture or process 
anthraquinone as a byproduct or as a 
nonisolated intermediate are subject to 
the testing requirements set forth in this 
rule. The total anthraquinone imports 
and domestic production, including that 
produced as a byproduct or a 
nonisolated intermediate, will be used in 
determining reimbursement shares 
under the Data Reimbursement Final 
Rule (48 FR 41786; September 19.1983) 
The Agency’s rationale for these 
decisions follows. 

EPA is exempting those 
manufacturers and processors that 
produce anthraquinone only as an 
impurity because the KPA Endings 
under section 4(a) ere based on 
exposure* to anthraquinone that are a 
result of intentional manufacture, 
processing, and distribution of 
anthraquinone. In addition, it would be 
difficult for both EPA and manufacturers 
and processors to identify with complete 
assurance all chemical substances 
which contain anthraquinone solely as 
an impurity. Further, the Agency would 
find it difficult to apply both the 
exemption and reimbursement 
processes to those who manufacture 
and/or process anthraquinone solely as 
an impurity. The Agency’s 
reimbursement regulations issued 
pursuant to section 4(c) state that those 
who manufacture or process chemical 
substances os impurities will not be 
subject to test requirements unless the 
role specifically states otherwise (40 
CFR 791.48(b)). EPA finds no basis to 
impose such a requirement in this rule 
EPA is including persons who 
manufacture or process anthraquinone 
as a byproduct or nonisolated 
intermediate because these activities 
constitute intentional manufacture and 
processing of anthraquinone. 

2 Persons Required To Submit 
Production and Import Information. 
Persons (other than small manufacturer 
and importers) ivho manufacture or 
import anthraquinone ns of the effective 
date of the finnf rule, plus persons (othfr 
than small manufacturers and 
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importers) who manufacture or import 
the substance after that date, would be 
required to submit section 8[n) data 
under this rule. Although TSCA section 
8(d)(3)(A)(ii) would allow EPA to require 
reporting by small manufacturers and 
small importers of anthraquinone 
(bucause anthraquinone is concurrently 
being made subject to a section 4 rule). 
EPA has determined that such reporting 
is not necessary to achieve the purposes 
of this rule. 

D Reporting Requirements 

1. Under Section 4 .—EPA is proposing 
that all data developed under this rule 
b< reported in accordance with its 
TSCA Good Laboratory Practice (GLP) 
standards, which appear in 40 CFR Part 
792, 

In accordance with 40 CFR Part 790 
under single phase rulemaking 
procedures, test sponsors are required to 
submit individual study plans at least 30 
days prior to the initiation of each study. 

EPA is required by TSCA section 
4(b)(1)(C) to specify the time period 
during which persons subject to o test 
rule must submit test data. The Agency 
is proposing specific reporting 
re jinrements for each of the proposed 
test standards as follows: 

1. The water solubility, acute toxicity, 
sediment toxicity and bioconcentration 
traits shall be completed and the final 
rciulls submitted to EPA within 1 year 
of the effective date of the final test rule. 
Quarterly progress reports shall be 
required, 

2. The fish and duphnid chronic 
toxicity tests shall be completed and the 
final results submitted to the Agency 
within 1 year of the date that EPA 
published a Federal Register notice 
reporting that production/imports have 
reached 3 millon lb. per year if those 
criteria necessary to trigger chronic 
aquatic toxicity testing are met. If this 
testing is triggered, quarterly progress 
reports shall be required. 

3. The biodegradability in sludge and 
biodegradation rate tests shall be 
completed and the final results 
submitted to EPA within 1 year of the 
date that EPA publishes a Federal 
Raster notice reporting that 
production/ imports have reached 3 
million lb. per year if those criteria 
nt>cessury to trigger biodegradation 

U sting are met. If this testing is 
tiered, quarterly progress reports 
shall be required. 

TSCA section 14(b) governs Agency 
disc losure of ail test data submitted 
pursuant to section 4 of TSCA. Upon 
receipt of data required by this rule, the 
Agency will publish a notice of receipt 
to the Federal Register as required by 
action 4(d). 


Persons who export a chemical 
substance or mixture that is subject to a 
section 4 test rule are subject to the 
export reporting requirements of section 
12(b) of TSCA. Final regulations 
interpreting the requirements of section 
12(b) are in 40 CFR Part 707 (45 FR 
82844: December 16,1980). In brief, as of 
the effective date of the final test rule, 
an exporter of anthraquinone must 
report to EPA the first annual export or 
intended export of anthraquinone to any 
one country. EPA will notify the foreign 
country concerning the test rule for the 
chemical. 

Z Under Section 8 .—Any person who 
manufactured or imported* 
anthraquinone dining the person’s latest 
complete corporate Fiscal year prior to 
the effective date of the final rule must 
submit an initial report to EPA 60 days 
after the effective date of the final rule. 
Any person who manufactures or 
imports anthraquinone after the 
effective date of the final rule must 
submit a report 60 days after the 
conclusion of their corporate fiscal year 
in which they initially manufactured or 
imported anthraquinone. 

Any person who manufactures or 
imports anthraquinone following the 
year for which an initial report was 
submitted, must submit a subsequent 
report for each year in which he/she 
manufactured or imported the named 
substance 60 days after the conclusion 
of their corporate fiscal year in which 
they manufactured or imported 
anthraquinone. 

The report must contain the following 
information: 

(1) Company name and address. 

(2) Name, address, and telephone 
number of the principal technical 
contact 

(3) The quantity (by weight) of 
anthraquinone manufactured or 
imported during the latest corporate 
fiscal year. 

E. Enforcement Provisions 

The Agency considers failure to 
comply with any aspect of a section 4 
rule or a section 8 rule to be a violation 
of section 15 of TSCA. Section 1511) of 
TSCA makes it unlawful for any person 
to fail or refuse to comply with any rule 
or order issued under section 4. Section 
15(3) of TSCA makes it unlawful for any 
person to fail or refuse to: (1) Establish 
or maintain records, (2) submit reports, 
notices, or other information, or (3) 
permit access to or copying of records 
required by the Act or any regulation or 
rule issued under TSCA. 

Additionally. TSCA section 15(4) 
makes it unlawful for any person to fail 
or refuse to permit entry or inspection as 
required by section 11. Section 11 


applies to any “establishment, facility, 
or other premises in which chemical 
substances or mixtures are 
manufactured, processed, stored, or held 
before or after their distribution in 
commerce ••••». The Agency considers 
a testing facility to be a place where the 
chemical is held or stored and. 
therefore, subject to inspection. 
Laboratory inspections and dato audits 
will be conducted periodically in 
accordance with the authority and 
procedures outlined in TSCA section 11 
by duly designated representatives of 
the EPA for the purpose of determining 
compliance with any final rule for 
anthraquinone. These inspections may 
be conducted for purposes which 
include verification that testing has 
begun, that schedules are being met. and 
that reports accurately reflect the 
underlying raw data and interpretations 
and evaluations to determine 
compliance with TSCA GLP standards 
and the test standards established in the 
rule. 

EPA‘s authority to inspect a testing 
facility also derives from section 4(b)(1) 
of the TSCA. which directs EPA to 
promulgate standards for the 
development of test data. These 
standards are defined in section 3(12)(B) 
of TSCA to include those requirements 
necessary to assure that data developed 
under testing rules are reliable and 
adequate, and to include such other 
requirements as are necessary to 
provide such assurance. The Agency 
maintains that laboratory inspections 
are necessary to provide this assurance. 

Violators of TSCA are subject to 
criminal and civil liability. Persons who 
submit materially misleading or false 
information in connection with the 
requirement of any provision of this rule 
may be subject to penalties which may 
be calculated as if they never submitted 
their data. Under the penalty provision 
of section 16 of TSCA. any person who 
violates section 15 could be subject to a 
civil penalty of up to $25,000 for each 
violation with each day of operation in 
violation constituting a separate 
violation. This provision would be 
applicable primarily to manufacturers or 
processors that fail to submit a letter of 
intent or an exemption request and that 
continue manufacturing or processing 
after the deadlines for such submissions. 
Knowing or willful violations could lead 
to the imposition of criminal penalties of 
up to $23,000 for each day of violation 
and imprisonment for up to 1 year. In 
determining the amount of penalty. EPA 
will take into account the seriousness of 
the violation and the degree of 
culpability of the violator as well as all 
the other factors listed tn section 16. 
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Other remedies are available to EPA 
under section 17 of TSCA, such as 
seeking an injunction to restrain 
violations of TSCA section 4. 

Individuals as well as corporations 
could be subject to enforcement actions. 
Sections 15 and 16 of TSCA apply to 
“any person’* who violates various 
provisions of TSCA. EPA may. at its 
discretion, proceed against individuals 
as well as companies themselves. In 
particular, this includes individuals who 
report false information or who cause it 
to be reported. In addition, the 
submission of false, fictitious, or 
fraudulent statements is a violation 
under 18 U.S.C. 1001. 

V. Issues for Comment 

Through all aspects of this proposed 
rule are open to comment. EPA is 
soliciting comment particularly on the 
following issues: 

(1) EPA is not aware of standard 
methods with which industry has 
adequate experience to test for 
bioconcentration and chronic toxicity in 
benthic invertebrates when the test 
substance is added to sediment. The 
Agency would welcome information 
concerning the availability of such 
methods. 

(2) EPA woutd welcome comments on 
its two-tiered approach to testing, the 
hazard-based and production/import- 
based triggers, and the mechanism for 
determining whether the production/ 
import trigger is met. 

VI. Economic Analysis of Proposed Rule 

To evaluate the potential economic 
impact of test rules, EPA has adopted a 
two-stage approach. All candidates for 
test rules go through a Level I analysis. 
This consists of evaluating each 
chemical or chemical group on four 
principal market characteristics: (1) 
Demand sensitivity, (2) cost 
characteristics. (3) industry structure, 
and (4) market expectations. The results 
of the Level I analysis, along with the 
consideration of tho costs of the 
required tests, indicate whether the 
possibility of a significant adverse 
economic impact exists. Where the 
indication is negative, no further 
economic analysis is done for the 
chemical substance or group. However, 
for those chemical substances or groups 
where the Level I analysis indicates a 
potential for significant economic 
impact, a more comprehensive and 
detailed analysis is conducted. This 
Level II analysis attempts to predict 
more precisely the magnitude of the 
expected impact. 

Total testing costs for the proposed 
rule for anthraquinone are estimated to 
range from $32,380 to $100,200. This 


estimate includes the costs for both the 
required minimum series of tests as well 
as the conditional ones. The total cost of 
Tier I tests is estimated to range from 
$13,650 to $43,900. The annualized cost 
of the mandatory minimum (Tier 1} tests 
(using a cost of capital 25 percent over a 
period of 15 years) range from $3,540 to 
$11,360. Based on the 1963 importation 
level of 813.000 pounds, the unit test 
costs range from 0.4 to 1.4 cents per 
pound. In relation to the current list 
price of $2.25 per pound (Ret. 19) for 
anthraquinone. these costs are 
equivalent to 0.17 to 0.62 percent of 
price. 

The total cost of the conditional (Tier 
II) tests is estimated to range from 
$18,730 to $56,300 with the annualized 
cost (using a cost of capital of 25 percent 
over a period of 15 years) ranging from 
$6,047 to $18,225. When production/ 
imports reach 3 million pounds per year, 
the unit test costs of the Tier II test 
independent of the Tier I tesla range 
from 0.16 to 0.48 cents per pound. In 
relation to the current list price of $2.25 
per pound for anthraquinone, the 
combined Tier I and Tier II unit costs 
(0.6 to 1.9 cents per pound) are 
equivalent to 0.25 to 0.86 percent of 
price. 

EPA estimates that the cost of 
preparing and submitting the section 
8(a) report would be minimal. Shall 
manufacturers and importers are exempt 
from reporting and there is no official 
form to be completed. A company may 
submit the information in whatever 
manner it finds appropriate. A 
company's cost of reporting under the 
rule will be a function of the cost of 
labor for those doing the reporting and 
the number of hours it takes for them to 
comply. We estimate that the direct 
filing cost for the section 8(a) report 
ranges from $150 to $500. 

Tne Level I economic analysis 
indicates that the potential for adverse 
economic effects due to the estimated 
test cost is low. This conclusion is based 
on the following observations: (1) The 
market expectations for anthraquinone 
are optimistic: (2) the estimated unit test 
costs are low: and (3) Tier II tests are 
dependent on market growth to 3 million 
pounds per year. A Level 11 analysis is 
not necessary. 

VII. Availability of Test Facilities and 
Personnel 

Section 4(b)(1) of TSCA requires EPA 
to consider “the reasonably foreseeable 
availability of the facilities and 
personnel needed to perform the testing 
required under the rule/' Therefore, EPA 
conducted a study to assess the 
availability of test facilities and 
personnel to handle the additional 


demand for testing services created by 
section 4 test rules. Copies of the study, 
Chemical Testing Industry: Profile of 
Toxicological Testing, can be obtained 
through the NTIS (PB 82-140773). On the 
basis of this study, the Agency believes 
that there will be available test facilities 
and personnel to perform the testing in 
this proposed rule. 

VIII. Availability of Test Guidelines 

The following guidelines, study plans, 
and other relevant sources of 
information cited in this rulemaking are 
available from the following source: 
American Society for Testing and 

Materials (ASTM). 1918 Race St, 

Philadelphia, PA 19103, (215-229- 

5585). 

IX. Public Meetings 

If persons indicate to EPA that they 
wish to present oral comments on this 
proposed rule to EPA officials who are 
directly responsible for developing She 
rule and supporting analyses. EPA will 
hold a public meeting subsequent to the 
close of the public comment period in 
Washington. D.C. Persons who wish to 
attend or to present comments at the 
meeting should call the TSCA 
Assistance Office (TAO): Toll Free: 
(809-424-9065); Washington, D.C: (554- 
1404); outside the U.S.A. (Operator— 
202-554-1404) by December 23.1985. A 
meeting will not be held if members of 
the public do not indicate that they wish 
to make oral presentations. While the 
meeting will be open to the public, 
active participation will be limited to 
those persons who arranged to present 
comments and to designated EPA 
participants. Attendees should call the 
TAO before making travel plans to 
verify whether a meeting will be held. 

Should a meeting be held, the Agency 
will transcribe the meeting and include 
the written transcript in the public 
record. Participants are invited, but not 
required, to submit copies of their 
statements prior to or on the day of the 
meeting. All such written materials will 
become part of KPA*s record for this 
rulemaking. 

X. Public Record 

EPA has established a record for this 
rulemaking, (docket number OPTS- 
42076). This record contains the basic 
information considered by the Agency in 
developing this proposal and 
appropriate Federal Register notices. 

This record includes the following 
information: 

A . Supporting Documentation 

(1) Federal Register notices pertaining 
to this rule consisting of: 
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(a) Notice containing the ITC 
designation of anthrquinone to the 
Priority List (49 FR 46931: November 29. 

1964). 

(b) Rules requiring TSCA section 8(a) 
and (d) reporting on anlhraquinone (49 
FR 46739, 49 FR 46741: November 2a 

1964 ). 

(c) Notice containing TSCA test 
guidelines cited as test standards for 
this rule. 

(d) Notice of final rulemaking on data 
reunbuseraent (48 FR 31786: July 11. 

1983). 

(e) Notice of final rule on single-phase 
test rule development and exemption 
procedures (50 FR 20652; May 17,1965). 

(f) TSCA CLP Standards (48 FR 53922: 
Nov. 29.1983). 

(2) Anthraquinone economic analysis. 

(3) Communications before proposal 
consisting of: 

(a) Written public comments and 

letters. 

|b) Contact reports of telephone 
conversations. 

(c) Meeting summaries. 

(41 Reports—published and 
unpublished factual materials. 
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p m,, Monday through Friday, except 
legal holidays. 

XI. Other Regulatory Requirements 

A. Executive Order 12291 

Under Executive Order 12291, EPA 
must judge whether a regulation is 
"Major" and therefore subject to the 
requirement of a Regulatory Impact 
Analysis. EPA hat determined that this 
test rule is not major because it does not 
meet any of the criteria set forth in 
section 1(b) of the Order, i.e.* it will not 
have an annual effect on the economy of 
at least $100 million, will not cause a 
major increase in prices, and will not 
have a significant adverse effect on 
competition or the ability of U.S, 
enterprises to compete with foreign 
enterprises. 

This proposed regulation was 
submitted to the Office of Management 
and Budget (OMB) for review as 
required by Executive Order 12291. Any 
comments from OMB to EPA, and any 
EPA response to those comments, are 
included in the rulemaking record. 

B. Regulatory Flexibility Act 

Under the Regulatory Flexibility Act 
(15 U.S.C. 601 etseq Pub. L 98-354. 
September 19,1980), EPA is certifying 
that this rule if promulgated, will not 
have a significant impact on a 
substantial number of small businesses 
because: (1) they are not expected to 
perform testing themselves, or to 
participate in the organization of the 
testing effort; (2) they will experience 
only very minor costs in securing 
exemption from testing requirements; 
and (3) they are unlikely to be affected 
by reimbursement requirements and (4) 
small manufacturers and importers 
would be exempt from the reporting 
provisions of the rule, 

C. Paperwork Reduction Act 

The information collection 
requirements contained in this rule have 
been approved* by the Office of 
Management and Budget (OMB) under 
the provisions of the Paperwork 
Reduction Act of 1980, 44 U.S.G 3501 et 
seq.. and have been assigned OMB 
control numbers 2070-0033 and 2070- 
0067. Comments on these requirements 
should be submitted to the Office of 
Information and Regulatory Affairs of 
OMB marked “Attention: Desk Officer 
for EPA." The final rule package will 
respond to any OMB or public 
comments on the information collection 
requirements. 


List of Subjects in 40 CFR Paris 704 and 
799 

Testing. Environmental Protection* 
Hazardous Substances. Recordkeeping 
and Reporting Requirements. Chemicals, 

Dated: October 31.1985. 

John A. Moore. 

Assistant Administrator for Pesticides and 
Toxic Substances. 

Therefore, it is proposed that 40 CFR 
Chapter I be amended as follows: 

PART 704—[AMENDEDJ 

1. Part 704 is amended as follows: 

a. The authority citation for Part 704 
continues to read as follows: 

Authority: 15 U.S.C. 2607 

b. By adding { 704.69 to read as 
follows: 

} 704 69. Anthraquinone. 

(a) Substance for which reporting is 
required 1 The chemical substance for 
which reporting is required under this 
rule is 9.10-Anthraquinone (Chemical 
Abstract Service Registry Number 84- 
65-1), 

(b) Persons who must report The 
following persons unless exempt as 
provided in 5 704.5 of this chapter are 
subject to the reporting requirements of 
this rule; a person may be required to 
report more than once in response to 
this rule. 

(1) Initial reporting. Persons who 
manufactured or imported 9,10- 
Anthraquinone for commercial purposes 
during the person's latest complete 
corporate fiscal year prior to (the 
effective date of the final rule). 

(2) Subsequent reporting. Persons who 
manufacture or import 9,10- 
Anthraquinone for commercial purposes 
after (the effective date of the final rule). 
The persons described in this paragraph 
(b)(2) include persons who reported 
initially in response to paragraph (b)(1) 
of this section and persons who 
commence the manufacture or 
importation of 9,10-Anthraquinone after 
(the effective date of the final rule). 

(c) When to report—[ 1) Initial 
reporting. Persons described in 
paragraph (b)(1) of this section must 
submit an initial report within 60 days of 
(the effective date of the final rule). 

(2) Subsequent reporting. Persons 
described in paragraph (b)(2) of this 
section must submit a report within 60 
days of the completion of any corporate 
fiscal year during when they 
manufactured or imported 9,10- 
Anthraquinone. This requirement shall 
be applicable to persons who reported 
initially for the rule and persons who 
commence the manufacture or 
importation of 9,10-Anthraquinone after 


(the effective date of the final rule). 
Persons shall submit a separate report 
for each corporate fiscal year in which 
they are subject to the rule. 

(d) What information to report. All 
persons subject to this rule shall report 
the following information to EPAS. 

(1) Company name and headquarters 
address, 

(2) Name, address, and telephone 
number (including area code) of the 
company's principal technical contact. 

(3) The quantity (in pounds) of 9,10- 
Anthraquinone manufactured or 
imported during the person's latest 
complete corporate fiscal year. 

(e) Where to send reports. Reports 
must be submitted by certified mail to 
the United States Environmental 
Protection Agency. Document 
Processing Center, P.O. Box 2070, 
Rockville. MD 30852. Attn; 
Anthraquinone. 

PART 799—[AMENDED] 

a. The authority citation for Part 799 
continues to read as follows: 

Authority: 15 U.S.C. 2603. 2811, 2825. 

b. By adding { 799.500. and the OMB 
control number to read as follows: 

1 799.500 Anthraquinone. 

(a) Identification of test substance . 
(1) 9,10-Anthraquinone (CAS No. 84-65- 
1) (hereinafter "anthraquinone") shall be 
tested in accordance with this section. 

(2) Anthraquinone of at least 99- 
percent purity shall be used as the test 
substance. 

(b) Penons required to submit study 
plans , conduct tests . and submit data . 
All persons who manufacture. Import or 
process anthraquinone. other than as an 
impurity, from the effective date of the 
final rule (44 days after date of 
publication of the final rule in the 
Federal Register) to the end of the 
reimbursement period shall submit 
letters of Intent to conduct testing or 
exemption applications, submit study 
plans, conduct tests (in accordance with 
Part 792 of this chapter), and submit 
data as specified in this section, Subpart 
A of this Part* and Part 790 of this 
chapter for single-phase rulemaking 

(c) First tier chemical fate and 
environmental effects testing) —(1) 
Water solubility —(i) Required testing . 
Water solubility tests shall be 
conducted with anthraquinone in 
accordance with the test guideline 
specified under { 796.1880 of this 
chapter. 

(ii) Reporting requirements , (A) Study 
plans shall be provided to the Agency at 
least 30 day9 prior to initiating testing. 

(B) The water solubility test shall be 
completed and the final results 
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submitted to the Agency within 1 year of 
the effective date of the final rule. 

(C) Quarterly progress reports shall be 

submitted. 

(2) Fish acute toxicity —(i) Required 
testing, (A) Fish acute toxicity tests shall 
be conducted with anthraquinone using* 
chmook salmon, Oncorhynchus 
tbhawytscha, or coho salmon. 
Oncorhynchus kisutch ; bluegill, Leponus 
rmjcrochirus; and rainbow trout, Saimo 
gairdneri in accordance with the test 
guideline specified under $ 797.1400 of 
this chapter and using modifications of 
the fish acute toxicity test for 
anthraquinone specified in paragraph 
(c)(2)(i)(B) of this section. 

(B) Modifications. The following 
modifications for testing anthraquinone 
are required. 

(1) At least five test concentrations 
shall be used. The highest concentration 
shall be less than or equal to the 
solubility limit of anthraquinone as 
determined under the testing specified in 
paragraph (c)(l)(i) of this section. 

(2) At least one test concentration 
shall be between 1 ppb and 10 ppb. 

(jf) Concentration of dissolved test 
chemical The requirement under 
§ 797.1400 of this chapter is modified to 
require that the concentration of test 
substance shall be measured in each 
test chamber and the delivery chamber 
before the test to ascertain whether it is 
in solution. The total and dissolved (e.g., 
filtered) concentrations shall be 
determ ined. 

(4) The test shall be performed under 
flow-through conditions*, the minimum 
volume of the test solution delivered to 
each test aquarium in 24 hours shall be 5 
times the aquarium volume. 

(ii) Reporting requirements. (A) Study 
plans shall be provided to the Agency at 
leant 30 days prior to initiating testing. 

(B) The fish acute toxicity tests shall 
b< completed and the final results 
submitted to the Agency within 1 year of 
the cfFcctive date of the final rule. 

(C) Quarterly progress reports shall be 
submitted. 

(3) Aquatic invertebrate acute 

i v/c/Yy— (i) Required testing. (A) 

Aquatic invertebrate acute toxicity tests 
shall be conducted with anthraquinone 
using Duphnia magna or D. pulex and 
oyster. Crassostrea virgin ica. using the 
te st guidelines specified under 
§§ 797.1300 and 797.1800 of this chapter, 
re spectively, and using modifications of 
the daphnid and oyster acute toxicity 
tests for anthraquinone specified in 
paragraph (c)(3)(i) (B) and (C) of this 
section. 

(li) Modifications of the daphnid acute 
toxicity test. The following 
modifications for testing anthraquinone 
are required. 


(7) At least five test concentrations 
shall be used. The highest concentration 
shall be less than or equal to the 
solubility limit of anthraquinone as 
determined under the testing specified in 
paragraph (c)(l)(i) of this section. 

(2) At least one concentration shall be 
between 1 ppb and 10 ppb. 

(2) pH of the test solution. The pH of 
the test solution shall be 7. 

(4) Concentration of dissolved test 
chemical. The requirement under 

$ 797.1300 of this chapter is modified to 
require that the concentration of test 
substance shall be measured in each 
test chamber and the delivery chamber 
before the test to ascertain whether it is 
in solution. The total and dissolved (e.g., 
filtered) concentrations shall be 
determined. 

(5) The delivery and test chambers 
shall be covered. 

(6) The test shall be performed under 
flow*through conditions; the minimum 
volume of the test solution delivered to 
each test aquarium in 24 hours shall be 5 
times the aquarium volume. 

(7) The stability of the stock solution 
for the duration of the experiment must 
be analyzed and reported. 

(C) Modifications of the oyster acute 
toxicity test. The following 
modifications for testing anthraquinone 
are required. 

(7) At least five test concentrations 
shall be used. The highest concentration 
shall be less than or equal to the 
solubility limit of anthraquinone as 
determined under the testing specified in 
paragraph (c)(l)(i) of this section. 

(2) At least one concentration shall be 
between 1 ppb and 10 ppb. 

(3) Concentration of dissolved test 
chemical. The requirement under 

$ 797.1800 of this chapter is modified to 
require that the concentration of test 
substance shall be measured in each 
test chamber and the deliver chamber 
before the test to ascertain whether It is 
in solution. The total and dissolved (e.g.. 
filtered) concentrations shall be 
determined. 

(4) The test shall be performed under 
flow-through conditions; the minimum 
volume of the test solution delivered to 
each test aquarium in 24 hours shall be 5 
times the aquarium volume. 

(ii) Reporting requirements . (A) Study 
plans shall be provided to the Agency at 
least 30 days prior to initiating testing. 

(B) The invertebrate acute toxicity 
tests shull be completed and the final 
results submitted to the Agency within 1 
year of the effective date of the final 
rule. 

(C) Quarterly progress reports shall be 
submitted. 

(4) Sediment toxicity—[i] Required 
testing. A sediment toxicity test shall be 
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conducted using clean sediments having 
low. medium, and high clay content 
spiked with anthraquinone in the 
concemtation range of 0.01 to 1 ppm 
using the marine amphipod, 

Rhcpoxynius abronius, according to the 
test guideline specified in the American 
Society for Testing and Materials 
Special Technical Publication 854 
(ASTM STP 854) entitled. 

"Phoxocephalid Amphipod Bioassay for 
Marine Sediment Toxicity." by RC. 
Swartz. W.A. DeBen, J.K.P. Jones. J.O. 
Lamberson, and F.A. Cole and published 
in Aquatic Toxicology and Hazard 
Assessment: Seventh Symposium . 

ASTM STP 854, pp. 284-307. R.D. 
Caldwell. R. Purdy, and R.C. Bahner, 

Eds.. 1985, which is incorporated by 
reference. The ASTM STP 854 is 
available for inspection at the Office of 
the Federal Register, Rm. 8401,1100 L 
St.. NW., Washington. DC. This 
incorporation by reference was 
approved by the Director of the Office of 
the Federal Register. This material is 
incorporated as it exists on the dale of 
approval and a notice of any change in 
this material will be published in the 
Federal Register. Copies of the 
incorporated material may be obtained 
from the Document Control Officer (TS- 
793). Office of Toxic Substances, EPA, 
Rm. 107, 401 M St.. SW., Washington. 

DC 20480, and from the American 
Society for Testing and Materials 
(ASTM). 1916 Race Street. Philadelphia. 
PA 19103. 

(ii) Reporting requirements . (A) Sludy 
plans shall be provided to the Agency at 
least 30 days prior to initiating testing. 

(B) The sediment toxicity test shall be 
completed and the final results 
submitted to the Agency within 1 year of 
the effective date of the final rule. 

(C) Quarterly progress reports shall be 
submitted. 

(5) Bioconcentration —(i) Required 
testing. (A) A bioconcentration test shall 
be conducted with anthraquinone using 
oyster. Crassostrea virgini'ca, in 
accordance with the test guideline 
specified under S 797.1830 of this 
chapter and using modifications of the 
oyster bioconcentration test for 
anthraquinone specified in paragraph 
(c](5)(i)(B) of this section. 

(B) Modifications. The following 
modifications for testing anthraquinone 
are required. 

(7) The test concentration shall be less 
than the solubility limit of 
anthraquinone as determined under the 
testing specified in paragraph (c)(l)(i) of 
this section, and should be close to 1 
ppb to 10 ppb. 
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(2) At least two concentrations shall 
be* tested which are at least a factor of 
10 apart. 

(3) Concentration of dissolved test 
chemical. The requirement under 

S 797.1630 of this chapter is modified to 
require that the concentration of test 
substance shall be measured in each 
test chamber and the delivery chamber 
before the test to ascertain whether ilia 
in solution. The total and dissolved (e.g„ 
filtered! concentrations shall be 
determined. 

(4) The test shall be performed under 
flow-through conditions; the minimum 
volume of the test solution delivered to 
each test aquarium in 24 hours shall be 5 
times the aquarium volume. 

(ii) Reporting requirements. (A) Study 
plans shall be provided to the Agency at 
least 30 days prior to initiating testing. 

(B) Yh i bioconceotratinn test shad be 
completed and the deal results 
submitted to the Agency within 1 year of 
the effective date of the final rule. 

(C) Quarterly progress reports shall be 
submitted. 

(d) Second-tier chemical fate and 
environmental effects testing. The 
following second-tier tests shall be 
conducted if EPA determines that the 
total annual volume of anthraquinone 
manufactured and imported in the 
United States during a single calendar 
year exceeds-3 million pounds, and the 
acute toxicity testing triggers described 
in this paragraph are met. EPA will 
monitor the production and importation 
volume of anthraquinone by requiring at 
40 CFR 704.69 that manufacturers and 
importers of anthraquinone submit 
section 8(a) reports to the Agency. EPA 
will publish notification in the Federal 
Register if the manufacture/importation 
volume trigger and an acute toxicity 
trigger are met If an acute toxidty 
trigger is not met and EPA determines 
that neither second tier testing nor 
further section 8(a) reporting is 
necessary. EPA will publish notification 
of this determination in the Federal 
Register and will terminate the section 
8(n} reporting requirements for 
anthraquinone. 

(1) Biodegradability in sludge 
systems—[ i) Required testing. 
Biodegradability tests in sludge systems 
shall be conducted with anthraquinone 
at concentrations at or below the water 
solubility as determined under the 
testing specified in paragraph (c)(1)(i) of 
this section* and close to the predicted 
environmental concentration in 
sediment. Le^ fcl ppm. in accordance 
with the test method entitled "Inherent 
Biodegradability: Modified SCAS 
(semicontinuous activated sludge) Test 
for Chemical Substances that are Water 
Insoluble or Water Insoluble and 


Volatile" as specified under § 796.3341 
of this chapter, if EPA determines that 
the total annual volume of 
anthraquinone manufactured and 
imported in the United States during a 
single calendar year exceeds 3 million 
pounds, and any of the following 
conditions is met: (A) the LC»u of a fish 
or daphnid or oyster, as determined by 
the acute toxidty testa conducted in 
accordance with paragraph (c)(2) or (3} 
of this section, respectively, is less than 
100 times the predicted environmental 
concentre tin n (PEC) in water. Ltu less 
than 500 pptx (£) the LCc of 
Rhcpcxynins, as determined by the 
sediment toxidty test conducted in 
accordance with paragraph (cj(4) of this 
section, is less than 100 times the PEC in 
sediment. i.e., less than 10 ppm; or (C) 
the oyster binconcentration factor, as 
determined by the oyster 
bioconcentratian test conducted in 
accordance with paragraph (c)(5) of this 
section, is greater than, 3,000. 

(ii) Reporting requirements. (A) Study 
plans shall be provided to the Agency at 
least 30 days prior to initiating testing. 

(B) The hiodcgr adability tests in 
sludge systems shall be completed and 
the final results submitted to the Agency 
within 1 year of the date of a Federal 
Register notice announcing that the total 
annual volume of anthraquinone 
manufactured and imported in the 
United Stoles during a single calendar 
year exceeds 3 million pounds. 

(C) Quarterly progress reports shall be 
submitted. 

(2) Biodegradation rate —(i) Required 
testing. (A) Biodegradation rate tests 
shall be conducted with onthraqainone 
at concentrations at or below the water 
solubility as determined under the 
testing specified in paragraph (c)(t)(i) of 
this section, and close to the predicted 
environmental concentration in 
sediment Le., 0.1 ppm. in accordance 
with the test guideline described in a 
study by A.W. Bourqmu et aL. entitled 
"An Artificial Microbial Ecosystem for 
Determining Effects and Fate of 
Toxicants in a Salt-Marsh 
Env ironment", if EPA determines that 
the total annual volume of 
anthraqutnone manufactured and 
imported in the United States during a 
single calendar year excecda 3 million 
pounds, and any of the following 
conditions la met: ( I ) the LGm of a fish or 
daphnid or oyster, as determined by the 
acute toxicity tests conducted in 
accordance with paragraphs (c)(2) and 

(3) of this section respectively, is less 
than 100 times the predicted 
environmental concentration (PEC) in 
water, i.e., less than 500 ppb; (2) the LCm 
of Rhepaxynius* as determined by the 
sediment toxicity test conducted in 


accordance with paragraph (c)(4) of this 
section, is less than 100 times the PEC in 
sediment he., less than 10 ppm; or(J) 
the oyster bioconcentration factor, as 
determined by the oyster 
biocon cent ration rest conducted m 
accordance with paragraph (c)(5) of thrs 
section, is greater than 3*000* The 
Bourquin et al. article, published m 
Developments in Industrial 
Microbiology, vat. 18, chapter 11.1977, 
is av ailable for inspection at the Office 
of the Federal Register. Rm. 8401,1100 !. 
St., NW„ Washington, DC. This 
incorporation by reference was 
approved by the Director of the Office of 
the Federal Register. This material is 
incorporated as it exists on the date of 
approval and a notice of any change in 
this material will be published in the 
Federal Register. Copies of the 
incorporated material may be obtained 
from the Document Control Officer (TS 
793). Office of Toxfo Substances. EPA, 
Rm. 107. 401 M St., SW„ Washington. 

DC 2046a and from the Society for 
Industrial Microbiology, P.O.B. 12534 
Arlington, VA 22209-8534. 

(ii) Reporting requirements. (A) Study 
plans shall be provided to the Agency at 
least 30 days prior to initiating testing. 

(B) Biodegradation cate testa shall be 
completed and the final results 
submitted to the Agency within 1 year of 
the dote of a Federal Register notice 
announcing that the total annual volum.: 
of anthraquinone manufactured and 
imported in the United States during a 
single calendar year exceed* 3million 
pounds. 

(C) Quarterly progress reports shall be 
submitted. 

(3) Fish chronic toxicity —(i) Required 
testing . (A) Fiab chronic toxicity tests 
shall be conducted with anthraquuiane 
in accordance with the test guideline 
specified under § 797.1800 of this chapter 
and using modifications at the fish 
chronic toxidty test hr anthraquinone 
specified in paragraph (d)(3)(i)(B) of this 
section, if EPA determines that the total 
annual volume of anthraquinone 
manufactured and imported in the 
United States during a single calendar 
year exceeds 3 million pounds, and if 
the most sensitive fish species (with the 
lowest median lethal concentration 
(LC m ) in the acute toxidty testa 
conducted in accordance with 
paragraph (c)(2) of this section, has an 
LCm less than 100 times the predicted 
environmental concentration (PEC) in 
water. Le., less than 500 ppb. 

(B) Modifications. The following 
modifications for testing anthraquinone 
are required. 

(!) Al least five test concentrations 
shall be used. The highest concentration 
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shall be less than or equal to the 
solubility limit of anthraquinone as 
determined under the testing specified in 
paragraph (c)(1)(i) of this section. 

[2] At least one test concentration 
shall be between 1 ppb and 10 ppb. 

[3) Concentrations of dissolved test 
chemical. The requirement under 
§797.1600 of this section is modified to 
require that the concentration of test 
substance shall be measured in each 
test chamber and the delivery chamber 
before the test to ascertain whether it is 
in solution. The total and dissolved (e.g., 
filtered) concentrations shall be 
determined. 

(/) 'Hie test shall be performed under 
flow through conditions; the minimum 
volume of the test solution delivered to 
each test aquarium in 24 hours shall be 5 
times the aquarium volume. 

(ii) Reporting requirements. (A) Study 
plans shall be provided to the Agency at 
least 30 days prior to initiating testing. 

(D) Fish chronic toxicity tests shall be 
completed and the final results 
submitted to the Agency within 1 year of 
the date of a Federal Register notice 
announcing that the total annual volume 
of anthraquinone manufactured and 
imported in the United States during a 
single calendar year exceeds 3 million 
pounds. 

(C) Quarterly progress reports shall be 
submitted. 

(4 1 Daphnid chronic toxicity — (i) 
Required testing. (A) Daphnid chronic 
toxicity test shall be conducted with 
anthraquinone using Dnphnia magna or 
D pulex in accordance with the test 
guideline specified under § 797.1330 of 
this chapter and using modifications of 
the daphid chronic toxicity test for 
anthraquinone specified in paragraph 
(d](4)(i)(B) of this section, if EPA 
determines that the total annual volume 
of anthraquinone manufactured and 
imported in the United States during a 
single calendar year exceeds 3 million 
pounds, and the median effective 
concentration (EC**) determined in 
accordance with paragraph (c)(3) of this 
section is less than 100 times the PEC in 
water, i.e.. le9S than 500 ppb. 

(B) Modifications. The following 
modifications for testing anthraquinone 
arc required. 

(0 At least five test concentrations 
shall be used. The highest concentration 
shall be less than or equal to the 
solubility limit of anthraquinone as 
determined under the testing specified in 
paragraph (c)(l)(i) of this section. 

(2) At least one test concentration 
shall be between 1 ppb and 10 ppb. 

(3) pH of the test solution. The pH of 
the test solution shall be 7. 

(V) Concentration of dissolved test 
chemical. The requirement under 


5 797.1330 of this chapter is modified to 
require that the concentration of test 
substance shall be measured in each 
test chamber and the delivery chamber 
before the test to ascertain whether it is 
in solution. The total and dissolved (e.g., 
filtered) concentration shall be 
determined. 

(5) The delivery and test chambers 
shall be covered. 

(£) The test shall be performed under 
flow-through conditions; the minimum 
volume of the test solution delivered to 
each test aquarium in 24 hours is 5 times 
the aquarium volume. 

(7) The stability of the stock solution 
for the duration of the experiment must 
be analyzed and reported. 

(ii) Reporting requirements. (A) Study 
plans shall be provided to the Agency at 
least 30 days prior to initiating testing. 

(B) The Daphnid chronic toxicity test 
shall be completed and the final results 
submitted to the Agency within 1 year of 
the date of a Federal Register notice 
announcing that the total annual volume 
of anthraquinone manufactured and 
imported in the United States during a 
single calendar year exceeds 3 million 
pounds. 

(C) Quarterly progress reports shall be 
submitted. 

(Information collection requirements have 
been approved by the Office of Management 
and Budget under control numbers 2070-0033 
and 2070-0067.) 

1FR Doc 65-26527 Filed 11-5-65; 6 45 am) 

BlUIttG CODE 6S60-50-M 


40 CFR Part 180 

[PP 5E3245/P377; FRL-2919-81 

Exemption From the Requirement of a 
Tolerance for Sodium Chlorite 

agency: Environmental Protection 
Agency (EPA). 

action: Proposed Rule. 

summary: This document proposes that 
an exemption from the requirement of a 
tolerance be established for residues of 
the disinfectant sodium chlorite when 
used as a seed-soak treatment on crop 
group Brossica (cole) leafy vegetables 
and radishes. This proposal, which 
eliminates the need to establish a 
maximum permissible level for residues 
of sodium chlorite in or on the 
commodities was requested in a petition 
submitted by the Interregional Research 
Project No. 4 (IR-4). 
date: Comments, identified by the 
document control number [PP 5E3245/ 
P377], must be received on or before 
December 6,1985. 


address: 

By mail, submit written comments to: 
Information Services Section. Program 
Management and Support Division 
(TS-757C), Office of Pesticide 
Programs, Environmental Protection 
Agency, 401 M St, SVV., Washington, 
DC 20460. 

In person, bring comments to: Rm 236, 
CM*2.1921 Jefferson Davis Highway, 
Arlington, VA 22202. 

Information submitted as a comment 
concerning this notice may be claimed 
confidential by marking any part or all 
of that information as “Confidential 
Business Information" (CBI). 

Information so marked will not be 
disclosed except in accordance with 
procedures set forth in 40 CFR Part 2. A 
copy of the comment that does not 
contain CBI must be submitted for 
inclusion in the public record. 
Information not market confidential may 
be disclosed publicly by EPA without 
prior notice. All written comments will 
be available for public inspection in Rm. 
236 at the address given above, from 8 
a.m. to 4 p.m.. Monday through Friday, 
except legal holidays. 

FOR FURTHER INFORMATION CONTACT: 

By mail: Donald Stubbs. Emergency 
Response and Minor Use Section (TS- 
767C), Registration Division. 
Environmental Protection Agency, 401 
M St.. SW., Washington. DC 20460. 
Office location and telephone number. 
Rm. 716B, CM #2.1921 Jefferson Davis 
Highway, Arlington. VA 22202, (703- 
557-1806). 

SUPPLEMENTARY INFORMATION: The 

Interregional Research Project No. 4 (IR- 
4). New Jersey Agricultural Experiment 
Station, P.O. Box 231, Rutgers Unversity, 
New Brunswick, NJ 08903, has submitted 
pesticide petition (PP) 5E3245 to EPA on 
behalf of Dr. Robert H. Kupelian, 
National Director, IR-4 Project and the' 
Agricultural Experiment Station of New 
York. 

This petition requested that the 
Administrator, pursuant to section 
408(e) of the Federal Food. Drug, and 
Cosmetic Act. propose the 
establishment of an exemption from the 
requirement of a tolerance for sodium 
chlorite when used os a seed-soak 
treatment in the growing of the raw 
agricultural commodities crop group 
Brossica (cole) leafy vegetables and 
radishes. Member commodities of the 
crop group Brossica (cole) leafy 
vegetables listed in 40 CFR 180.34 
include broccoli, Brussels sprouts, 
cabbage, cauliflower, collards. kale, 
kohlrabi, mustard greens and rape 
greens. 

The data submitted in the petition and 
other relevant material have been 
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evaluated. The pesticide is considered 
useful for the purpose for which the 
exemption is sought. 

Sodium chlorite la applied as a seed* 
soak treatment to control XantirGmonas 
compestris (black rot). There is no 
expectation of sodium chlorite residues 
in Drvssica (cole) leafy vegetables and 
radishes grown and harvested from 
treated seeds. Sodium chlorite is an 
indirect food substance affirmed as 
generally recognized as safe (GRAS) for 
levels from 125 to 250 paits per mi Ilian 
(ppm) as a slimicide in the manufacture 
of paper and paperboard that come in 
contact with food (21 CFR 106.1750). 
Lactic acid, the activator, is cleared 
under 40 CFR 100.100L Calcium 
hypochlorite, a related oxidizing agent, 
is exempt from the requirements of a 
tolerance when used on food 
commodities (postharvest use on 
potatoes) or as a sanitizing and 
bleaching agent (40 CFR 10(11054 and 
IdO.lOOI). Sodium hypochlorite is 
considered safe when used as a 
postharvest fungicide (40 CFR 180.2). 

Based on the above information 
considered, the Agency, concludes that 
the proposed exemption from the 
requirement of a tolerance would 
protect the public health. Therefore, it hr 
proposed that the exemption be 
eitablished as set forth beiow. 

Any perion who has registered or 
submittedan application for registration 
of a pesticide, under the Federal 
Insecticide. Fungicide, and Rudenticide 
Act (FLFRA) as amended, which 
contains any of the ingredients listed 
hetein, may request within 30 days alter 
publication of this notice in the Federal 
Register that this rulemaking proposal 
be referred to an Advisory 1 Committee in 
accordance with section400(e) of the 
Federal Food. Drug, and Cosmetic Act. 

Interested persons am invited to 
submit written comments on the 
proposed regulation. Comments must 
bear o notation indicating the document 
control number (PP 5E3245/P377), All 
written comments filed m response to 
this petition will be available in the 
information Services Section, at the 
address given above from 8 am to 4 
pm, Monday through Friday, except 
legal holidays. 

The Office of Management and Budget 
has exempted this rule from the 
requirements of section 3 of Executive 
Order 1229T. 

Pursuant to the requirements of the 
Regulatory Flexibility Act (Pub. L 95- 
35*1, 94 Stiff 1164, 5 U.S.C. 80T-812], the 
Administrator has determined that 
regulations establishing new tolerances 
or raising tolerance Fevda or 
establishing exemptions from tolerance 
requirements do not have a significant 


economic impact on a substantial 
number of small entities. A certification 
statement to this effect was published in 
the Federal Register of Moy 4.1981 (40 
FR 24950). 

List of Subjects in 40 CFR Pari ICO 

Administrative practice and 
procedure. Agricultural commodities. 
Pesticides and pests. 

Dated: Octoher 24.1985. 

Douglas D. Campt, 

Director. Registration Division . Office of 
Pesticide Programs. 

PART 180—(AMENDED) 

Therefore, it is proposed that 40 CFR 
Part lao be amended as follows: 

1* The authority citation for Part 180 
continues to read as fallows: 

Authority: 21 U S.C. 348U. 

2*. Section 100.1070 is added to read &s 
follows: 

§ 180. taro Sodium chlorite, exemption 
from ttw req u irement of e tolerance. 

Sodium chlorite is exempted from the 
requirement of a tolerance for residues 
when used in accordance with good 
agricultural practice as a seed-soak 
treatment in the growing of the raw 
agricultural commodities crop group 
Rrassica (cole) leafy vegetables and 
radishes. 

[FR Doc. 85-26452 Filed 11-5-85; 8:45 am] 

QllL'NG COOS 


40 CFR Part 716 
IOPTS-B4020; FRL-2907-9J 

Submission of Lists and Copies of 
Health and Safety Studies on Certain 
Substances Subject to the 1984 RCRA 
Amendments 

Correction 

In FR Doc. 85-23691 beginning on page 
40874 in the issue of Monday. October 7. 
1985, make the following corrections: 

On page 40674. first column, in the 
“SUMMARY" paragraph, remove “85T- 
633*" at the end of the paragraph. In the 
third column, in the table, under the 
heading for “Name", twelfth line. 
“Ethane. 1. *—" should have read 
“Ethane* 1.1*—' 

BILLING COOC IKMMI 


40 CFR Parts 798 and 799 

[OPTS-43074; FRt-2695-4) 

Cumene; Proposed Test Rule 

agency: Environmental Protection 
Agency (EPA). 


action: Proposed rule. 


summary: EPA is proposing that 
manufacturers and processors of 
cumene (isopropyl benzene. CAS Ho. 
95-82-8) be required, under section 4 of 
the Toxic Substances Control Act 
(TSCA), to perform testing for 
pharmacokinetics, subchronfc toxicity, 
oncogenicity, mutagenicity, 
neurotoxicity, devetopmenta! toxicity 
and reproductive toxicity, if triggered, 
acute and chronic aquatic toxicity in 
saltwater and freshwater fish and 
invertebrates, and biodegradation and 
volatilization from water. This proposed 
rule is in response to the Interagency 
Testing Committee's (ITC’s) designation 
of cumene for priority consideration far 
health and environmental effects testing. 

dates: Submit written comments on cr 
before January 0,1938. If persons 
request an opportunity to submit oral 
comments by December 23,1985, EPA 
wifi hold a public meeting on this rale in 
Washington. D.C For further 
information on arranging to speak at the 
meeting see Unit VTO of this preamble. 

ADDRESS: Submit written comments, 
identified by the document control 
number (OPTS-42U75), m triplicate to: 
TSCA Public Information. Office (TS- 
793k Office of Pesticides and Toxic 
Substances, Environmental Protection 
Agency, Rm- E-108.401 M St.* SW„ 
Washington, DC 20460. 

A public version of the administrative 
record supporting this action (with any 
confidential business information 
deleted) is available for inspection at 
the above address hum 6 a.m. to 4; pun.. 
Monday through Friday, except legal 
holidays. 

FOR FURTHER INFORMATICS CONTACT: 

Edward A. Klein. Director, TSCA 
Assistance Office (TS-799). Office of 
Toxic Substances, Rm. E-543. 401 M St.. 
SW.. Washington. DC 2046a Toll free: 
(800-424-9065). In Washington. DC: 
(554-1404). Outside the USA: 

(Operator—202-554-1404). 

SUPPLEMENTARY INFORMATION: EPA IS 

issuing a proposed test rule under 
section 4(a) of TSCA in response to the 
ITC’s designation of cumene for health 
and environmental effects testing 
consideration. 

I. Introduction 

A. iTC Recow mendaturn 

Section 4(e) of TSCA (Pub. L. 94-489. 
90 Star. 2003 et seq.; 15 U.S.C. 2601 et 
seq.\ established the ITC to recommend 
to EPA a list of chemicals to be 
considered for testing under section 4(a) 
of the Act. 
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The ITC designated cumene [CAS No. 
98 - 82 - 8 ) for priority consideration in its 
15th report submitted to EPA on 
November 8 , 1884. The report was 
published in the Federal Register of 
November 29,1984 (49 FR 4G939). The 
ITC recommended that cumene be 
considered for health effects testing for 
ihort'term genotoxicity, chronic toxicity 
including oncogenicity, teratogenicity, 
md reproductive effects; and 
environmental effects testing for acute 
and chronic toxicity to saltwater and 
freshwater fish and invertebrates. The 
bases for these recommendations were 
as follows: annual production capacity 
of 4 to 5 billion pounds, potential for 
occupational and environmental 
exposure, and insufficient data to assess 
the risk of cumene exposure to human 
health and the environment 

B Test Rule Development Under TSCA 

Under section 4(a) of TSCA, EPA shall 
by rule require testing of a chemical 
substance or mixture to develop 
appropriate test data if the 
Administrator finds that: 

(A) (i) the manufacture, distribution In 
commerce, processing, use. or disposal of a 
chemical substance or mixture, or that any 
combination of such activities, may present 
an unreasonable risk of injury to health or the 
environment. 

(til there are insufficient data and 
experience upon which the effects of such 
manufacture, distribution in commerce, 
processing, use, or disposal of such substance 
or mixture or of any combination of such 
•ctivities on health or the environment can 
maionably be determined or predicted, and 

(iii) testing of such substance or mixture 
wi'h respect to such effects is necessary to 
develop such data; or 

(B) (i) a chemical substance or mixture is or 
will be produced in substantial quantities, 
md (I) U enters or nfhy reasonably be 
ttibupated to enter the environment in 
tubfttantial quantities or (11) there is or may 
be i gnificant or substantial human exposure 
to such substance or mixture. 

(ii| there are insufficient data and 
nonce upon which the effects of the 
manufacture, distribution in commerce, 
processing, use, or disposal of such substance 
or mixture or of any combination of such 
activities on health or the environment can 
reasonably be determined or predicted, and 

(til) testing of such substance or mixture 
with respect to such effects is necessary to 
develop such data. 

EPA uses a weight-of-evidence 
approach in making a section 4(a)(1) 
(A)(i) finding; both exposure and 
toxicity information are considered in 
determining whether available data 
support a finding that the chemical may 
present an unreasonable risk. For the 
finding under section 4(a)(1) (B)(i), EPA 
considers only production, exposure, 
and release information to determine 


whether there is or may be substantial 
production and significant or substantia) 
human exposure or substantial release 
to the environment. For the findings 
under sections 4(a)(1) (A)(ii) and (B)(ii), 
EPA examines toxicity and fate studies 
to determine whether existing 
information is adequate to reasonably 
determine or predict the effects of 
human exposure to, or environmental 
release of, the chemical. In making the 
finding under section 4(a)(1) [A)[iii] or 
(B)(iii) that testing is necessary, EPA 
considers whether ongoing testing will 
satisfy the information needs for the 
chemical and whether testing which the 
Agency might require would be capable 
of developing the necessary information. 

EPA’s process for determining when 
these findings apply is described in 
detail in EPA’s first and second 
proposed test rules as published in the 
Federal Register of fuly 18, 1980 (45 FR 
48524) and June 5.1981 (46 FR 50300). 

The section 4(a)(1) (A) findings are 
discussed at 45 FR 48524 and 46 FR 
30300, and the section 4(a)(1) (B) 
findings are discussed at 46 FR 30300. 

In evaluating the ITC's testing 
recommendations concerning cumene. 
EPA considered all available relevant 
information including the following: 
information presented in the ITC’s 
report recommending testing 
consideration and any public comments 
on the ITC’s recommendation; 
production volume, use, exposure, and 
release information reported by 
manufacturers of cumene under the 
TSCA section 8(a) Preliminary 
Assessment Information Rule (40 CFR 
Part 712): health and Bafety studies 
submitted under the TSCA section 8(d) 
Health and Safety Data Reporting Rule 
(40 CFR Part 716) concering cumene; and 
published and unpublished data 
available to the Agency. Based on its 
evaluation, as described in this 
proposed rule, EPA is proposing health 
and environmental effects testing 
requirements for cumene under sections 


4(a)(1) (A) and (B). By these actions, 

EPA is responding to the ITC’s 
designation of cumene for priority 
testing consideration. 

II. Review of Available Data 

A. Profile 

Cumene is a colorless liquid with a 
sharp, penetrating odor, the air odor 
threshold is 0.88 ppm (Ref. 1). At 20 *C 
cumene has a water solubility of 50 mg/I 
(Ref. 2), a vapor pressure of 3.2 mm Hg 
(Ref. 3), and a density of 0.88 g/cm 3 (Ref. 
4). The log octanol/water partition 
coefficient (K*.) is reported as 3.51 (Ref. 
2) and 3.66 (Ref. S). A log soil/sorptlon 
coefficient (KJ of 3.45 was estimated 
by EPA, and a bioconcentration factor 
(BCF) of 340 was estimated from the log 
(Ref. 80). 

B. Production 

Cumene is commercially produced by 
alkylating benzene under elevated 
temperature and pressure with 
propylene by a Fricdel-Crafts reaction 
using a solid phosphoric acid catalyst 
(Ref. 4). Cumene Is separated from the 
propylene and benzene reactantB by 
distillation. Cumene is also present in 
crude oil and may be found as a minor 
component of finished petroleum 
products. 

Cumene is produced domestically by 
10 corporations with a combined annual 
production capacity of 4 to 5 billion 
pounds (Refs. 7 and 8). An additional 
900 million pounds per year capacity is 
on reserve. Approximately 339 million 
pounds were imported during 1984 (Ref. 
7). The demand for cumene was 3.3 
billion pounds and 3.4 billion pounds for 
1983 and 1964, respectively. This level is 
expected to increase to 4.7 billion 
pounds In 1988 with an average growth 
rate of 4 percent per year through 1988 
(Ref. 7). 

Cumene domestic producers, 
production sites and capacities, and use 
are summarized in Table 1. 


Table 1—U S. Cumene Production Capacity 


Producer 

location 

Capacity 1 

Uee 

Amoco Chemical Corp, . . 

Text* Cay. TX. ... . 

30 


AfWtaftaCA* ... „ It - T ... T ... 

Blue Wand X 

120 

Pne nd» 

A*w*nd O*. Inc - .. . . ... 

CedetNbury. KY. 

400 

SOM 


PtWrte***. PA. _ . 

460 

Da 


Port ArtNjr TX. 

450 

Da 

Googia Guff Corp. , ... ._ 

Petadnn*. TX .. 

800 




400 

Sold 

SN* 04 Ca 

Dee* Part. TX ... .— 1 

700 

rw» r i 

Texaco. Inc 

WeefnM* Hi*.. _ 

ISO 

Do 


El Do'tdo KS 

195 

Oa 

Union Peci»c Co • 


400 

Sofd 






• MJItor* o< pound* per year <c* 19*4 
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C Urn 

More than 98 percent of the cumene 
produced in the United States is used to 
manufacture phenol by the cumene 
hydroperoxidation process (Refs. 7 and 
8). Acetone is also produced by this 
process. Cumene is first oxidized to 
cumene hydroperoxide and then 
subjected to acid cleavage yielding a 
crude reaction mixture of phenol and 
acetone. Neutralization and distillation 
of the mixture removes impurities such 
as acetophenone, cumyl phenols, 
dimethyl-phenylcarbinol. and alpha¬ 
methylstyrene. 

Cumene is also used to manufacture 
alpha-methylstyrene and as a chain 
inhibitor in the polymer industry (Ref. 7). 
It ha9 been used to produce sulfonated 
cumene and used in the manufacture of 
liquid detergents and surfactants. 
Cumene has also been used as a high- 
octane aviation fuel additive (Ref. 4). 
Additionally, cumene is used as a 
solvent in perfumes and 
pharmaceuticals (Ref. 7). 

D. Exposure and Release 

From the occupational data reported 
by industry, it appears that cumene 
production plant, maintenance, marine 
dock, and shipboard workers are 
exposed to cumene. The National 
Occupational Hazard Survey (NOHS) 
estimated that 863 workers were 
exposed to cumene in the workplace 
during 1972-1973 (Ref. 9). Cumene levels 
measured in the breathing zone of 
workers at the manufacturing sites are 
reported to be less than 20 ppm. Air 
samples taken at two refineries showed 
a time-weighted average (TWA) ranging 
from below the detection limit (limit not 
specified) to 2.4 ppm cumene with a 
mean TWA of <0.1 ppm. On oil tankers 
cumene levels as high as 20 ppm were 
detected (Ref. 10) Koch Refining Co. 

(Ref. 11) reported that samples from an 
unspecified area of the production plant 
showed no more than 0.5 ppm cumene in 
the air. Twenty workers in a Texaco 
refinery were reportedly exposed to 3 
ppm cumene or less (Ref. 12). The 
American Petroleum Institute (API) (Ref. 
13) reported that gasoline truck drivers 
were exposed during a 12-hour period to 
less than 0.1 ppm TWA cumene. Air 
samples taken in manufacturing and 
market distribution points (marine 
docks) involving cumene had an average 
TWA of 0.85 ppm with a maximum of 78 
ppm (Ref. 18). 

Approximately one half of the cumene 
manufacturing plants are located in a 2 
major metropolitan areas increasing the 
potential human exposure to 15 to 16 
million people. Estimated cumene 
concentrations in the ambient air from 


these areas within a 1 and 5 km radius 
range between 17 and 289 ^g/m* and 2.9 
and 15.2 pg/m s . respectively, for a worst 
case model (Ref. 18). 

Synthetic organic chemical plants 
(SOCP) which produce cumene release 
about 1.1 million pounds per year in 
fugitive emissions as estimated from 
leaks in fittings for valveB. flanges, and 
pumps (Ref. 18). 

Cumene may also be released during 
the production of phenol and acetone by 
the cumene hydroperoxidation process. 
For every kilogram of phenol produced, 
approximately 1 gram of cumene is 
released to the atmosphere (Ref. 16). A 
reported 2.05 billion pounds of phenol 
were produced from cumene in the 
United States in 1983 (Ref. 17). 
Therefore, it was estimated that 2 
million pounds of cumene were released 
into the air in 1983 from the production 
of phenol (Ref. 18). 

As a natural component of crude oil 
and the resultant petroleum products, 
cumene can be detected in the exhausts 
of automobile, jet engines, and outboard 
motors (Refs. 19 through 21). Land 
transportation vehicles alone were 
estimated to contribute 15 million 
pounds of cumene to the atmosphere in 
1983 [Ref. 18). 

Evidence suggests widespread release 
of cumene to aquatic environments. 
Cumene was detected in 204 of 4,000 
samples of wastewater taken from a 
variety of industrial processes 
throughout the United States. Levels as 
high as 17.9 ppm were found in 
wastewaters from organic and plastics 
industries. Other industries whose 
wastewaters contained cumene include 
timber products, fruit and vegetable 
processing plants, paving and roofing, 
pesticides and pharmaceuticals, 
manufacturing, shipbuilding. It has also 
been found in the effluents from publicly 
owned treatment works (Ref. 22). 

Several monitoring studies have 
shown cumene contamination of 
groundwater and other drinking water 
supplies (Refs. 23 through 30). Cumene 
was detected in groundwater supplies in 
the State of New York at a level of 290 
ppb (Ref. 23). Cumene was also detected 
in Wyoming gtoundwater samples 
collected in wells near a coal 
gasification site 15 months after the 
completion of gasification. Cumene 
levels ranged from 19 to 59 ppb in the 3 
wells which were sampled (Ref. 26). The 
presence of cumene in the well samples 
could also be attributed to shale oil 
deposits in the area. 

Keith et al.. Coleman et a!., and 
Kingsley et al. (Refs. 28 through 30) 
reported the presence of cumene in 
finished drinking water samples. 


Cumene levels of 0.01 ppb were 
measured in drinking water from 
Terrebonne Parish. LA (Ref. 28). The 
drinking water for Cincinnati. 011 was 
reported to contain 0.01 to 0.5 ppb (Refs. 
29 and 30). Terrebonne Parish receives 
its drinking water from sources 
generally contaminated by municipal 
waste; Cincinnati water is contaminated 
predominantly by industrial waste. Both 
of these areas acquire their water 
supplies from rivers. This would suggest 
cumene contamination of surface water 
Surface water monitoring data in the 
United States were not found in the 
literature searched. 

E. Health Effects 

1. Absorption and distribution. 
Senczuk and Litewka (Ref. 31) exposed 
10 human volunteers (5 men and 5 
women between 20 and 35 yrs old) to 
atmospheres of 240. 480 and 720 mg/m 1 
(50.100, and 150 ppm) cumene for 8-hour 
sessions. Each volunteer was exposed to 
one of the three concentrations every 10 
days. The average retention of cumene 
vapors in the respiratory tract was 
about 50 percent. The total dose of 
cumene aborbed by the lungs during an 
8-hour exposure to 240. 480, or 720 mg/ 
m* was 270. 528, or 788 mg, respectively, 
in women and 466,934. or 1.400 mg. 
respectively, in men. The difference in 
absorption between the sexes was not 
explained. 

Evidence of dermal absorption of 
cumene is provided in a study by 
Valette and Cavier Cavier (Ref. 32). 
Cumene (0.2 ml) was applied to a 
shaved area of rat epidermis. The rate of 
absorption was assessed by measuring 
the sciatic nerve response to electrical 
stimulation. Significant differences in 
nerve conduction were noted 20 minutes 
after cumene administration. Toxicity 
studies which administer cumene orally 
suggest that absorption of cumene in the 
gastrointestinal tract occurs but the 
level of absorption has not been 
quantified (Refs. 33 and 34). 

Following absorption cumene 
generally tends to localize in tissues 
with a high-lipid content (Ref. 35). In two 
rats exposed to 500 ppm cumene vapor 8 
hrs/day for 10 days, the highest levels of 
cumene were found in the spleen, bone 
marrow, and liver. Lesser amounts were 
detected in the brain, cerebellum 
(presumed to be analyzed separately 
from the brain), kidneys, and blood (Ref. 
38). 

2. Metabolism and elimination. In 
humans exposed to cumene vapors (240. 
480 and 720 mg/m*) for 8-hour session*, 
the urinary excretion rote of the 
metabolite. 2-phenyl-2-propanoI. rapidly 
increased during the exposure period. 
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Following cessation of exposure, the 
rate of the metabolite excretion 
approached zero. The total amount of 
excreted 2-pheny 1-2-propanol was found 
to be directly proportional to the 
exposure concentration and the amount 
of absorbed cumene. No other 
metabolites were identified (Ref. 31). 

Smith et al. (Ref. 37) observ ed at least 
3 metabolites in the urine of rabbits 
ad ministered an oral dose of 450 mg 
cumene/kg body weight. Robinson et al. 
(Ref. 33) further characterized these 
urinary metabolites as 40 percent 2- 
phenyl-2-propanol, 25 percent 2-phenyl- 
1 propanol, and 25 percent 2~ 
phonyIpropanoic acid. Each metabolite 
was excreted on the glucuronide 
conjugate. Rats given an oral dose of 100 
mg cumene/kg body weight excreted 
(on jugate* of 2-phenyl-l-propanol. The 
glucuronide of 2-phenyl-2-propanol was 
detected in only 1 of 8 animals; no other 
phenolic compounds were detected (Ref. 
34). 

Cumene, administered 
intraperitoneally to rats, increased the 
urinary excretion of thio (SH) 
compounds. A mean value of 73 mmol 
SH per mol creatinine was measured in 
the urine of rats following a 1 mmol 
cumene/kg body weight dose. Three 
percent of the dose was excreted as 
mercapturic acid. Values for other 
aralkyl compounds tested ranged from 6 
to 312 mmol SH per mol creatinine. 

These results indicated to the 
investigators that the positioning of the 
methyl groups would affect the 
metabolism of the aromatic hydrocarbon 
(Ref. 38). 

The Agency has determined that the 
pharmacokinetic testing reported herein 
does not adequately assess the 
pharmacokinetic behavior of cumene 
following oral or inhalation exposures. 
The reported studies do not contain 
sufficient information concerning study 
design, analytical methods, or use of a 
radiolabcl for determining cumene 
distribution or metabolites. 

3. Acute toxicity . Gerarde (Ref. 35) 
reported that 6 of 10 rats died following 
an oral dose of 4.3 g cumene/kg body 
weight. The principal cause of death 
was hemorrhage of the lungs 
accompanied by adrenal, thymus, and 
bladder hemorrhaging. Other effects 
included enlarged, fatty livers; enlarged 
and congested spleens; hyperemia in the 
brain, spinal cord, stomach and 
intestines; and leukocytosis. Oral LDvos 
of 2.7 g and 1.4 g/kg cumene in rats also 
have been reported (Refs. 39 and 40). 
Signs of intoxication included weakness, 
ocular discharge, collapse and death. 

A 4-hour exposure to 8,000 ppm 
< umene resulted in the death of 4 of 6 
rats (Ref. 41). In a separate study, an 


LDm of 800 ppm cumene was observed 
in rats exposed for 18 hrs. Symptoms 
which preceded death were 
nervousness, intoxication, 
incoordination, and somnolence (Ref. 

39). No histopathology was reported for 
these experiments. In mice exposed to 
atmospheres of 1,200 to 1.400 ppm 
cumene for 7 hours, an LD>o of 2,000 ppm 
was determined (Ref. 42). Dermal LCioS 
of 3,150 mg/kg and 10,000 mg/kg have 
been reported in rabbits (Refs. 39 and 
41). These data are sufficient to asse33 
the acute toxicity of cumene following 
oral, dermal, and inhalation exposure. 

Non-Iethal acute effects resulting from 
cumene exposure include narcosis in 
mice exposed to 4.000 or 5,000 ppm 
cumene vapor for 2 hours and 
bradypnea in mice exposed to 1,210 ppm 
cumene for 30 minutes (Refs. 43 and 44). 
Concentrations of 2,490 ppm adversely 
affected the respiration rote of 50 
percent of an unspecified number of 
mice exposed for 30 minutes (Ref. 44). 

4. Subchronic toxicity . Fabre et al. 

(Ref. 38) exposed rabbits (number not 
specified) to atmospheres of 6.5 mg 
cumene/i for 130 to 180 days. The 
animals showed no abnormal behavior 
patterns. Weight gain was also normal. 
No other information was provided. 

In a subsequent study, an 
undetermined number of rats were 
exposed to 6.5, 4.0, or 2.5 mg cumcne/l 
air. Three of the rats in the 6.5 mg/1 
group exhibited “some nervousness" 
along with intoxication, impaired 
locomotion, incoordination, and 
somnolence following exposure for a 
few hours. After 8 to 16 hours all the 
exposed animals died. Animals exposed 
to atmospheres of 4 mg/1 for up to 18 
hours also died. Thirty-six animals in 
the 2.5 mg/1 group showed no “external 
signs of poisoning.” Following an initial 
weight loss, animals in the 2.5 mg/1 
group gained weight regularly 
throughout the 180-day exposure period. 

Histopathological examination of 
animals revealed no significant lesions 
in brain, cerebellum (presumed to be 
analyzed separately from the rest of the 
brain), liver heart, stomach, intestine, 
bone marrow, spleen, kidney, or 
reproductive organs. Passive congestion 
was seen in the lung, liver, spleen, 
kidney, and adenals (Ref. 36). 

This study (Ref. 36) was considered 
inadequate with regard to characterizing 
the health effects of cumene exposure 
because of poor study design and 
statistics. While the report stated that 36 
animals were exposed to 2.5 mg/I, no 
sample size was given for the higher 
concentrations. The animals used for 
histopathological analysis were selected 
according to different conditions of 
“poisoning.” The number of animals 


examined per concentration level was 
not stated, nor was the species (rat. 
rabbit, or both) examined specified. 

There w as no mention of the use of 
control animals in the study. 

Another subchronic study was also 
considered inadequate owing to lack of 
information in the report. Jenkins et al. 
(Ref. 45) exposed rats and guinea pigs 
(15/species/concentration), dogs, (2/ 
concentration), and monkeys (3/ 
concentration) to atmospheres of 1,195 
mg/ra* cumene vapor 8 hours/day, 5 
days/week for 30 exposures; or 148 mg/ 
m* or 18 mg/m J cumene vapor 
continuously for 90 or 130 days. A 
similar or greater number of animals of 
each species served as controls. Sex of 
the animals was not given. Results 
showed normal weight gain throughout 
the exposure period. Necropsy and 
histopathological examinations of the 
brain and spinal cord from the monkeys 
and dogs were conducted. Heart, lung, 
liver, spleen, and kidney were taken 
from all species. Hematological analyses 
of the rats, guinea pigs and dogs were 
also performed. Results from all of these 
analyses were considered “essentially 
negative.” No mention of statistial 
analysis was made. No other 
information was given in the report. 

Wolf et al. (Ref. 40) investigated the 
subchronic effects of cumene 
administered orally. Cumene in olive oil 
was administered by stomach tube to 
rats (10 females/dose) at doses of 154, 
462, or 769 mg/kg/day for a total of 139 
doses over a 194-day period. A group of 
20 rats served as controls and were fed 
doses of 2.5 ml olive oil on the same 
schedule as the treated group. 
Appearance, behavior, food 
consumption, and weight were 
monitored throughout the study. 
Hematological parameters were 
measured in "selected” animals in each 
dose group after 20. 40, 80, and 130 
doses. Moribund animals and those 
animals surviving all 139 doses were 
sacrificed and examined for gross or 
histopathological effects. Results 
showed no treatment-related effects 
with the exception of increased kidney 
weight in the 462 and 769 mg/kg/day 
dose groups. Because there are flaws in 
the experimental design of this study, it 
cannot be considered adequate in 
determining the subchronic toxicity of 
cumene. The report lists only 2 organs 
as being examined, the liver and kidney. 
No other tissues or organs were 
discussed. The study also fails to 
explain how the animals were 
"selected” for hematology. In additon, 
only females were used in the study thus 
excluding the investigation of 
differential toxicity between the sexes. 
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5. Chronic toxicity . Pertinent data on 
the chronic toxicity of cumene were not 
found in the literature searched or 
submitted under the TSCA section 8(d) 
reporting requirement for this chemical. 

6. Mutagenicity. Cumene has been 
tested for mutagenicity in the bacterium 
Salmonei/a typhimurium with and 
without metabolic activation. Most of 
these studies were found to be negative 
in tester strains TA 98. TA 100, TA 1535, 
TA 1537. and TA 1538 (Refs. 39.48, and 
47). Monsanto (Ref. 39) initially found a 
significantly higher number of revertants 
in test strains TA 100 and TA 1535. 
which were cultured with 0.17 mg 
cumene/plate. Upon retesting, the 
mutagenicity of cumene wbb considered 
negative. 

A positive result for cumene 
mutagenesis in a spout test with 
Salmonella tester strain TA 100 was 
reported (Ret 48). No further details 
regarding experimental design or results 
were provided in the conference 
proceedings of the 1975 Environmental 
Impact of Water Chlorination, where the 
study was reported. 

Culf Oil Products (Ret 49) reported in 
a TSCA section 8(e) submission that 
cumene tested positive in a cell 
transformation study using mouse 
embryo BA1.B/3T3 cells. BALB/3T3 cells 
are reported to have a low incidence of 
spontaneous transformation and a high 
incidence of contact inhibition (Ref. 50). 
Cumene concentrations of 5, 20. 80, and 
90 pg/ml were tested. Cumene was 
emulsified In a F88 polyol vehicle. Cells 
were incubated in cumene media (17 
plates/dose) for 2 days and then 
transferred to fresh media for an 
additional 8-day incubation period. Two 
of the 17 plates per dose were then fixed 
and stained. The remaining cultures 
were allowed to incubate until day 29 of 
the study. These cultures were then 
fixed and stained for counting 
transformed foci. At a concentration of 
60 pg/ml. cumene exhibited some 
cytotoxicity with only a 22-percent rate 
of colony formation. The test for 
transformation was considered positive 
if the increase in a population of highly 
polar, fibroblastic, criss-crossed array of 
cells exposed to the highest level of 
cumene was twice (2x) that of the 
control value or if the ratio of these cell 
types bettveen 2 consecutive levels was 
greater than or equal to 2. Under these 
criteria cumene tested positive for 
transformation, showing more than a 2x 
increase over controls at 60 pg/ml. No 
colonies formed at the 90-pg/ral 
exposure level. Positive (1 pg/ml of 3- 
melhylcholanthrene) and negative 
(media and 0.04 percent F88) control 
results indicated proper functioning of 


the assay system. This study Is 
considered adequate and suggests that 
cumene may produce oncogenic effects. 

Another TSCA section 8(e) 
submission from Culf Oil Products (Ref. 
51) reported a position response for 
cumene in an unscheduled DNA 
synthesis (UDS) assay with rat 
hepatocytes. This test measures excision 
repair of DNA after damage by chemical 
or physical agents (Ref. 52). Primary 
hepatocytes were isolated from the liver 
of a rat. Cells were incubated lu cumene 
concentrations of 8,16. 32, 69. or 128 jig/ 
ml with 3 cultures per concentration. 
Cumene was emulsified in a F68 polyol 
vehicle. Positive (0.05 jig/m 1 of 2- 
acetylaminofluorene) and negative 
(vehicle and media) controls were used 
for comparison. Using autoradiography 
UDS was determined by counting grains 
overlying nuclei and subtracting the 
background counts. Two criteria were 
considered in the evaluation of test 
results. A test was considered positive 
for UDS if the mean net nuclear grain 
count at any exposure level exceeded 
the media control by 6 grains (Ref. 53), 
or if the percentage of cells in repair at 
any exposure level was significantly (p 
<0.01) greater than the negative control. 
The first criterion did not indicate a 
positive finding for this study. The 
second criterion, however, did show a 
positive result. Cells cultured in 16 pg / 
ml cumene showed a significant 
increase in repair (28.7 percent) as 
compared to control cultures. Forty 
percent of the cells exposed to 32 pg/ml 
cumene were found to be in repair, thus 
this test was reported to be positive for 
cumene. 

7. Oncogenicity. Pertient data 
regarding the oncogenicity of cumene 
were not found in the literature 
searched or submitted under the TSCA 
section 8(d) reporting requirement for 
this chemical. As a result of the positive 
findings in the cell transformation and 
UDS assays, the Agency has determined 
a need for oncogenicity testing. 

8. Developmental and reproductive 
toxicity. It was reported in a Russian 
abstract (Ref. 54) that a 4-month 
inhalation exposure to cumene at an 
unspecified maximum permissible 
concentration increased fetal mortality 
in pregnant rats from 7.5 to 39.3 percent. 
Art increase in the frequency of 
developmental abnormalities from 3 to 
11 percent was also reported. The type 
of developmental effects was not 
specified, and no further details, such as 
whether the developmental 
abnormalities were accompanied by 
maternal toxicity were given. As a result 
of the lack of information in this study, it 
is not considered adequate to assess the 


potential toxicity of cumene to 
developmental and reproductive 
processes. 

No other information on the 
developmental or reproductive toxicity 
of cumene was found in the literature 
searched or submitted under the TSCA 
section 8(d) reporting requirement for 
this chemical. 

With the exception of the acute 
inhalation studies, data from the 
reported health effects studies do not 
adequately determine or predict the 
toxicity of cumene to human health. 

F. En virun mental Effects 

1. Microorganisms . Erben [Rei. 55) 
investigated the effects of cumene on 
the survival of a rotatoria. 
Dicranophorus forcipalus . under a 
closed laboratory rearing system. The 
organisms were exposed to cumene 
concentrations (v/v) of 0.02,0.2, and 2.0 
percent. Test populations were housed 
under dark conditions, without running 
water or aeration. The greatest level of 
mortality waB observed during the first 
48 hours of the study. Complete 
mortality was not obtained after 144 
hours of exposure. It is not possible to 
quantify the toxic response to cumene 
based on the data provided. The result 
are questionable, as the data are based 
upon test solutions of cumene that are 1 
to 3 orders of magnitude greater than the 
50 mg/1 solubility of cumene in water. 

The effects of cumene on the 
photosynthetic rate of two algal spedes 
Chlore/la vulgaris and Chiamydomona* 
anguiosa have been studied (Ref. 2). The 
algal cultures were incubated in glass- 
stoppered flasks at 19 *C for 3 hours. 
Cumene concentrations of 1.12.5. 25, 
37.5. and 50 ppm were tested. The 
extrapolated median effective 
concentrations (ECm>) for C. vulgaris and 
C. anguiosa were 8.76 and 21.24 ppm. 
respectively. 

The toxidty of cumene to two species 
of protozoans was investigated in open 
and closed systems (Ref. 56). In the open 
test system, an inoculum of 
approximately 20 cells of Cofpidium 
colpoda was exposed to solutions of 2.5. 
5,10.15, increasing at increments of 5 up 
to 45 ppm cumene in a cerophyl medium 
for 18 hours. A median lethal 
concentration (LG*>) of 0.012 ppm was 
reported; however, this result was 
negated by a bacterial contamination in 
the culture. 

In a closed system, where the 
organisms survived solely on dissolved 
oxygen, a morphologically similar 
protozoan to C. colpoda , Tetrahymcna 
ell iota , was used as the test organism 
(Ref. 56). Test concentrations and 
incubation conditions were not reported 
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Using cessation of ciliary movement as 
the criterion for cell death, a 24-hour 
LCm> was reported as 3.01 ppm cumene 
in a cerophyl medium. The organisms 
were reported to survive at lower 
concentrations; complete mortality 
reportedly occurred at levels higher than 
3 ppm. 

2. Plants . Data on the toxicity of 
cumene to plants were not found in the 
literature searched. 

3. Birds. An 18-hour median lethal 
dose (LDvo) of 98 mg cumenc/kg was 
determined in wild-trapped red-wing 
black birds. A cumene/propylene glycol 
solution was administered by gavage to 
the red-wing black birds preconditioned 
to captivity for 2 to 8 weeks (Ref. 57). 

4. Freshwater fish and invertebrates . 
Juhnke and Luedemann (Ref. 58) 
compared LC* values for cumene 
determined in the golden orfe in two 
independent laboratories. Juhnke 
reported an LC*o of 47 mg/1 for cumene; 
Luedemann reported a value of 207 mg/1 
which substantially exceeds the water 
solubility of cumene. The tests were 
reportedly conducted under comparable 
conditions. Length of exposure was not 
indicated. An LG* of 20 to 30 mg/1 has 
been reported for the fathead minnow. 

No other detuils of the study w f ere 
provided (Ref. 59). 

i*he acute toxicity of cumene to 
Daphnia mugna has also been 
determined in closed and open systems 
I Refs. 60 and 61). In the closed systom, 

10 animals per vial were exposed to 
various concentrations of cumene for 48 
hours. Death was defined as immobility. 
The 48-hour LG* for cumene was 
determined to be 0.8 ppm. Adverse 
effects, which were not described, were 
reported to be evident in animals 
exposed to sublethal concentrations 
(Ref. 60). The specific range of cumene 
> oncentrations tested was not provided. 
The vials had no air spaces and were 
not aerated. The temperature was 
maintained at 23 *C The pH. however, 
was not held constant and dropped from 
7 to 5 units. The animals were not fed 
during the 48-hour exposure period. 

Bringmann and Kuehn (Ret. 61) 
established a 24-hour EG* of 91 ppm 
cumene in D. magna . Animals were 
exposed using an open test system. The 
F.Go was extrapolated graphically or 
established as the geometric mean of the 
ECo and ECioo. The tests were run with 
Ion 24-hour-old animals per 
c oncentration; the pH was maintained ot 
8.0±0.2. It is unclear whether the 
• eporled EGo cumene level represents 
an initial, final or average concentration. 
However, it is roughly twice the 
reported water solubility of cumene 
(Ref. 2). No mention is made of 
analytically determining the cumene 


concentration during the study period. 
Therefore, this study does not 
adequately assess cumene toxicity to 
freshwater invertebrates. 

5. Marine vertebrates and 
invertebrates . No information on the 
toxicity of cumene to marine vertebrates 
was found in the literature searched. 

Le Roux (Ref. 82) investigated the 
effect of cumene on the growth rate of 
mussel larvae [Mytilus edulis). The 
larv ae were exposed to cumene 
concentrations of 0,1.10. and 50 ppm in 
seawater. No consistent statistical 
relationship between change in growth 
rate and cumene concentration could be 
established. It was reported that the 
growth rate of cumene-exposed larvae 
was generally greater than that of 
control larvae. 

In a brine shrimp bioassay, shrimp 
eggs were placed in a hatching 
apparatus 48 hours prior to toxicity 
testing. Upon hatching, a suspension of 
30 to 50 shrimp/ml was introduced into 
battles containing cumene 
concentrations of 1 to 10.000 mg/L After 
24 hours the number of live and dead 
shrimp was compared. The 24-hour 
tolerance limit for brine shrimp to 
cumene was extrapolated graphically 
from the screening data to equal 110 mg/ 
1 (Ref. 83). The solubility of cumene in 
synthetic saltwater was measured in 
this study to be 500 mg/1. A more 
realistic solubility of cumene in 
seawater is 42.5 mg/1 (Ref. 18). 

As a result of the varying data and 
flawed study designs, these 
environmental effects studies were not 
considered adequate for assessing the 
acute toxicity of cumene to aquatic 
organisms. 

No information on the chronic toxicity 
of cumene to aquatic organisms was 
found in the literature searched or 
submitted under the TSCA section 8{d) 
reporting requirement for this chemical. 

G. Chemical Fate 

Cumene enters the environment as a 
vapor or in wastewaters. In air. the 
dominant degradation pathway for 
cumene is expected to be hydroxyl 
radical attack; nitrate radical reaction 
may also occur, especially at night. 
Transport mechanisms of cumene out of 
air may Include precipitation scavenging 
and dry deposition. In water, 
biodegradation appears to be the 
dominant degradation mechanism. 
Oxidation and photolysis appear to be 
unimportant. The dominant transport 
mechanism from water is volatilization 
(Ref. 84). In soil, the major degradation 
mechanism also appears to be 
biodegradation, with volatilization and 
leaching the major transport 
mechanisms from soil to air and water. 


Assuming uniform Initial 
environmental distribution the 
subsequent partitioning of cumene in the 
environment is estimated to be 59.8 
percent in air, 40.2 percent in water, and 
0.1 percent in soil. The deposition of 
cumene from air to water was estimated 
to be 0.09 parts per trillion. Cumene will 
react with hydroxyl (HO) and nitrate 
(NO») radicals during the daytime and 
nighttime, respectively. Using a HO 
radical concentration of 1X10* 
molecules cm’ 3 (polluted atmospheres) 
and 0.5 X10* molecules cnT 1 (unpolluted 
atmospheres) and the Revishankara et 
a). (Ref. 6) rate constant 
(7.79±0.4x 10" u cm* molec" 1 •" *)• the 
half-life of cumene in the troposphere 
was estimated to be 25 hours in a 
polluted atmosphere and 49 hours in an 
unpolluted atmosphere (Ref. 18). 

Biodegradation and volatilization are 
the major removal processes from 
water. The cumene volatilization half- 
life in water wa9 estimated to be 5 to 14 
days depending on the type of 
ecosystem, (i.e. pond, lake, river), and 
various aquatic parameters (Ref. 18). 
Actual monitoring data of cumene's 
volatilization rate in water were not 
found in the literature searched. 

Cumene degradation has been studied 
in groundwater and seawater. Although 
cumene degradation occurs in 
groundwater, the process may be 
hindered by insufficient nitrogen in the 
groundwater, thus limiting the types of 
microbes which could degrade cumene. 
A typical groundwater supply might also 
contain a lower dissolved oxygen 
concentration which will, therefore, 
inhibit cumene biodegradation (Ref. G5). 

Marine environments, which contain 
low concentrations of available 
nitrogen, may also hinder cumene 
biodegradation. Cumene degradation in 
synthetic seawater containing 
ammonium nitrate was slightly higher 
than that measured in ordinary 
seawater (Ref. 68). Price et al. (Ref. 83) 
also studied the biodegradation of 
cumene in seawater. They failed to 
detect any significant oxygen uptake. It 
should be noted, however, that the 
reported solubility of cumene in the 
synthetic seawater the investigators 
used was 500 mg/1. which differs from a 
previously reported value of 42 mg/1 
(Ref. 18). Whether this difference would 
affect the biodegradation rate in 
unclear. 

A variety of microorganisms found in 
soil, freshwater, and marine 
environments are capable of degrading 
cumene. These include Pseudomonas . 
Nocardia, Cladosporium, PeniciIlium, 
Aspergillus . Candida, Sporobolomyces, 
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Aureobasidium. and Coryneform 
species (Ref. 18). 

Degradation pathways were studied 
by Gibson (Ref. 69) and Jigami et hL 
(Refs. 70 and 71). Cumene was 
converted into an orthodihydroxy 
compound without alteration of the 
isopropyl side chain. Degradation then 
proceeded to (+J-2-hydroxy-7-methyl-6- 
oxo-octanoic acid. Thus it appears that 
the benzene ring is attacked before the 
isopropyl side chain is altered. 

Marion and Malaney (Ref, 67) showed 
that activated sludge from 3 different 
communities was able to biodegrade 50 
mg/1 cumene as evidenced by oxygen 
uptake, in another study, activated 
sludge, which had previously been 
acclimated to 250 mg/l benzene as the 
sole carbon and energy source, was 
used to degrade cumene. The oxygen 
demand due to cumene biodegradation 
was 37.8 percent of the theoretical after 
192 hours of incubation (Ref. 68). 
Activated sludge, acclimated to 500 mg/l 
aniline as the carbon and energy source, 
was able to degrade cumene after 30 
hours (Ref. 89). 

Price et al. (Ref. 63) discovered that 62 
percent of the theoretical oxygon 
demand due to cumene biodegradation 
occurred by 10 days with unacclimated 
settled domestic wastewater as the 
inoculum. By 20 days only an additional 
8 percent had been used. 

The chemical reactions of cumene in 
water are slow compared to microbial 
biodegradation. The two most important 
chemical processes in water arc 
oxidation by alkylperoxy (RO*) and HO 
radicals (Refs. 72 and 73). The rate 
constants for the reaction of RO* radical 
and HO radical in pure water systems 
were determined experimentally to be 
10M M s '* and 3x10^**s' 1 , 
respectively. These rate constants and 
the type of products produced from each 
reaction were used to determine steady- 
state concentrations for the RO* radical 
and HO radical of 10'* and 10' n , 
repectively. From these concentrations, 
the half-life for cumene in water was 
estimated as 22 years from RO* radical 
oxidation, and 0.7 year from HO radical 
oxidation (Refs. 72. 74, and 75). Because 
biodegradation probably occurs in less 
than 1 month, oxidation is not expected 
to be an important process in water. 

The estimated (KJ is 2300 (Refs. 18 
and 84). Generally. K** values greater 
than 1.000 indicate that the compound 
will be tightly bound to the soil particles 
(Ref. 76); however, it was shown that 
microorganisms found in sediment 
(estuarine) could rapidly degrade 
cumene (Ref. 77). Therefore, a portion of 
the cumene adsorbed onto the soil is 
expected to btodgrade. Nonetheless, 
since cumene has been detected in 


groundwater, this would indicate that 
detectable concentrations can leach to 
the groundwater. 

EPA’s review of the information on 
the chemical fate of cumene in air and 
soil indicates that the available data are 
adequate to characterize the fate of 
cumene in these media. The data on 
cumene's fate in water, however, are not 
sufficient Data on the biodegradation of 
cumene in water suggest that 
biodegradation will occur, but ore not 
adequate to quantitatively determine 
biodegradation rates in natural waters. 
In addition, there are no data on the 
actual volatilization rate of cumene from 
water. Quantitative estimates or. 
alternatively, actual monitoring of 
environmental (aquatic) concentrations, 
are needed in order to assess the results 
of the aquatic toxicity tests. Testing is 
necessary to develop such duta. 

III. Findings 

EPA is basing the proposed testing 
requirements for cumene on sections 
4(a)(1) (A) and (B) of TSCA. 

1. Under section 4(a)(1)(B). EPA Finds 
that cumene is produced in substantial 
quantities and that there is substantia] 
environmental release with the potential 
for substantial human exposure from 
manufacturing, processing, use. and 
disposal. Approximately 3.5 billion 
pounds of cumene were produced in the 
U.S. in 1984. A 900-million pound 
capacity was on reserve, while an 
additional 300 million pounds of cumene 
were imported. More than 98 percent of 
the cumene manufactured or imported 
was used in the production of phenol 
and to a lesser extent acetone. Cumene 
may also be used as a solvent or as a 
precursor in the manufacture of alpha¬ 
methylstyrene. Workers potentially 
exposed to cumene range between 700 
to 800. During manufacturing, 
processing, and use an estimated 3 
million pounds of cumene are lost to the 
atmosphere per year in fugitive 
emissions. Although this amount is only 
approximately one fifth the estimated 
atmospheric release of cumene from 
land transportation vehicles, the 
industrial releases are localized and 
may result in more significant exposures 
to the general population living near 
these facilities than the more ubiquitous 
vehicle emissions. Over half of the 
cumene manufacturing and processing 
plants are located in two major 
metropolitan areas, thus increasing the 
potential human exposure to 15 to 16 
million people. Airborne releases of 
cumene are not expected to 
substantially affect aquatic 
concentrations of the chemical; 
however, there is evidence of 


widespread release of cumene to the 
environment in industrial effluents. 

EPA finds that there are insufficient 
data to reasonably determine or predict 
the pharmacokinetic, neurotoxic, 
developmental, reproductive, mutagenic 
and oncogenic effects of human 
exposure to cumene resulting from the 
manufacturing, processing, use, and 
disposal of the chemical. Furthermore. 
EPA finds that there are insufficient 
data to reasonably determine or predict 
the biodegradation and volatilization in 
aquatic systems and the acute and 
chronic toxicity to saltwater and 
freshwater fish and invertebrates 
resulting from the the manufacture, 
processing, use. and disposal of the 
chemicaL EPA finds that testing is 
necessary to develop such data. 

2. Under section 4(a)(1)(A). EPA finds 
that cumene may present an 
unreasonable risk of mutagenic and 
oncogenic effects. TSCA section 8(e) 
submissions reported positive results in 
a cell transformation test and in a 
hepatocyte primary culture/unscheduled 
DNA synthesis assay. These positive 
results suggest that cumene may be 
mutagenic and/or oncogenic. EPA finds 
that there are insufficient data to 
reasonably determine or predict the 
mutagenic and oncogenic effects of 
cumene and that testing is necessary to 
develop such data. 

IV. Proposed Rule 

A. Proposed Testing and Test Standards 

The Agency is proposing that health 
effects, chemical fate, and 
environmental effects testing be 
conducted on cumene in accordance 
with specific guidelines set forth in Title 
40 of the Code of Federal Regulations as 
enumerated below. Test methods under 
new Parts 796. 797, and 798 were 
published in the Federal Register of 
September 27.1985 (50 FR 39252). The 
health effects tests to be conducted are: 
(1) pharmacokinetics, comparing oral 
and inhalation routes of exposure as 
specified in 3 798.7475. (2) inhalation 
subchxonic toxicity as specified in 
S 798.2450, and as modified in 
§ 790.1285(c)(2)(i)(B); (3) oral subchronic 
toxicity as specified in 3 79822650 and as 
modified in 3 799.1285(c)(3)(i)(B); (4) 
neurotoxicity as specified in 3 798.6050 
3 798.8200. and 3 798.6400. and to be 
conducted in conjunction with the 
subchronic exposure tests; (5) 
oncogenicity as specified in } 798.3300 
and (6) developmental toxicity as 
specified in 5 798.4350. 

The Agency is proposing that both 
oral and inhalation subchronic tests be 
conducted on cumene. The inhalation 
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route will address the concern that the 
Agency has with occupational exposure 
to cumene. Data obtained from the oral 
fubchronic test will enable the Agency 
to assess the potential toxicity of 
cumene to the general population 
resulting from groundwater and drinking 
water exposures. 

The inhalation and oral subchronic 
toxicity tests will serve as (1J an 
exposure range-finding test for the 
oncogenicity test. (2) an exposure 
paradigm for the neurotoxicity tests, and 
(3) a screen for determining the need for 
a reproductive toxicity test. 

The Agency is proposing that a two- 
generation reproduction and fertility 
effects test be conducted if the restdis of 
gross or histopathological evaluation of 
the reproductive tissues In male or 
female exposed animals from the 
tubchronic exposure tests show adverse 
effects. Tissues to be evaluated include 
testes, ovaries, epididymis, vas 
deferens, prostate, seminal vesicles, 
vagina, cervix, fallopian tubes, and 
pituitary. Absolute reproductive tissue/ 
organ weights and reproductive organ- 
tobody weight ratios shall also be 
evaluated. An effect is considered 
adverse if there is a statistically 
Eisjnificant (p <0.06) difference in the 
incidence of lesions or in the mean 
organ/tissue or weight ratios between 
any exposed group and a control group 
of animals. Where one of the above 
parameters is adversely affected, a two- 
gem'ration reproductive study shall be 
conducted using the test method 
specified in § 789.4700 with inhalation 
as the route of exposure. EPA is 
proposing that if no adverse effects are 
observed in the reproductive tissues 
from the subchronic exposure test no 
further reproductive effects testing shall 
be required at this time. 

To assess the potential for cumene to 
cause gene mutations, the Agency is 
proposing that mutagenicity testing be 
conducted on subclones of CHO cells 
for gene mutations in cells in culture us 
speefied in §798.5300 and as modified in 
1799.1285(c)(9)(i)(A)(2). If the results of 
cells in culture test are positive a 
Drosophila sex-linked recessive lethal 
a:say (SLRL) shall be conducted using 
the method specified in §7985275 and as 
modified in §79e.l285(c)(9)(i)(B)(2). A 
positive result In the SLRL assay will 
trigger a mouse specific locus test 
specified in { 798.5200 and as modified 
in i 799.1285(c)(9](i)(C)(2). If the cells in 
culture test is negative no further testing 
will be required. If the SLRL assay is 
negative then the mouse specific locus 
teat will not be required. 

To assess the potential for cumene to 
cause chromosomal aberrations, the 
Agency is proposing that an in vitro 


cytogenetic assays be conducted on 
cumene as specified in § 798.5375 and as 
modified In $ 799.1285(c)(8)(i){A)(2). If 
the results of the in vitro test are 
positive then a dominant-lethal assay 
will be required as specified in 
i 798.5450 and as modified in 
$ 799.1285(c)(8) (i)(C)(2). A positive result 
in the dominant-lethal assay will trigger 
a heritable translocation assay specified 
in § 7998.5460 and as modified in 
i 799 1285{c)(8)(i)(D)(2). If the in vitro 
cytogenetics assay is negative, the in 
vivo bone marrow assay specified in 
i 798.5385 and as modified in 
§ 799.12ft5(c)(8)(i)(B)(2) will be required. 
Should be in vivo bone marrow test 
results prove negative, then no further 
chromosomal aberrations testing would 
be required. A positive result in the in 
vivo bone marrow test would trigger the 
dominat-lethal assay. Again, if the 
dominant-lethal test is positive a 
heritable translocation assay shall be 
conducted. 

If the results from the dominant-lethal 
assay and/or the SLRL are positive. EPA 
will hold a public program review prior 
to initiating the heritable translocation 
and/or mouse specfic locus testing. 
Public participation in this program 
review will be in the form of written 
public comments or a public meeting. 
Request for public comments or 
notification of a public meeting will be 
published in the Federal Register. 

Should the Agency determine, based on 
the weight of the evidence then 
available, that proceeding to the 
heritable translocation test and/or 
mouse specific locus assay is no longer 
warranted, the Agency would propose to 
repeal that test requirement and, after 
public comment, issue a final 
amendment to rescind the requirement 

For a more detailed discussion 
concerning mutagenicity tiered testing 
and program review see the final test 
rule for the C9 aromatic hydrocarbon 
fraction (50 FR 20662). 

Acute and chronic toxicity testing is 
also being proposed for cumene in 
freshwater and saltwater fish and 
invertebrates. The aquatic toxicity tests 
are to be conducted using flow-through 
aquatic environments, with cumene 
concentrations at the end of test no less 
than 80 percent of the initial 
concentrations. The specific tests to be 
conducted are (1) Daphnid acute toxicity 
test specified in § 797.1300 using 
Daphnia magna . (2) a Mysid shrimp 
acute toxicity test as specified in 
i 797.1930 using Mysidopsis bahia . (3) 
fish acute freshwater toxicity tests as 
specified in ( 797.1400 using PimephaJos 
promelas , Salmo goirdneri, and Lepomis 
nwcrochirvs: (4) The saltwater acute 
toxicity tests shall be conducted on 


Menidia and Cyprinodon variegatus 
using the method specified in § 797.1400 
and the modification proposed for 
§ 797.1400; the proposed modifications 
for saltwater testing appear in the 
proposed rule for octamethylcyco- 
tetrasiloxane, a copy of which is in the 
docket of this proposed rule for cumene 
(5) The freshwater and saltwater 
invertebrate chronic toxicity test shall 
be conducted using the Daphnia chronic 
toxicity test and Mysid shrimp chronic 
toxicity test specified in § 797.1330 and 
i 797.1950. respectively; (8) vertebrate 
chronic toxicity tests shall be conducted 
on the most sensitive freshwater and 
saltwater species (Le M having the lowest 
LC**) in accordance with the test 
specified in { 797.1600. 

The biodegradation test for cumene 
shall be conducted using the eco-core 
method described by Bourquin et al 
(Ref. 83). The volatization test shall be 
conducted with cumene using the 
method described by Smith et al. (Ref. 
84). The Agency believes that these 
chemical fate methodologies specify the 
minimal conditions for acceptable 
investigation of cumene’s chemical 
behavior in an aquatic system. 

The Agency is proposing that the 
above-referenced health and 
environmental effects tests be 
considered the test standards for the 
purposes of the proposed tests for 
cumene. The health and environmental 
effects tests specify generally accepted 
minimal conditions for characterizing 
the potential toxicity of cumene. The 
Agency reviews its standards every year 
according to the process described in 
the Federal Register of September 22. 
1982 (47 FR 41857). 

EPA intends to propose shortly in a 
separate Federal Register notice certain 
revisions to these TSCA Test Guidelines 
to provide more explicit guidance on the 
necessary minimum elements for each 
study. In addition, these revisions will 
avoid repetitive chemical-by-chemical 
changes to the guidelines in their 
adoption as test standards for chemical- 
specific test rules. EPA is proposing that 
these modifications be adopted in the 
test standards for cumene. 

The proposed chemical fate tests 
specify generally accepted minimal 
conditions for determining the 
biodegradation and volatilization rates 
of cumene from an aquatic system. The 
Agency believes that these tests reflect 
current state-of-the-art methods for such 
testing and are being proposed as 
acceptable methods for testing the fate 
of cumene in aquatic systems. 

With the exception of the oral 
Bubchronic test, the Agency is proposing 
that inhalation be the initial route of 
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exposure for the health effects testing of 
cumene. Inhalation is the route to which 
the greatest number of people arc likely 
to be exposed to cumene (in light of 
ubout 3 million pounds per year in 
fugitive air emissions). Although 
administration of cumene by the oral 
route is more convenient and 
economical, conducting the test by 
inhalation would provide a more 
accurate assessment of the potential 
toxicity of cumene. Extrapolating 
toxicity data resulting from an oral 
study to depict an inhalation exposure, 
and vice versa, would introduce 
additional variability into the 
assessment of cumene's toxicity to 
human health. Should pharmacokinetic 
data, or the results of the subchronic 
toxicity studies, become available which 
shows that there are no differences in 
the absorption efficiency of cumene or 
in the type of metabolities produced 
between the two routes of exposure, 
then the Agency would consider 
changing the proposed inhalation 
exposure requirement or amending the 
final rule to the use of an oral route. 

Certain modifications and 
clarifications of the subchronic oral 
inhalation test standards have been 
included in the proposed testing for 
cumene. The modifications include a 
requirement of histopathological 
examination of reproductive organs. The 
Agency believes that if there are certain 
effects (described in Unit IV. A) see in 
the subchronic studies, then there would 
be cause for concern of possible 
reproductive effects resulting from 
exposure to cumene. While a detailed 
histopathological analysis may not show 
all potential reproductive effects, it will 
serve as a minimal indicator of 
reproductive toxicity. If certain effects 
are seen in the reproductive tissues, a 2 
generation study will automatically be 
required without promulgating an 
additional test rule for cumene. 

The modifications to the mutagenicity 
tests include the incorporation of 
cumene's chemical properties into the 
test procedures. The Agency believes 
that these modifications are necessary 
to ensure that resulting data will be 
reliable and adequate for assessing the 
mutagenic potential of cumene. 

B. Test Substance 

EPA is proposing that cumene of at 
least 99 percent purity be used as the 
test substance. Commercial cumene is 
generally greater than 99 percent pure. 

C. Persons Required to Test 

Section 4(b)(3)(B) of TSCA specifies 
that the activities for which EPA makes 
section 4(a) findings (manufacture, 
processing, distribution, use and/or 


disposal) determine who bears the 
responsibility for testing. Manufacturers 
are required to test if the findings are 
based on manufacturing ('‘manufacture" 
is defined in section 3(7) of TSCA to 
include "import"). Processors arc 
required to test if the findings are based 
on processing. Both manufacturers and 
processors are required to test if the 
findings are based on distribution, use. 
or disposal. 

Because EPA has found that there are 
insufficient data and experience to 
reasonably determine or predict the 
effects of the manufacture, processing, 
and use of cumene on human health and 
the environment. EPA is proposing that 
persons who manufacture and/or 
process, or who intend to manufacture 
and/or process, cumene at any time 
from the effective date of the final test 
rule to the end of the reimbursement 
period be subject to the testing 
requirements contained in this proposed 
rule. The end of the reimbursement 
period will be 5 years after the last final 
report is submitted or an amount of time 
after the submission of the last final 
report required under the test rule equal 
to that which was required to develop 
data, if more than 5 years. 

Because TSCA contains provisions to 
avoid duplicative testing, not every 
person subject to this rule must 
individually conduct testing. Section 
4(b)(3)(A) of TSCA provides that EPA 
may permit two or more manufacturers 
or processors who are subject to the rule 
to designate one such person or a 
qualified third person to conduct the 
tests and submit data on their behalf. 
Section 4(c) provides that any person 
required to test may apply to EPA for an 
exemption from the requirement. EPA 
promulgated procedures for applying for 
TSCA section 4(c) exemptions in 40 CFR 
Part 79a 

When both manufacturers and 
processors are subject to a test rule. 

EPA expects that manufacturers will 
conduct the testing and that processors 
will ordinarily be exempted from testing. 
As described in 40 CFR Part 790. 
processors will be granted an exemption 
automatically without filing applications 
if manufacturers perform all of the 
required testing. Manufacturers are 
required to submit either a letter of 
Intent to perform testing or an 
exemption application within 30 days 
after the effective date of the final test 
rule. 

EPA is not proposing to require the 
submission of equivalence data as a 
condition for exemption from the 
proposed testing for cumene. EPA is 
interested in evaluating the effects 
attributable to cumene itself and as 


noted in Unit IV.B above, has specified« 
relatively pure substance for testing 

Manufacturers and processors subject 
to this test rule must comply with the 
test rule development and exemption 
procedures in 40 CFR Part 790 for single- 
phase rulemaking. 

D. Reporting Requirements 

EPA is proposing that all data 
developed under this rule be reported in 
accordance with its TSCA Good 
Laboratory Practice (GLP) standards, 
which appear in 40 CFR Part 792. 

In accordance with 40 CFR Part 790 
under single-phase rulemaking 
procedures, test sponsors are required to 
submit individual study plans at least 30 
days prior to the initiation of each study. 

EPA is required by TSCA section 
4(b)(1)(C) to specify the time period 
during which persons subject to a test 
rule must submit test data. The Agency 
is proposing specific reporting 
requirements for each of the proposed 
test standards as follows: 

1. The pharmacokinetic test and the 
neurotoxicity, developmental toxicity, 
and first-tier mutagenicity studies shall 
be completed and the final results 
submitted to the Agency within 1 year of 
the effective date of the final test rule. 
The second- and third-tier mutagenicity 
test shall be completed and final results 
submitted within 3 to 4 years of the final 
rule, respectively. Progress reports on all 
studies will be required quarterly. 

2. The subchronic toxicity test shall be 
completed and final results submitted to 
the Agency within 12 months of the 
effective date of the final rule. Progress 
reports shall be submitted quarterly. 

3. The reproductive effects test shall 
be completed and final results submitted 
to the Agency within 41 months of the 
effective date of the final rule if those 
criteria necessary to trigger reproductive 
effects testing are met. Progress reports 
shall be submitted quarterly. 

4. The oncogenicity test shall be 
completed and the final results 
submitted to the Agency within 53 
months of the effective date of the final 
rule. Progress reports shall be submitted 
quarterly. 

5. The aquatic vertebrate and 
invertebrate acute toxicity tests shall be 
completed and the final results 
submitted to the Agency within 1 year of 
the effective date of the final test rule. 
Progress reports shall be required 
quarterly. 

8. The aquatic vertebrate and 
invertebrate chronic toxicity tests shall 
be completed and final results submitted 
to the Agency within 2 years of the 
effective date of the final rule. Progress 
reports shall be required quarterly. 
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7 . The biodegradalion and 
volatilization tests shall be completed 
and final results submitted to the 
Agency within 1 year of the effective 
date of the final rule. Progress reports 
shall be required quarterly. 

TSCA section 14(b) governs Agency 
disclosure of all test data submitted 
pursuant to section 4 of TSCA. Upon 
receipt of data required by this rule, the 
Agnncy will publish a notice of receipt 
in the Federal Register as required by 
section 4(d) of TSCA. 

Persons who export a chemical 
substance or mixture which is subject to 
a section 4 test rule are subject to the 
export reporting requirements of section 
12(b) of TSCA. Final regulations 
interpreting the requirements of section 
12(b) are in 40 CFR Part 707 (45 FR 
82844; December 16,1900). In brief, as of 
the effective date of the final test rule, 
an exporter of cumene must report to 
EPA the first annual export or intended 
export to cumene to any one country. 

EPA will notify the foreign country 
concerning the test rule for the chemical. 

£ Enforcement Provisions 

The Agency considers failure to 
comply with any aspect of a section 4 
rule to be a violation of section IS of 
TSCA. Section 15(1) of TSCA makes it 
unlawful for any person to fail or refuse 
to comply with any rule or order issued 
under section 4. Section 15(3) of TSCA 
makes it unlawful for any person to fail 
or refuse to: (1) Establish or maintain 
records; (2) submit reports, notices, or 
other information; or (3) permit access to 
or copying of records required by the 
Act or any regulation or rule issued 
under TSCA. 

Additionally, TSCA section 15(4) 
makes it unlawful for any person to fail 
or refuse to permit entry or inspection as 
required by section 11. Section 11 
applies to any "establishment, facility, 
or other premises in which chemical 
substances or mixtures are 
manufactured, processed, stored, or held 
before or after their distribution in 
commerce* * *." The Agency considers 
a testing facility to be a place where the 
chemical is held or stored and, 
therefore, subject to inspection. 
Laboratory inspections and data audits 
will be conducted periodically in 
accordance with the authority and 
procedures outlined in TSCA section 11 
by duly designated representatives of 
the EPA for the purpose of determining 
compliance with any Final rule for 
cumene. These inspections may be 
conducted for purposes which include 
verification that testing has begun, that 
schedules are being met, and that 
reports accurately reflect the underlying 
raw data and interpretations and 


evaluations, and to determine 
compliance with TSCA CLP standards 
and the test standards established in the 
rule. 

EPA's authority to inspect a testing 
facility is also derived from section 
4(b)(1) of TSCA, which directs EPA to 
promulgate standards for the 
development of test data. These 
standards are defined in section 3(12)(B) 
of TSCA to include those requirements 
necessary to assure that data developed 
under testing rules are reliable and 
adequate, and to include such other 
requirements as are necessary to 
provide such assurance. The Agency 
maintains that laboratory inspections 
are necessary to provide this assurance. 

Violators of TSCA are subject to 
criminal and civil liability. Persons who 
submit materially misleading or false 
information in connection with the 
requirement of any provision of this rule 
may be subject to penalties which may 
be calculated as if they never submitted 
their data. Under the penalty provision 
of section 16 of TSCA, any person who 
violates section 15 could be subject to a 
civil penalty of up to $25,000 for each 
violation with each day of operation in 
violation constituting a separate 
violation. This provision would be 
applicable primarily to manufacturers or 
processors that fail to submit a letter of 
intent or an exemption request and that 
continue manufacturing or processing 
after the deadlines for such submissions. 
Knowing or willful violations could lead 
to the imposition of criminal penalties of 
up to $25,000 for each day of violation 
and imprisonment for up to 1 year. In 
determining the amount of penalty, EPA 
will take into account the seriousness of 
the violation and the degree of 
culpability of the violator as well as all 
the other factors listed in section 16, 
Other remedies are available to EPA 
under section 17 of TSCA, such as 
seeking an injunction to restrain 
violations of TSCA section 4. 

Individuals as well as corporations 
could be subject to enforcement actions. 
Section 15 and 16 of TSCA apply to "any 
person" who violates various provisions 
of TSCA. EPA may. at its discretion, 
proceed against individuals as well as 
companies themselves. In particular, 
this includes individuals who report 
false Information or who cause it to be 
reported. In addition, the submission of 
false, fictitious, or fraudulent statements 
is a violation under 16 U.S.C. 1001. 

V. Issues for Comment 

This proposed rule specifies TSCA 
test guidelines and independent, 
published test methods as the test 
standards for health, environmental 
effects and chemical fate testing of 


cumene. The Agency is soliciting 
comments as to whether the OTS health 
and environmental effects test 
guidelines and the independent methods 
are appropriate and applicable for the 
testing of cumene. AUo regarding the 
testing of cumene, the Agency requests 
comments on: 

1. The adequacy of the proposed 
testing. 

2. The route of administration for the 
health effects testing. Specifically, 
should any other test besides the 
pharmacokinetic and subchronic tests 
include oral in addtion to or instead of 
the inhalation route of exposure? 

3. Should dermal exposure be 
included in any or all of the health 
effects testing. 

4. The proposed subchronic testing 
with oral and inhalation routes of 
exposure. 

5. The adequacy of requiring a two- 
generation reproductive toxicity test if 
the criteria given in Unit IVj\ above are 
met: or should a two-generation 
reproductive toxicity test be required 
immediately without using the 
subchronic exposure test as a screen. 

6. The reporting times for the 
identified health and environmental 
effects and chemical fate tests. 

7. Whether there are any other testing 
approaches which should be considered. 

VI. Economic Analysis of Proposed Rule 

To evaluate the potential economic 
impact of test rules, EPA has adopted a 
two-stage approach. All candidates for 
te 3 t rules go through a Level I analysis. 
This consists of evaluating each 
chemical or chemical group on four 
principal market characteristics: (1) 
Demand sensitivity. (2) cost 
characteristics, (3) industry structure, 
and (4) market expectations. The results 
of the Level I analysis, along with the 
consideration of the costs of the 
required tests, indicate whether the 
possibility of a significant adverse 
economic impact exists. Where the 
indication is negative, no further 
economic analysis is done for the 
chemical substance or group. However, 
for those chemical substances or groups 
where the Level I analysis indicates a 
potential for significant economic 
impact, a more comprehensive and 
detailed analysis is conducted. This 
Level II analysis attempts to predict 
more precisely the magnitude of the 
expected impact. 

Total testing costs of the maximum set 
of tests in this proposed rule for cumene 
are estimated to range from $1,117,628 to 
$1,864,960. The annualized test costs 
(using a cost of capital of 25 percent 
over a period of 15 years) range from 
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$289,648 to $483,243. Based on the 1984 
production volume of 3.4 billion pounds, 
the annualized unit test costs range from 
0.009 to 0.014 cents per pound. In 
relation to the current list price of 23 
cents per pound for cumene, these costs 
are equivalent to 0.04 to 0.06 percent of 
price. 

Based on the economic analysis 
conducted for cumene, the potential for 
a significant economic impact as a result 
of the testing required in this proposed 
rule is low. This conclusion is suggested 
by the following observations. 

(a) Cumene is a major commodity 
chemical produced in large volumes. 
Consequently, the test costs on an 
annualized unit basis are extremely 
small. 

(b) Cumene is a broadly based 
chemical intermediate whose cost 
represents a very small portion of the 
cost of final products. This situation 
leads to insensitivity of final demand 
with respect to cumene price. Demand 
sensitivity combined with very low unit 
testing costs makes the potential for 
economic impact appear insignificant. 

For a more detailed discussion of 
cumene market test costs and potential 
economic impacts, see the economic 
analysis (Ref. 82). 

VIL Availability of Test Facilities and 
Personnel 

Section 4(b)(1) of TSCA requires EPA 
to consider “the reasonably foreseeable 
availability of the facilities and 
personnel needed to perform the testing 
required under the rule/* Therefore, EPA 
conducted a study to assess the 
availability of test facilities and 
personnel to handle the additional 
demand for testing services created by 
section 4 test rules. Copies of the study, 
Chemical Testing Industry: Profile of 
Toxicotogical Testing, can be obtained 
through the National Technical 
Information Service (NTIS). 5285 Port 
Roval RcL, Springfield. VA 22161. 

(PB 82-140773). On the basis of this 
study, the Agency believes that there 
will be available test facilities and 
personnel to perform the testing in this 
proposed rule. 

VUL Public Meetings 

If persons indicate to EPA that they 
wish to present oral comments on this 
proposed rule to EPA officials who are 
directly responsible for developing the 
rule and supporting analyses. EPA will 
hold a public meeting subsequent to the 
close of the public comment period in 
Washington. D.C. Persons who wish to 
attend or to present comments at the 
meeting should call the TSCA 
Assistance Office (TAO): Toll Free: 
(800-424-9065); In Washington. D.C.: 


(554-1404); outside the U.S.A. 

(Operator—202-554-1404). by December 
23,1985. A meeting will not be held if 
members of the public do not indicate 
that they wish to make oral 
presentations. While the meeting will be 
open to the public, active participation 
will be limited to those persons who 
arranged to present comments and to 
designated EPA participants. Attendees 
should call the TAO before making 
travel plans to verify whether a meeting 
will be held. 

Should a meeting be held, the Agency 
will transcribe the meeting and incude 
the written transcript in the public 
record. Participants are invited, but not 
requried. to submit copies of their 
statements prior to or on the day of the 
meeting. All such written materials will 
become part of EPA*s record for this 
rulemaking. 

IX. Public Record 

EPA has established a recor d for this 
rulemaking, (docket number OPTS- 
42075). This record contains the basic 
information considered by the Agency in 
developing this proposal and 
appropriate Federal Register notices. 

The Agency will supplement the record 
with additional relevant information as 
it Lb received. 

This record includes the following 
information: 

A. Supporting Documentation 

(1) Federal Register notices pertaining 
to this rule consisting of. 

(a) Notice containing the ITC 
designation of cumene to the Priority 
List. 

(b) Rules requiring TSCA section 8 (a) 
and (d) reporting on cumene. 

(c) Notice containing TSCA test 
guidelines cited as test standards for 
this rule. 

(d) Notice containing revision of 
TSCA test guidelines cited as test 
standards for this rule. 

(2) Communications before proposal 
consisting of: 

(a) Written public comments and 
letters. 

(b) Contact reports of telephone 
conversations. 

(c) Meeting summaries. 

(3) Reports—published and 
unpublished factual materials. 
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Confidential Business Information 
(CBI). while part of the record* is nol 
available for public review. A public 


version of the record, from which CBI 
has been deleted, is available for 
inspection In the OPTS Reading Rm. E- 
107, 401 M St. SW., Washington. DC 
from 8 am. to 4 p.m.. Monday through 
Friday, except legal holidays. 

X. Other Regulatory Requirements 

A . Executive Order 72291 

Under Executive Order 12291. EPA 
must judge whether a regulation is 
“Major" and therefore subject to the 
requirement of a Regulatory Impact 
Analysis. EPA has determined that this 
test rule is not major because it does not 
meet any of the criteria set forth in 
section 1(b) of the Order. i.e„ It will not 
have an annual effect on the economy of 
at least $100 million, will not cause a 
major increase in prices, and will not 
have a significant adverse effect on 
competition or the ability of U.S. 
enterprises to compete with foreign 
enterprises. 

This proposed regulation was 
submitted to the Office of Management 
and Budget (OMB) for review as 
required by Executive Order 12201. Any 
comments from OMB to EPA. and any 
EPA response to those comments, are 
included in the rulemaking record. 

B. Regulatory Flexibility Act 

Under the Regulatory Flexibility Act 
(15 U.S.C. 601 el seq^ Pub. L. 96-354. 
September 19. I960), EPA is certifying 
that this test rule, if promulgated, will 
not have a significant impact on a 
substantial number of small businesses 
because: (1) There are no known small 
manufacturers: (2) any small processors 
are not likely to perform testing or 
participate in the organization of the 
testing effort; (3) they will experience 
only very minor costs in securing 
exemption from testing requirements; 
and (4) they are unlikely to be affected 
by reimbursement requirements. 

C. Paperwork Reduction Act 

The information collection 
requirements contained in this rule have 
been approved by OMB under the 
provisions of the Paperwork Reduction 
Act of 1980. 44 U.S.C. 3501 et seq.. and 
have been assigned OMB number 2070- 
0033. Comments on these requirements 
should be submitted to the Office of 
Information and Regulatory Affairs of 
OMB marked "Attention: Desk Officer 
for EPA." The final rule package will 
respond to any OMB or public 
comments on the information collection 
requirements. 

List of Subjects in 40 CFR Parts 798 and 
799 

Testing, Environmental protection. 
Hazardous substances, Chemicals, 


Recordkeeping and reporting 
requirements. 

Dated: October 2A 1965. 

John A. Moore. 

Assistant Administrator for Pesticides and 
Toxic Substances. 

Therefore, it is proposed that 
Subchapter R of Chapter 1 of Title 40 of 
the Code of Federal Regulations be 
amended as follows: 

PART 798—[ AMENDED I 

1. Part 798 is amended as follows: 

a. The authority citation continues to 
read as follows: 

Authority: 15 U.S£, 2003. 2611. 2025. 

b. New S 798.7475 is added, to read as 
follows: 

$794.7475 Oral and Inhalation 
pharmacokinetic test. 

(a) Purpose. The purpose of these 
studies is to determine: 

(1) Bioavailability of the test 
substance after oral and inhalation 
exposure; 

(2) Whether or not the 
biotransformation of the test substance 
19 qualitatively and quantitatively the 
same after oral and inhalation exposure 
and; 

(3) Whether or not the 
biotransformation of the test substance 
is changed qualitatively or 
quantitatively by repeated dosing. 

(b) Definitions. Bioavailability refers 
to the rate and extent to which an 
administered compound is absorbed, 
i.e., reaches the systemic circulation. 

(c) Test procedures —(1) Animal 
selection —(!) Species. The preferred 
species is the rat for which extensive 
data on the toxicity and carcinogenicity 
of numerous compounds are available. 

(ii) Animals. Adult male and female 
Fischer 344 rats are the animals of 
choice. The rats shall be 7 to 9 weeks 
old weighing 100 to 145 grams for 
females and 125 to 175 grams for males. 
Prior to testing the animals are selected 
at random for each group. Animals 
showing signs of ill health are not used 

(iii) Animal care. Animals shall be 
housed in environmentally controlled 
rooms with 10 to 15 air changes per 
hour. The rooms shall be maintained at 
a temperature of 25 ± 2 *C and humidity 
50±10 percent with a 12-hour light/dark 
cycle per day. The rats shall be kept in a 
quarantine facility for at least 7 days 
prior to use. The animals shall be 
acclimated to the experimental 
environment for a minimum of 48 hours 
prior to treatment. Certified feed and 
water are provided ad libitum. 
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(iv) Numbers— {A) At least 8 animals 
(4 males and 4 females) shall be used at 
each dose level. 

(B) Females shall be nulliparous and 
r.onpregnanL 

(2) Administration of test substance — 

(i) Test Compounds . The studies require 
the use of both nonradioactive test 
substance and u C-tabeled test 
substance. Both preparations are needed 
(o investigate the provisions of 
paragraph (a)(2) of this section. The use 
of 14 C* test substance is recommended 
for the provisions of paragraph (a) (1) 
and (3) of this section because it would 
facilitate the work, improve the 
reliability of quantitative 
cieterminations, and increase the 
probability of observing previously 
unidentified metabolites. 

(ii) Dosage and treatment —(A) Oral 
studies. At least two doses shall be used 
in the study, a "low** and “high’* dose. 
When administered orally, the “high** 
dose should induce some overt toxicity 
such as weight loss. The “low” dose 
shall not induce observable effects 
attributable to the teat substances. Oral 
dosing shall be performed by gavage 
using an appropriate vehicle. 

(B) Inhalation studies. Three 
concentrations shall be used in the 
study. Upon exposure, the two higher 
concentrations should ideally induce 
some overt symptoms of toxidty. 

1 1though the intermediate concentration 
may be excluded from this condition. 

The lowest concentration shall not 
induce observable effects attributable to 
the test substance. 

(ill) Determination of 
bioavailability —(A) Oral studies. (/) 
Group A (8 animals. 4 of each sex) shall 
be dosed once orally with the low dose 
of 14 C-teat substance. 

[2] Group B (8 animals. 4 of each sex) 
shall be dosed once orally with the high 
dose of u C-test substance. 

(B) Inhalation studies . (7) Group C (4 
males and 4 females) is to be exposed (6 
hours) to a mixture of nonradioactive 
test substance in air at the prescribed 
low hydrocarbon concentration. 

(2) Group D (4 males and 4 females) 
shall be exposed (6 hours) to 
nonradioactive test substance in air at 
the intermediate hydrocarbon 

cconcentration. 

(3) Group E (4 males and 4 females) 
shall be exposed (6 hours) to 
nonradioactive test substance in air at 
the high hydrocarbon concentration. 

(4) Group F is identical to paragraph 
<c)(2)(iii)(B)(l) of this section but using 
t4 C-labeled test substance. 

(5) Group G is identical to paragraph 
(c)(2)(iii 1(B)(2) of this section but using 
,4 C-labeled test substance. 


(8) Group H is identical to paragraph 
(c)(2)(Hi)(B)(3) of this section but using 
,4 C-labeled test substance. 

(Cl Collection of excreta. After oral 
administration (Groups A-B) and 
inhalation exposure (Groups F-H) the 
rats shall be placed in individual 
metabolic cages for collection of excreta 
(urine, feces and expired air) at 8, 24.48. 
72. and 96 hours post treatment. 

(D) Kinetic studies. Groups C~E shall 
be used to determine the kinetics of 
absorption of the test substance through 
the lungs. The concentration of the 
hydrocarbon in inspired and expired air, 
and blood shall be measured at 0. 3. 6, 

12. 24.48. 72, and 98 hours during and 
after inhalation exposure. Values for 
percentage of test substances retention, 
body burden and saturability shall be 
calculated from these experiments. 

(E) Repeated dosing study. Rats (4 
animals from each sex) shall receive a 
series of single daily oral doses of 
nonradioactive test substance over a 
period of at least 14 days, followed at 24 
hours after the last dose by a single oral 
dose of M C-labded test substance. Each 
dose shall be at the low-dose level 

(3) Observation of animals —(i) 
Bioavailability —(A) Blood levels. The 
levels of total 14 C-label shall be 
determined in whole blood and blood 
plasma or blood serum at 8, 24,48, 72, 
and 96 hours after dosing rats in groups 
A-B and F-H. 

(B) Expired air, urinary and fecal 
excretion. The quantities of total 14 G- 
label excreted in expired air. urine and 
feces by rat groups A-B and F-H shall 
be determined at 8. 24. 48, 72 and 96 
hours after dosing and, if necessary, 
daily thereafter until at least 90 percent 
of the dose has been excreted or until 7 
days after dosing, whichever occurs 
first. 

(C) Tissue distribution. Determine the 
concentration and quantity of 14 C-label 
in tissues and organs at the time of 
sacrifice for rat groups A-B and F-H 
and the repeated-dosing group. 

(ii) Biotransformation after oral and 
inhalation exposure. Appropriate 
qualitative and quantitative methods 
shall be used to assay urine specimens 
collected from rat groups A-B and F-H. 
Suitable enzymatic steps shall be used 
to distinguish, characterize and 
quantitate conjugated and 
noncon)ugated test substance 
metabolites. 

(iil) Changefsj in biotransformation. 
Appropriate qualitative and quantitative 
assay methodologies shall be used to 
compare the composition of ^-labeled 
components of urine collected at 24 and 
48 hours after dosing rate group A with 
those in the urine collected at similar 
times in the repeated-dosing study. 


(d) Data and reporting— (1) Treatment 
of results. Data should be summarized 
in tabular form. 

(2) Evaluation of results. All observed 
results, quantitative or incidental, shall 
be evaluated by an appropriate 
statistical method. 

(3) Test report In addition to the 
reporting requirements as specified in 
the EPA Good Laboratory Practice 
Standards (Subpart J. Part 792 of this 
chapter) the following specific 
information should be reported: 

(i) Labeling site of the test substance: 

(ii) A full description of the sensitivity 
and precision of all procedures used to 
produce the data: 

(iii) Percentage retention and 
saturation concentration for the 
inhalation studies; 

(iv) Quantity of iostope, together with 
percent recovery of the administered 
dose in feces, urine, expired air and 
blood for both routes of administration; 

(v) Quantity and distribution of >4 C- 
test substance in bone, brain, fat, 
gonada. heart, kidney, liver, lung, 
muscles, spleen, tissue which displayed 
pathology and residual carcass; 

(vi) Biotransformation pathways and 
quantities of the test substance and its 
metabolites in urine collected after oral 
administration (single low and high 
doses) and inhalation exposure (low, 
intermediate and high concentrations); 

(vii) Biotransformation pathways and 
quantities of the test substance and its 
metabolites in urine collected after 
repeated administration of the test 
substance to rats. 

(4) Counting efficiency. Data should 
be made available to the Agency upon 
request. 

PART 799-1 AMENDED] 

2. Part 799 Is amended as follows: 

a. The authority citation continues to 
read as follows: 

Authority: 15 U&.C. 2600; 2611.2625. 

b. New 5 799.1285 is added, to read as 
follows: 

$799.1265 Cumene. 

(a) Identification of test substance . (1) 
Cumene (CAS No. 98-82-8) shall be 
tested in accordance with this section. 

(2) Cumene of at least 99-percent 
purity shall be used as the test 
substance. 

(b) Persons required to submit study 
plans . conduct tests , and submit data. 
All persons who manufacture or process 
cumene other than as an impurity after 
the effective date of this rule (44 days 
after the publication data of the final 
rule in the Federal Register) to the end 
of the reimbursement period shall 
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submit letters of intent to conduct 
testing or exemption applications, 
submit study plans, conduct tests in 
accordance with Part 792 of this chapter, 
and submit data as specified in this 
section. Subpart A of this part, and Part 
790 of this chapter for single phase 
rulemaking. 

(c) Health effects testing —(1) 
Pharmacokinetics— (i) Required testing. 
Metabolism studies using the oral and 
inhalation routes of exposure shatl be 
conducted with cumene in accordance 
with { 798.7475 of this chapter. 

(ii) Reporting requirements. (A) The 
pharmacokinetics testing shall be 
completed and the final results 
submitted to the Agency within 1 year of 
the effective data of the final rule. 

(B) Progress reports shall be submitted 
quarterly beginning 90 days after the 
effective date of the final rule. 

(2) Inhalation subchronic toxicity — (i) 
Required testing. (A) Inhalation 
subchronic toxicity testing shall be 
conducted with cumene in accordance 
with i 798.2450 of this chapter and 
modifications specified in paragraph 
(c)(2){i)(B) of this section. 

(B) Modifications. The following 
modifications to } 798.2450 of this 
chapter for testing cumene are required. 

( 1 ) Animal selection—Numbers. The 
requirement under $ 798.2450(d)(l)(iv) of 
this chapter is modified so that at least 
30 animals (15 males and 15 females) 
shall be used for each test group. 

(2) Control groups. The requirement 
under § 798.2450(d)(2) of this chapter is 
modified to require a concurrent control. 

( 3 ) Exposure conditions. The 
requirement under 5 798.2450(d)(5) of 
this chapter is modified so that the 
animals shall be exposed to the test 
substance 8 hours per day. 5 days per 
week for 13 weeks (85 days of 
exposure). 

(4) Observation of animals. The 
requirement under { 798.2450(d)(6) of 
this chapter is modified so that animals 
shall be weighed weekly, and the 
requirement under { 796.2450(d)(9) of 
this chapter is modified so that food and 
water consumption shall also be 
measured weekly. 

(5) Gross pathology. The requirement 
under § 798.2450(d)(12)(iii) of this 
chapter is modified so that the following 
organs and tissues or representative 
samples thereof shall also be preserved 
in a suitable medium for 
histopathological evaluation: vas 
deferens, vagina, carvix, and fallopian 
tubes. 

(0) Test report—Individual animal 
data. The requirement under 
i 798.245C(e)(3)(iv)(D) of this chapter is 
modified to read “Food and water 
consumption data/' 


(li) Reporting requirements , (A) The 
required subchronic toxicity test shall 
be completed and final results submitted 
to the Agency within 12 months of the 
effective date of the final rule. 

(B) Progress reports shall be submitted 
to the Agency quarterly beginning 90 
days after the effective date of the final 
rule. 

(J) Oral subchronic toxicity —(i) 
Required testing. (A) Oral subchronic 
tests shall be conducted with cumene in 
accordance with $ 798.2650 of this 
chapter and as modified in paragraph 
(c)(3](B)(i) of this section. 

(B) Modifications. The following 
modifications to S 798.2650 of this 
chapter for testing cumene are required. 

(1) Animal selection — Numbers. The 
requirement under 

S 798.2850(e){1 )(iv)(A) of this chapter is 
modified so that at least 30 rodents (15 
per sex) shall be used at each dose level. 

[2] Control groups. The requirement 
under { 798.2650(e)(2) of this chapter is 
modified to require a concurrent control 
group. 

p) Administration of test substance. 
The requirement under 
i 798.2650(e)(7)(i) of this chapter is 
modified to require that cumene be 
administered by gavage. 

(4) Observation of animals. The 
requirement under } 798.2650(e)(8)(v) of 
this chapter is modified to require 
weekly measurements of food and water 
consumption. 

(5) Gross necropsy. The requirement 
under { 798.2650(e)(10)(iii) of this 
chapter is modified so that the following 
organs and tissues or representative 
samples thereof are also preserved in a 
suitable medium for histopathological 
evaluation: Vas deferens, vagina, cervix, 
and fallopian tubes. 

(//) Reporting requirements. (A) The 
required subchronic toxicity test shall 
be completed and final results submitted 
to the Agency within 12 months of the 
effective date of the final rule. 

(B) Progress reports shall be submitted 
to the Agency quarterly beginning 90 
days after the effective date of the final 
rule. 

(4) Neurotoxicity— (1) Required 
testing. Neurotoxicity tests shall be 
conducted with cumene by inhalation in 
accordance with $5 798.6050, 789.6200, 
and 798.6400 of the chapter. 

(ii) Reporting requirements. (A) The 
neurotoxicity tests shall be completed 
and final results submitted to the 
Agency within 1 year of the effective 
date of the final rule. 

(B) Progress reports shall be submitted 
to the Agency quarterly beginning 90 
days after the effective date of the final 
rule. 


(5) Reproductive toxicity —(i) 

Required testing. A reproductive 
toxicity test shall be conducted with 
cumene by inhalation in accordance 
with § 798.4700 of this chapter if the 
gross or histopathological evaluation of 
the testes, ovaries, pituitary, 
epididymus, vas deferens, prostate, 
seminal vesicles, vagina, cervix, or 
fallopian tubes, or the absolute 
reproductive tissuc/organ weight, or the 
reproductive organ-to-body weight 
ratios from any exposed group of 
animals from the subchronic inhalation 
toxicity test conducted in accordance 
with paragraph (c)(2) of this section or 
subchronic oral toxicity test conducted 
in accordance with (c)(3) of this section 
are significantly different (p<0.05) from 
control animals. 

(ii) Reporting requirements. (A) 
Reproductive toxicity tests shall be 
completed and final results submitted to 
the Agency within 41 months of the 
effective date of the final test rule if 
those criteria necessary to trigger 
reproductive effects testing ore met. 

(B) Progress reports shall be submitted 
to the Agency on a quarterly basis 
beginning 21 months after the effective 
date of the final rule. 

(6) Developmental toxicity —(i) 
Required testing. Developmental 
toxicity tests shall be conducted with 
cumene by inhalation in accordance 
with S 798.4350 of this chapter. 

(ii) Reporting requirements. (A) The 
developmental toxicity test shall be 
completed and final results submitted to 
the Agency within 1 year of the effective 
date of the final test rule. 

(B) Progress reports shall be submitted 
to the Agency on a quarterly basis 
beginning 90 days after the effective 
date of the final rule. 

(7) Oncogenicity —(i) Required testing. 
An oncogenicity test shall be conducted 
with cumene by inhalation in 
accordance with S 798.3300 of this 
chapter. 

(ii) Reporting requirements. (A) The 
oncogenicity test shall be completed and 
final results submitted to the Agency 
within 53 months of the effective date of 
the final rule. 

(B) Progress reports shall be submitted 
quarterly beginning 90 days after the 
effective date of the final rule. 

(8) Mutagenicity — Chromosomal 
aberrations— (i) Required testing. (A)(7) 
An in vitro cytogenetics test shall be 
conducted with cumene in accordance 
with S 798.5375 of this chapter. 

(2) Modifications. The following 
modifications to $ 798.5375 of this 
chapter for testing cumene are required 

(/) Cells—Type of cells used in the 
assay. The requirement under 
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§ r98.5375(d)(3Hi) of the chapter is 
modified so that cumene shall be tested 
in Chinese hamster ovary (CHO) cells. 

(//) Metabolic activation . The 
requirement under 5798-5375{d)t4) of this 
chapter is modified so that the 
metabolic activation system shall be 
dt rived from the postmitochondrial 
fraction (S9) of livers from rats 
p re treated with Arodor 1254. 

(//7) Control groups. The requirement 
under 1798^375(d)(5) of this chapter is 
modified so that the word "vehicle" is 
deleted. 

(tv) Test chemicals, The requirement 
under I 798.5375(d)(6) of this chapter is 
modified to read as follows: 

Cumene, hi varying amounts (for example 
1-1000 ul). shall be added directly to the 
tr. atmest flasks. Multiple concentrations of 
the test substance over a range adequate to 
define the response shall bo tested. The 
highest test concentration tested with and 
vuthout metabolic activation shall be that 
dose which shows cytotoxicity or reduced 
mitotic activity. 

(v) Test performance—Treatment 
with test substance. The requirement 
under $ 798*5375(e)(2) is modified to 
read as follows: 

Cells In the exponential phase of growth 
*hail be treated with the teat substance in the 
presence and absence of a metabolic 
l' tivalioa system. Cells shall be incubated on 
a rocker panel at 37 V C to insure maximum 
c intact between the cells and the test agent 
Masks shall be dosed with a stopper with a 
rubber septum. Samples shall be removed 
with a glass-tight syringe at the beginning of 
the incubation period and analyzed to 
v trnniat the concentration of cumene in the 
h' .tdapace. For experiments without 
activation, treatment shall continue for 10 
hours (including treatment with spindle 
inhibitor). For experiments with activation, 
treatment shall be for 2 hours. At the end of 
the treatment period, cells shall be washed 
and refed with culture medium. Incubation 
fiHaM continue for 0 hoars (including 
’fitment with spindle inhibitor). Alternative 
• raiment schedules may be justified by the 
investigator* 

(W) Culture harvest time. The 
requirement under f 796.5375 (e)(5) (i) °f 
this chapter shall be modified to read as 

follows 

Mutipfe harvest tiroes shall be used. If cell 
cycle length is changed by treatment, the 
fixation hitervals shall be changed 

curdmgb’- 

Additionally, the requirement under 

4 798.5375{e)(5)(li) of this chapter shall 
be deleted. 

(vii) Analysis. The requirement under 

5 798.5375(eMF) of this chapter is 
modified by deleting the phrase ’‘human 
vvmphocytes.** 

fB) (1) An in vivo cytogenetics test 
‘liall be conducted with cumene in 
accordance with 5 798.5385 of this 


chapter if cumene produces a negative 
result in the in vitro cytogenetics test 
conducted pursuant to paragraph 
(c)(8)(i)(A) of this section. 

(2) Modifications. The following 
modifications to $ 798.5385 of this 
chapter for testing cumene are required. 

(0 Animal selection—{A) Species and 
strain . The requirement under 
$ 798.5385(dH3)(i) of this chapter is 
modified such that mice shall be used in 
the study. 

(B) Number and sex. The requirement 
under { 79a5385(d)(3Hiii) of this chapter 
is modified so that the sentence “The 
use of a single sex or different number 
of animals should be justified*' is 
deleted. 

(//) Control groups—Concurrent 
controls. The requirement under 

5 798.5385(d)(4)(i) is modified by 
deleting the word “vehicle." 

(fir) Test chemicals —(A) Vehicle. The 
requirement under I 796*5385(d}{5)(i) of 
this chapter is not applicable to cumene 
and is, therefore, omitted. 

[B] Dose levels . The requirement 
under § 798*53851dK5KU) of this chapter 
is modified to read as follows: 

Three do*e level* shall be used. The 
highest dose tested shall be the maximum 
tolerated dose, that dose producing soma 
indication of cylotoxidty (e-g.. partial 
inhibition of mitosis), or the highest dose 
attainable. 

[Q Route of administration and 
treatment schedule. The requirement 
under § 798.5385(dK5) flit) and (iv) of 
this chapter is modified to read as 
follows: 

Animals shall be exposed by inhalation for 

6 hours/day for 5 consecutive days, 

(iV) Test performance. The 
requirements under 5 798^385(e) (1)» (2), 

(3), and (4) of this chapter shall be 
modified to read as follows: 

(1) Treatment Animats shall be treated 
with the test substance for 5 consecutive 
days at the selected doses. 

(2) Sample collection. Bone morrow 
samples shall be taken 6 and 24 hours after 
the termination of the last treatment 

(3) Spindle Inhibitor and slide preparation. 
Prior to sacrifice animals shall be injected I.P. 
with an appropriate spindle inhibitor [tug.. 
colchicine or Co Ice mid •) to arrest cells in C- 
metaphase.. Immediately after sacrifice, bone 
marrow shall be obtained, exposed to a 
hypotonic solution, and fixed. The cells shall 
then be spread on slides and stained, 
chromosome preparations shall be made 
following standard procedures. 

(4) Analysis. The number of cells to be 
analyzed per animal shall be based upon the 
namber of animals used, tha negative control 
frequency, tha predetermined sensitivity, and 
the power chosen for the test slides shall be 
coded for microscopic analysis. 

(Q (J) A dominant-lethal assay shall 
be conducted with cumene in 
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accordance with ( 798.5450 of this 
chapter if cumene produces a positive 
result in the in vitro or in vivo 
cytogenetics test conducted pursuant to 
paragraph (c) (8) (i) (A) or (B) of this 
chapter. 

[2] Modifications. The following 
modifications to 9 798-5450 of this 
chapter for testing cumene are required. 

(#) Description. The requirement under 
§ 798.5450 (d)(2) of this chapter is 
modified so that cumene shall he 
administered by inhalation for 5 
consecutive days ot 6 hours per day. 

(/#) Animal selection — {A) Species. 

The requirement under | 798.5450 
(d)(3)(f) of this chapiter is modified so 
that mice shall be used in the study. 

(5) Number. The requirement under 
{ 798.5450 (d)(3)(iii) of this chapter is 
modified such that the number of males 
in each group shall be sufficient to 
provide 30 to 50 pregnant females per 
mating interval and that each male shall 
be mated no more than. 2, and 
preferably to only one. female per 
mating interval. 

[Hi] Control groups—Concurrent 
controls. The requirement under 
9 798.5450 (d)(4)(i) of this chapter is 
modified such that concurrent positive 
and negative controls shall be used in 
each experiment. 

[iv) Test chemical. The requirement 
under { 798*5450 (d)(5) of this chapter is 
modified to read as follows: 

Exposure shall be by inhalation for 5 
consecutive days at 0 hours per day. Three 
concentrations shall be used. The highest 
concentration shall produce signs of toxicity 
(eg., slightly reduced fertility) or shall be ihe 
hlngest attainable. 

(v) Test performance. The 
requirement under ( 798.5450 (e) of this 
chapter is modified so that during 
mating, females shall be left with males 
no longer that 7 consecutive days and 
that the mating period shall continue for 
at least 6 weeks. 

(D) (1) A heritable translocation assay 
shall be conducted with cumene in 
accordance with 9 798.5460 of this 
chapter if the results from the dominant- 
lethal assay conducted pursuant to 
paragraph (c)(8){i)(C) of this section are 
positive for cumene. 

(2) Modifications. The following 
modifications to 9 798.5480 of this 
chapter for testing cumene are required. 

(// Animal selection — Species. The 
requirement under 9 798.5460 (d)(3) of 
this chapter is modified so that the 
mouse shall be the test species. 

[it) Test chemical—A Vehicle . The 
requirement under 9 798.5460 (cf)(5)(i) of 
this chapter is omitted. 

[ B) Route of administration. The 
requirement under 9 798.5400 (d)(5)(iii) 








*16120 Federal Register / Vol. 50. No. 215 / Wednesday. November 6. 1985 / Proposed Rules 


of this chapter is modified so that 
animals shall be exposed by inhalation. 

[iij Reporting requirements. (A) 
Mutagenic effects—chromosomal 
aberration tests with cumene shall be 
completed and the final results 
submitted to the Agency after the 
effective date of the rule: In vitro 
cytogenetics. 12 months; in vivo 
cytogenetics (bone marrow cytogentics). 
16 months; dominant-lethal assay. 24 
months; and heritable translocation 
assay, 46 months. 

(B) Progress reports shall be submitted 
to the Agency quarterly beginning 90 
days after the effective date of the final 
rule. 

(9) Mutagenic effects—Gene 
mutation — (1 ) Required testing, (A) (I) A 
gene mutation test in mammalian cells 
shall be conducted with cumene in 
accordance with $ 798.5300 of this 
chapter. 

[2] Modifications . The following 
modifications to § 798.5300 of this 
chapter for testing cumene are required. 

(jj Reference substances. The 
requirement under § 798.5300(c) of this 
chapter is not applicable to the testing of 
cumene. 

pi) Cells—Type of cells used in the 
assay. The requirement under 
g 798.5300(d)(3)(i) of this chapter is 
modified such that mutation induction at 
the HPRT locus shall be measured in 
Chinese hamster ovary (CHO) cells. 

pli) Metabolic activation . The 
requirement under § 798.5300(d)(4) of 
this chapter is modified such that the 
metabolic activation system shall be 
derived from the postmitochondrial 
fraction (S9) of livers from rats 
pretreated with Aroclor 1254. 

pV) Test chemicals —(A) Vehicle. The 
requirement under g 798.5300(d)(6)(i) of 
this chapter is omitted. 

(Z7) Exposure concentrations. The 
requirement under g 798.5300(d)(6)(ii) of 
this chapter is modified so that cumene, 
in varying amounts, (for example 1-1000 
ul) shall be added directly to the 
treatment flasks. 

(v) Test performance. (A) The 
requirement under g 798.5300(e)(1) of 
this chapter is modified to read as 
follows: 

Cells should be exposed to the test 
substance both with and without metabolic 
activation. Treatment flasks shall be 
incubated on a rocker pane) to insure 
maximum contact between the cells and the 
test agent. Incubation shall be at 37 a C for 18 
hours for experiments without metabolic 
activation and for 5 hours for experiments 
with activation. Each flask shall be closed 
with a cap with a rubber septum. Headspace 
samples shall be taken at the beginning and 
the end of exposure period and analyzed to 
determine the amount of cumene in each 
flask. 


(£T) The requirement under 
g 798.5300(e)(2) of this chapter shall be 
modified to include the following: 

Cells treated with metabolic activation 
shall be washed and incubated in culture 
medium for 21-28 hours prior to subculturing 
for variability and expression of mutant 
phenotype. Approximate subculture 
schedules (generally twice during the 
expression period) shall be used. 

(Z?)(J) A Drosophila sex-linked 
recessive lethal test shall be conducted 
with cumene in accordance with 
g 798.5275 of this chapter if the results 
from the gene mutation in mammalian 
cells assay conducted pursuant to 
paragraph (c)(9)(i)(A) of this section are 
positive for cumene. 

[2) Modifications . The following 
modifications to g 798.5275 of this 
chapter for testing cumene are required. 

(ij Test chemical —(A) Vehicle . The 
requirement under g 798.5275(d)(5)(i) of 
this chapter is omitted. 

[B) Dose levels . The requirement 
under g 798.5275(d)(5)(ii) of this chapter 
is modified such that a single dose of the 
test substance is sufficient to test. The 
use of two additional exposure levels is 
not required. 

(Cl Route of administration. The 
requirement under g 798.5275(d)(5)(iii) of 
this chapter is mofifled to read as 
follows: 

Route of administration shall be by 
exposure to cumene vapors. 

(C) (/) A mouse specific locus assay 
shall be conducted with cumene in 
accordance with g 798.5200 of this 
chapter if cumene produces a positive 
result in the sex-linked recessive lethal 
assay conducted pursuant to paragraph 
(c)(9)(i)(B) of this section. 

(2) Modifications. The following 
modifications to g 798.5200 of this 
chapter for testing cumene are required. 

(/) Test chemical —(A) Vehicle. The 
requirement under § 798.5200(d)(5)(i) of 
this chapter is omitted. 

(Z?J Dose levels. The requirement 
under g 79fl.5200(d)(5)(ii) of this chapter 
is modified to read as follows: 

A minimum of 2 dose levels shall be tested. 
The highest dose tested shall be the 
maximum dose tolerated without toxic 
effects, provided that any temporary sterility 
induced due to elimination of spermatogonia 
Is of only moderate duration, as determined 
by a return of males to fertility within 80 days 
after treatment, or shall be the highest dose 
attainable. 

(C) Route of administration. The 
requirement under g 798.5200(d)(5)(iii) of 
this chapter is modified to read as 
follows: 

Animals shall be exposed to the test 
substance by Inhalation. Exposure shall be 6 
hours per day. Duration of exposure shall be 


dependent upon accumulated total dose 
desired for each group. 

(//) Test performance—Treatment and 
mating. The requirement under 
g 798.5200(e)(1) of this chapter is 
modified such that each male shall be 
mated to a fresh group of 2 to 4 virgin 
females each week for 7 weeks, after 
which he shall be returned to the first 
group of females and rotated through the 
7 sets of females for as longs as he lives 
or until the desired number of offspring 
are obtained. 

[if) Reporting requirements —(A) 
Mutagenic effects. Gene mutation tests 
shall be conducted and the final results 
submitted to the Agency within the 
specified times after the effective date of 
the final rule: mammalian cells in 
culture assay. 12 months; Drosophila 
sex-linked recessive lethal, 24 months; 
and mouse specific locus, 48 months. 

(B) Progress reports shall be submitted 
to the Agency quarterly beginning 90 
days after the effective date of the final 
rule. 

(d) Environmental effects testing — (1) 
Aquatic acute toxicity —(i) Required 
testing. Freshwater and saltwater 
invertebrate and vertebrate tests shall 
be conducted with cumene 
concentrations at the end of test no less 
than 80 percent of the initial 
concentrations In a flow-through aquatic 
environment on the following organisms 
Daphnia magno . to be conducted in 
accordance with g 797.1300 of this 
chapter; Mysidopsis bahia to be 
conducted in accordance with g 797.1930 
of this chapter, Pimephales promelas, 
Salmo gairdneri, Lepomis macrochirus. 
Menidia and Cyprinodon variegatus to 
be conducted in accordance with 
g 797.1400 of this chapter. 

(ii) Reporting requirements . (A) The 
acute toxicity tests shall be completed 
and the final results submitted to the 
Agency within 1 year of the effective 
date of the final rule. 

(B) Progress reports shall be submitted 
to the Agency quarterly beginning 90 
days after the effective date of the final 
rule. 

(2) Aquatic chronic toxicity —(i) 
Required testing. Aquatic chronic 
toxicity testing shall be conducted with 
cumene concentrations at the end of test 
no less than 80 percent of the initial 
concentrations in a flow-through aquatic 
environment on (A) the freshwater 
vertebrate test species with the lowest 
LC50 as determined in accordance with 
paragraph (d)(1) of this section, and in 
accordance with g 797.1600 of this 
chapter. (B) the Daphnid in accordance 
with g 797.1350 of this chapter, (C) the 
saltwater vertebrate species with the 
low est LGso as determined in 
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ircordance with paragraph (d)(1) of this 
section, in accordance with $ 797.1600 of 
this chapter, and (D) mysid in 
accordance with § 797.1950 of this 
chapter. 

(ii) Reporting requirements. (A) 

Chronic testing shall be completed and 
final results submitted to the Agency 
within 2 years of the effective date of 
the final test rule. 

(B) Progress reports shall be submitted 
to the Agency quarterly beginning 90 
days after the effective date of the final 

rule. 

(e) Chemical fate testing —(1) 
Biodegradation —(i) Required testing . 
Biodegradation testing in water shall be 
conducted with cumene in accordance 
with the method described by Bourquin 
ct al.. Developments in Industrial 
Microbiology 18:185-191.1977. The 
method is available from the Office of 
the Federal Register Information Center. 
11th and L Streets NW.. Washington. 

DC., and the OPTS Reading Room 
(docket no. OPTS-42075. Environmental 
FTotection Agency. 401 M Street 
Washington. DC ). This incorporation by 
reference was approved by the Director 
of the Federal Register on (date). The 
method is incorporated as it exists on 
the effective date of this rule; a notice of 
any change will be published in the 
Federal Register. 

(ii) Reporting requirements. (A) The 
biodegradation test shall be completed 
and final results submitted to the 
Agency within 1 year of the effective 
date of the final rule. 

(B) Progress reports shall be submitted 
to the Agency quarterly beginning 90 
days after the effective date of the final 
rule, 

(2) Volatilization—[\) Required 
testing. Volatilization tests shall be 
conducted with cumene in accordance 
with the method described by Smith et 
al.. Env . Sci. and Tech. 14(11): 1332-1337. 
1980. The method is available from the 
Office of the Federal Register 
Information Center. 11th and L Streets. 
Washington, DC., and the OPTS Reading 
Room (docket number OPTS-42075. 
F.nvironmental Protection Agency. 401 M 
Street SW., Washington, DC). This 
incorporation by reference was 
approved by the Director of the Federal 
Register on [date]. The method is 
incorporated as it exists on the effective 
date of this role; a notice of any change 
will be published in the Federal 
Register. 

(ii) Reporting requirements. (A) The 
volatilization tf st shall be completed 
and final results submitted to the 
Agency within 1 year of the effective 
date of the final role. 

(B) Progress reports shall be submitted 
to the Agency quarterly beginning 90 


days after the effective date of the final 
role. 

(Information collection requirements have 
been approved by the Office of Management 
and Budget under control number 2070-0033) 

[FR Doc. 85-28282 Filed 11-5-85: 8:45 amj 
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40 CFR Parts 798 and 799 

(OPTS-420731 TSH-FRL 2906-91 

2-Mercaptobenzothiazole; Proposed 
Test Rule 

agency: Environmental Protection 
Agency (EPA). 

action: Proposed role. _ 

summary: The EPA i9 proposing that 
manufacturers and processors of 2- 
mercaptobenzothiazole (MBT; CAS No. 
149-30-4) be required, under section 4 of 
the Toxic Substances Control Act 
(TSCA). to perform testing for 
persistence and mobility, chronic 
aquatic toxicity, pharmacokinetics, 
developmental toxicity, reproductive 
toxicity, neurotoxicity, and 
chromosomal aberrations. This 
proposed role is in response to the 
Interagency Testing Committee’s (ITCs) 
designation of MBT for priority 
consideration for chemical fate and 
environmental effects testing. 

DATES: Submit written comments on or 
before January 0.1988. If persons 
request an opportunity to submit oral 
comment by December 23,1985, EPA 
will hold a public meeting on this role in 
Washington, D.C. For further 
information on arranging to speak at the 
meeting see Unit VIII of this preamble. 
adoress: Submit written comments, 
identified by the document control 
number (OPTS-42073), in triplicate to: 
TSCA Public Information Office (TS- 
793). Office of Pesticides and Toxic 
Substances, Environmental Protection 
Agency. Rm. E-108,401 M. St., SW., 
Washington. D.C. 20460. 

A public version of the administrative 
record supporting this action (with any 
confidential business information 
deleted) is available for inspection at 
the above address from 8 a.m. to 4 p.m,. 
Monday through Friday, except legal 
holidays. 

FOR FURTHER INFORMATION CONTACT: 

Edward A. Klein. Director, TSCA 
Assistance Office (TS-799), Office of 
Toxic Substances, Rm. E-543, 401 M St., 
SW., Washington. D.C. 20460. Toll free: 
(800-424-9065). in Washington. DC.: 
(554-1404). Outside the USA: 
(Operator—202-554-1404). 
SUPPLEMENTARY INFORMATION: EPA is 
issuing a proposed test role under 


section 4(a) of TSCA in response to the 
ITCs designation of MBT for chemical 
fate and environmental effects testing 
consideration. 

I. Introduction 

A. ITC Recommendation 

TSCA (Pub. L 94-489. 90 Stat. 2003 et 
seq 15 U.S.C. 2601 et seq.) established 
the Interagency Testing Committee (ITC) 
under section 4(e) to recommend to EPA 
a list of chemicals to be considered for 
testing under section 4(a) of the Act. 

The ITC designated MBT (CAS No. 
149-30-4) for priority consideration in its 
15th Report submitted to EPA on 
November 8,1984. The report was 
published in the Federal Register of 
November 29,1984 (49 FR 46931). The 
ITC recommended that MBT be 
considered for chemical fate testing, 
including dissociation constant, 
persistence in water and soil, and 
leaching and migration: and for 
environmental effects testing, including 
acute and chronic toxicity to fish, 
aquatic invertebrates and plants, and 
terrestrial plants. The bases for these 
recommendations were as follows: (1) 
Annual production of 2,328,000 pounds 
of MBT. 40,000,000 pounds of the sodium 
salt of MBT (NaMBT) and 4.000.000 
pounds of the zinc salt (ZMBT); (2) 
expected environmental releases from 
manufacture and processing; (3) 
available data which demonstrate that 
MBT and its sodium salt exhibit high 
acute toxicity to aquatic organisms; and 
(4) expected widespread terrestrial 
exposure along roadways. No health 
effects testing was recommended 
because of the extensive toxicological 
testing of MBT already completed and 
currently underway. 

B. Test Rule Development Under TSCA 

Under section 4(a) of TSCA, EPA shall 
by role require testing of a chemical 
substance or mixture to develop 
appropriate test data if the 
Administrator finds that: 

(A) (i) the manufacture, distribution in 
commerce, processing, use. or disposal of a 
chemical substance or mixture, or that any 
combination of such activities, may present 
an unreasonable risk of injury to health or the 
environment. 

(i) there are insufficient data and 
experience upon which the effects of such 
manufacture, distribution in commerce, 
processing, use. or disposal of such substance 
or mixture or of any combination of such 
activities on health or the environment can 
reasonably be determined or predicted, and 

(Ui) testing of such substance or mixture 
with respect to such effects is necessary to 
develop such data: or 

(B) (i) a chemical substance or mixture is or 
will be produced in substantial quantities, 
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and (I) it enters or may reasonably be 
anticipated to enter the environment in 
substantial quantities or (U) there is or may 
be significant or substantial human exposure 
to such substance or mixture. 

(li) there are insufficient data and 
experience upon which the effects of the 
manufacture, distribution in commerce, 
processing, use. or disposal of such substance 
or mixture or of any combination of such 
activities on health or the environment can 
reasonably be determined or predicted and 

(iii) testing of such substance or mixture 
with respect to such effects is necessary to 
develop such data. 

EPA uses h weighl-of-evidence 
approach in making a section 
4(a)(l)(A)(i) finding; both exposure and 
toxicity information are considered in 
determining whether available data 
support a finding that the chemical may 
present an unreasonable risk. For the 
finding under section 4(a)(l)(B)(i). EPA 
considers only production, exposure, 
and release information to determine 
whether there is or may be substantial 
production and significant or substantia] 
human exposure or substantial release 
to the environment. For the findings 
under sections 4(a)(1) (A)(ii) and |B)(ii), 
EPA examines toxicity and fate studies 
to determine whether existing 
information is adequate to reasonably 
determine or predict the effects of 
human exposure to, or environmental 
release of. the chemical. In making the 
finding under section 4(a)(1) (A)(iii) or 
(B)(iii) that testing is necessary. EPA 
considers whether ongoing testing will 
satisfy the information needs for the 
chemical and whether testing which the 
Agency might require would be capable 
of developing the necessary information. 

EPA’s process for determining when 
these findings apply is described in 
detail in EPA’s first and second 
proposed test rules as published In the 
Federal Register of July 18.1980 (45 FR 
48524) and June 5.1981 (46 FR 30300). 

The section 4(a)(1)(A) findings are 
discussed at 45 FR 48524 and 46 FR 
30300. and the section 4(a)(1)(B) findings 
are discussed at 46 FR 30300. 

In evaluating the ITC's testing 
recommendations concerning MBT, EPA 
considered all available relevant 
information including the following: 
Information presented in the ITCs 
report recommending testing 
consideration and any public comments 
on the ITCs recommendations; 
production volume, use, exposure, and 
release information reported by 
manufacturers of MBT under the TSCA 
section 6(a) Preliminary Assessment 
Information Rule (40 CFR Part 712); 
health and safety studies submitted 
under the TSCA section 8(d) Health and 
Safety Data Reporting Rule (40 CFR Part 
716) concerning MBT; and published and 


unpublished data available to the 
Agency. Based on its evaluation, as 
described in this proposed rule. EPA is 
proposing chemical fate and health 
effects testing requirements for MBT 
under section 4(a)(1)(B). as well as 
environmental effects testing of MBT 
under section 4(a)(1) (A) and (B) of 
TSCA. By this action, EPA is responding 
to the ITCs designation of MBT for 
priority testing consideration. 

11. Review of Available Data 

A. Profile 

MBT is a yellow solid with a 
disagreeable odor, melting at 177-178 # C 
(Ref. 1). The calculated water solubility 
is 51 mg/1 at pH 5.118 mg/1 at pH 7, and 
900 mgyl at pH 9 (Ref. 2). It has a vapor 
pressure of 1.9 X 10-« at 25 X (Ref. 2) 
and an experimentally derived 
dislocation constant of 6.93 (Ref. 3). The 
octanol/water partition coefficient has 
been estimated to be 1.61 (Ref. 4) and 
measured to be 2.24 (Ref. 2). 

B. Production 

The major manufacturers of MBT are 
B.F. Goodrich Co.. Goodyear Tire and 
Rubber Co., Monsanto, and Uniroyal 
Chemical Co. (Ref. 19). 

MBT is manufactured by the reaction 
of aniline with equimolar quantities of 
sulfur and carbon disulfide at 250 X and 
450 psi in a continuous closed process at 
high pressure. Purification can be 
accomplished by dissolving in aqueous 
base, followed by representation in acid 
(Refs. 5 and 6). 

The 1984 MBT production volumes 
have been submitted to the Agency as 
confidential business information (CBI). 
The 1981 production volume of MBT 
was reported to be 2,328.000 lbs (Ref. 7). 
The 1983 sales volume was reported to 
be 5.958.000 lbs (Ref. 9). 

Indirect production of MBT can result 
during the vilcanization process from 
the breakdown of MBT-derived 
accelerators (Ref. 8). 

C Use 

MBT is used mainly as a 
vulcanization accelerator in rubber 
manufacture and as an intermediate in 
the production of other accelerators. 
Vulcanization involves the formation of 
sulfur bridges which crosslink rubber 
polymers. Vulcanization accelerators 
cause the crosslinking to occur at lower 
temperatures and shorter curing times 
than would be otherwise required, 
resulting in a product with more uniform 
and predictable properties. MBT is an 
accelerator with little if any delay in its 
curing time (Ref. 8). Because of its high 
activity. MBT has become more of a 
specialty accelerator for products such 


as shoe soles requiring fast curing at low 
temperture. However, MBT is 
extensively used as an intermediate to 
produce other rubber accelerators, some 
of which decompose during 
vulcanization to release MBT (Ref. 19). 

Secondary uses of MBT includes use 
as a corrosion inhibitor in cutting oils 
and petroleum products (Ref. 10), and as 
a fungicide in clothing for use in the 
tropics (Ref. 11). 

D. Exposure and Release 

1. Occupational. The National 
Occupational Hazard Survey (NOHS) 
data base (Ref. 12) estimates that as 
many as 558,693 people in the chemical 
industry may be exposed to MBT. The 
National Occupational Exposure Survey 
(NOES) data base (Ref. 13) estimates 
that 2.398 workers (of whom 119 are 
female) are exposed to MBT. The NOHS 
data base reports actual exposures, 
exposure to trade name products though 
to contain MBT, and exposure to 
products of the type that contain MBT. 
The NOES data base is limited to 
workers present where MBT has been 
identified to be present. Uniroyal has 
estimated that up to 15 workers may be 
involved in direct production of MBT for 
about 20 percent of their work-year (Ref. 
14). Worker exposue may be limited by 
the closed manufacturing system, 
unpleasant odor, potential for 
production of allergic dermatitis, and the 
regulatory need to limit exposue to 
reactants such as aniline. Besides 
worker exposure to MBT during 
production, exposure to MBT is possible 
during rubber manufacture (Ref. 15), 
cleaning of manufacture vessels (Ref. 

16). drying and grinding (Ref. 10). 
handling and emptying bags used to 
transport MBT (Ref. 17). contact with 
w’aste waters (Ref. 18). rubber 
reclaiming, tire recapping, tire burning, 
and contact with MBT compound 
containing materials (Ref. 11). 

2. Consumer and general population. 
Consumer exposure to MBT could be 
extensive as a result of its presence in 
finished rubber goods and the 
ubiquitous presence of rubber in 
manufactured consumer items. In the 
past, allergic dermatitis has been traced 
to MBT incorporated in clothing articles, 
i.e^ shoes and elastics, and other rubber 
products contacting human skin (Ref. 19. 
54 through 58). 

Several products under Food and Drug 
Administration jurisdiction have been 
shown to contain residual MBT. This 
Information provides evidence that 
residual MBT can be present in 
vulcanized rubber products after 
processing and leads EPA to conclude 
that MBT may similarly be present in 
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fulva nixed rubber product* under TSCA 
jurisdiction. MBT ha* been shown to 
leach out of several commercial 
products including the stoppers of 500- 
ml infusion bottles, single-dose injection 
synnges, rubber baby bottle nipples, 
and rubber articles for food contact. The 
concentrations found in the single-dose 
injection syringes ranged from 07 to 2.0 
ppm (Ref. 20). MBT was detected in the 
aqueous extracts of rubber baby bottle 
nippies at a mean concentration of 3 
ppm. with some samples reaching 30 
ppm (Ret 21). Rubber products in 
contact with food showed MBT 
concentrations of 127 to 85.8 ppm when 
run ihrongh a series of extractions (Ref. 

22 ). 

Human exposure to MBT in ambient 
air has been estimated from modeling 
using 2,2'-<Bthiob»a(benzothiaRole) 
fMBTS) and an air dispersion model. 

EPA estimated air concentrations of 
Mm'S within 1,000 meters of an 
elastomer manufacturing site to be 0.01 
mg/m *. equivalent to an inhalation 
exposure of 0.035 mg/kg body weight/ 
day (620 mg/year). This estimated value 
probably approximates that for MBT 
|Ref. 23). 

3. Environmental. Environmental 
exposure to MBT results from several 
sources. The greatest potential for the 
exposure of nonhuman populations to 
MBT is to the aquatic environments 
receiving waste water from plants 
n«tnufactuiing. processing, and using 
MBT and its derivatives, and to 
terrestrial populations in areas 
.u umulating a high-density of rubber 
dust, or in areas receiving waste rubber. 
Le„ discarded tires (Ref. 19). Using the 
ENPART environmental partitioning 
model, the Agency estimated the mass 
distribution of MBT in the air. water 
(including sediments), and soil would be 
0.0003, 9.9933, and 0.0064. respectively 
(Ref. 25). The Agency has received CB1 
release data submitted by the 
m.niufacturers of MBT. 

MBT (0.03 mg/l) and benzothiazole 
(0D6 mg/l) have been found in tire- 
m t nufacturing waste water effluent 
(Ref. 18). MBT was also detected in an 
aerated lagoon at a synthetic rubber 
plant (Ref. 28) and in the effluent from a 
waste dump (0.03 mg/i). where MBT 
was thought to have been disposed (Ref 
27) MBT was found to be the principal 
contaminant in waste water from the 
production of MBT derivatives (Ref. 28). 

Mean concentrations of MBT in 18 
surface water samples were all below 
the detection limit of 10 ppb (Ref. 29). 
These water bodies were generally large 
and in many cases appear to be far 
removed from potential industrial 
contamination sources. 


Based on information supplied by 
CMA (Refs. 29 and 32) and the 1983 
sales volume of MBT (5,958,000 ibs). 

EPA estimates that 1.000,000 pounds of 
MBT are released to the environment 
annually from the manufacturing, 
processing, use, and disposal of MBT. It 
has been estimated that a tire plant 
producing 25,000 steel belted radial tires 
per day would release 156 Ibs of MKT 
and 312 ibs of benzothiaftole annually 
(Ref. 18). 

CMA prepared a “worst case*’ aquatic 
exposure estimate (Ref. 29). 'Die model 
conclusions were concentrations of 
0.545 ppb for rivera with a retention time 
of 7 days and 0.015 ppb for lakes with a 
300-day retention time. 

Using the CB1 production and release 
information submitted by the 
manufacturers of MBT. EPA estimated 
concentrations of MBT in the air and 
water near MBT manufacturing sites 
(Ref. 30). The atmospheric concentration 
estimates ranged from 15 to 429 parts 
per trillion and were based on the 
assumption of 250 operating days per 
year and an atmospheric half-life for 
MBT of one day (Ref. 30). Surface water 
concentrations ranged from 2.96 to 385 
ppb and were based on releases over 
385 days per year from treatment 
facilities with no removal of the 
chemical by adsorption or other 
processes. Environmental processes 
including oxidation and photolysis were 
accounted for; however, it was assumed 
that MBT does not biodegrade in surface 
waters (Ref. 30). 

Tire wear results in approximately 17 
billion pounds of rubber dust in the 
United States each year (Ref. 31). If the 
intitial tire rubber formula contains 
about 1 percent accelerator as a 
theoretical maximum, roughly 12 million 
pounds of vulcanization accelerator 
products could reach the air and soil 
adjacent to highways each year (Ref. 1). 
Since accelerators do degrade during 
vulcanization, the 12 million pounds 
would not be entirely MBT but more 
likely would include degradation 
products such as benzothiazole. CMA 
has estimated that 19.200 pounds of 
MBT could enter the aquatic 
environment far tire dust. This is based 
on the estimate that 17 billion pounds of 
tire dust are deposited along U.S. 
highways each year (Ref. 31) and that 
0.0016 percent of the material extracted 
from rubber dust was MBT (Ref. 32). 

This estimate appears to be low because 
the percent of MBT extracted from the 
rubber was only based on a 7-day study 
and does not reflect annual release. 

E. Health Effects 

1. Metabolism. The Agency has 
reviewed several metabolism studies 


and has found them insufficient to 
predict the metabolism of MBT. 
Absorption of MBT from the 
gastrointestinal tract is indicated by the 
occurrence of toxic effects in animals 
and humans that were exposed by the 
oral route (Ref. 33). The percutaneous 
absorption of MBT in aqueous solution 
has also been demonstrated (Ref. 34). 
Storage of MBT could not be 
demonstrated in the liver, kidney, or 
spleen following oral administration; the 
extent of storage in fat or other tissues 
was not ascertained (Ref. 35). 

Experiments conducted by Nagamatsu 
et al. (Ref. 34) showed that 6 hours after 
dosing. 90 percent of radioactive Jl C- 
MBT was excreted in the urine ns the 
glucuronide and sulfate conjugates of 
MBT; 7.8 percent of the urine 
radioactivity represented untransformed 
MBT. 

Coluccl has proposed metabolic 
pathways for MBT in the rat, rabbit, and 
dog (Ref. 33). 

2. Acute toxicity. The Agency has 
reviewed several acute toxicity studies 
for MBT and has found these studies 
adequate to predict the acute toxicity. 
These acute toxicity studies of MBT 
resulted in oral LDu> values ranging from 
2.000 to 3,000 mg/kg for rats, mice, and 
guinea pigs (Ref. 36, 37. and 38). 
Introperitoncal administration of MBT 
to rats, mice and guinea pigs resulted in 
LDso values ranging from 200 to 400 mg/ 
kg (Ref. 37 and 38). 

It is well established that MBT, 
particularly as a component in rubber 
products, is one of the most common 
human contact allergens (Ref. 54 through 
58). 

3. Subchronic toxicity . The Agency 
has reviewed several subchronic 
toxicity studies for MBT and has found 
these studies adequate to predict the 
subchronic toxicity of MBT. The 

sub chronic administration of MBT to 
male mice by daily intraperitoneal 
injections for 1 week at doses of 100 and 
55 mg/kg (corresponding to one-fourth 
and one-eighth the LDm. respectively) 
revealed extensive liver necrosis in the 
high-dosage group (Ref. 38). No 
histopathology was done on the 55 mg/ 
kg dose group. In a related experiment 
the sleep time in a bexabarbttal narcosis 
study was significantly increased in the 
high-dosage group, thus indicating 
functional damage to the liver (Ref. 38). 

The results of a subchronic test in 
which mice and rats were exposed to 
MBT to determine the maximum 
tolerated dose for use in a chronic lest 
have befen reported to the Agency. MBT 
was administered by gavage to mice at 
doses of 94.166, 375. 75a and 1,500 mg/ 
kg body weight, and to rats at 188. 375. 








46124 


Federal Register / Vol. 50, No. 215 / Wednesday. November 6, 1985 / Proposed Rules 


750,1,500, and 3.000 mg/kg body weight. 
Chemical related mortalities occurred at 
750 and 1,500 rng/kg for female and male 
mice and female rats, respectively. 
Weight gain decrements wore found to 
be dose-level related for both species. 
Distal convoluted tubular epithelial 
necrosis of the kidney was identified as 
a target organ lesion for both sexes of 
the rat at the 3,000 mg/kg level. The 
maximum tolerated dose for rats and 
mice was established, at 375 mg/kg 
body weight (Ref. 39). 

4. Chrvnic toxicity and oncogenicity. 
MBT is the subject of a carcinogenesis 
study at the National Toxicology 
Program (NTP). In this study, now in the 
histopathology phase, rats and mice 
were exposed to MBT by gavage. 

5. Developmental and reproductive 
toxicity. The Agency has reviewed 
several teratology and reproduction 
studies and has found them to be 
inadequate to reasonably predict the 
developmental and reproductive toxicity 
of MBT. Several of these studies were 
designed as screening studies; others 
were abstracted from Russian literature 
and details necessary for a thorough 
review were not available. 

The teratogenic potential of 
intraperitoneally-injected MBT was 
assessed as part of a NIOSH-sponsored 
screening study (Ref. 40). Young adult 
female Sprague-Dawley rats were 
administered daily injections of 200 mg/ 
kg of MBT in corn-oil on days 1 through 
15 of gestation. Examinations conducted 
on day 21 of gestation showed no 
evidence of maternal toxicity, fetal 
toxicity, or teratogenesis. This study is 
of limited value because it was designed 
os a screening study and only small 
group sizes were used. 

A more in-depth screening program 
has been conducted to evaluate the 
teratogenic potential of MBT. This study 
included daily subcutaneous injections 
to three strains of mice on gestation 
days 6 through 14 for C57 and C3H mice 
and on gestation days 0 through 15 for 
AKR mice. The dosages were 404 mg/ 
kg/day (C57, AKR. and C3H mice) and 
300 mg/kg/day (C3H mice). All doses 
were less than the MTD. The mice were 
sacrificed on the appropriate day of 
gestation, at which time maternal 
toxicity and fetotoxicity were assessed. 
Results of the study show that there was 
an increased incidence of abnormal 
fetuses at 464 mg/kg in the C3H and C57 
strains. The significance of these 
findings is unclear, however, because 
the data are inconsistent and incidences 
of specific abnormalities were not 
reported. There was also evidence of 
fetal and maternal toxicity in the 464 
mg/kg C3H mice, increased maternal 
liver weights in all groups except C3H 


mice, and a lack of additional dose 
levels for evaluation of dose-response 
relationships (Ref. 41). 

In a Russian study MBT and other 
MBT derivatives were administered to 
albino rats to evaluate the teratogenic 
effects. Albino rats dosed with MBT at 
20 mg/kg on days 4 and 11 of pregnancy 
showed a significant increase in 
embryonic mortality. Criteria for 
statistical significance and data 
supporting the decrease in fetal body 
weight were not reported (Ref. 42). 

The teratogenicity of several of the 
mercaptobenzothiazoles was evaluated 
in the chicken embryo (Refs. 43 and 44). 
Technical-grade MET at a concentration 
of 0.10 to 2.0 umol/egg was injected in 
an acetone vehicle onto the heart of 3- 
day-old embryos. Two types of eye 
defects were found frequently in the 
malformed embryos, as well as defects 
of the neck and back and open coelom. 
Incidences of specific malformations 
were not tabulated in this review. 

6. Mutagenicity. The genotoxic 
potential of MBT und several of its 
derivatives has been evaluated in 
studies with bacteria, mammalian cells, 
intact mammals, and Drosophila. The 
review of these studies has led the 
Agency to conclude that there is 
adequate information to reasonably 
predict the gene mutation potential of 
MBT but inadequate information to 
predict the potential for MBT to induce 
chromosomal effects. 

MBT has been reported to be 
nonmutagenlc in the Ames Salmonella 
typhimurium reverse mutation assay 
when tested with strains TA1535 
TA1537. TA1538 and/or TA100 (Refs 45 
through 47). 

Several other gene mutation studies 
have been carried out with MBT. MBT 
does not induce mutations at the 
HGPRT locus in cultured Chinese 
Hamster Ovary (CHO) cells or in 
Escherichia coli (Refs. 48 and 49). 

More recent studies suggest that MBT 
is not likely to be mutagenic in a mouse 
lymphoma assay (Ref. 50). A CMA- 
sponsored L517BY mouse lymphoma 
assay showed a weak positive response 
(increase in mutant frequency at the TK 
locus) at MBT dose levels that were 
highly toxic. These assays were carried 
out with and without added rat liver S-0 
activiation. The results of the assay 
indicate weak mutagenicity of MBT at 
doses that were highly toxic, i.e.. 
causing relative growth rates of 20 
percent or less. However, the elevated 
mutation frequencies may be 
attributable to a cytotoxic rather than a 
genotoxic effect. 

The results of a micronucleus test 
showed that intraperitoneal 
administration of 300 mg/kg of MBT to 


male and female Swiss mice failed to I 
cause an increase in micronucleuted I t 
polychromatic erythrocytes in the bone I 
marrow (Ref. 51). I 

The results of a dominant lethal study H > 
using albino rats indicate that MBT may I L 
induce genetic damage (Ref. 42). MBT I C 
was administered by gavage to female ■ r 
rats at a dose of 200 mg/kg on the first 1 
and third days of estrus. and to male m c 
rots twice at un interval of 3 days (time I j 
prior to mating not reported). Results I 

obtained following sacrifice, on the 19?h I s 
day of pregnancy, indicate mutagenic I ■ 
action. This interpretation is I 

complicated by the unknown interval ■ 

between male exposure and mating. I 
exposure of the female during estrus. I 
and an lack of a male-only exposure 1 
group. I 

7. Neurotoxicity. No data on the I 
neurotoxic effects of MBT have been I 
found in the literature. I 

F. En v iron mental Effects 1 

Acute toxicity of MBT has been I 

measured using fingerling rainbow trout 1 
[Sclmogairdneri). A flow-through I 

system with measured concentrations I 

yielded 24. 96. and 192 hour LC*> values I 
of 1.14, 0.73, and 0.67 mg/l. respectively I 
(Ref. 52). The toxicity of NaMBT usinji I 
rainbow trout and bluegill sunfish I 

(Lepomis macrochirus ) was measured I 

using acute static exposures and a 50 I 
percent aqueous NaMBT formulation I 

(Ref. 59). No mortalities were obser\ < i I 
beyond 24 hours, leading the authors to I 
conclude that the test material lost its I 
potency after 24 hours. The calculated I 

LGvo values for MaMBT at 96 hrs were I 
2.80 mg/l for trout and 13.3 mg/l for I 
bluegills. I 

Static 96-hour LC*> values for MBT I 

include 0.75 mg/l for rainbow trout. 15 I 
mg/l for bluegills. and 11 mg/l for I 

fathead minnows [Pimcphales I 

promelas). Comparable LC*> values for I 
50-percent NaMBT were 1.0 mg/l and 3.8 1 
mg/l for rainbow trout and bluegills I 

(Ref. GO). I 

A static acute toxicity assay of MBT I 

and NaMBT with the invertebrate I 

Daphnia magna yielded 24-hour and 48- I 
hour EC*© values of 7.0 mg/l and 4.1 mg/ I 
1. respectively. The 24-hour and 46-hour I 
ECw values for NaMBT-50 percent wen? I 
44 mg/l and 19 mg/l, respectively (Refs. I 
61 and 62). 1 

Acute toxicity studies of MBT and I 

NaMBT using the alga Selanostrum | 

capricornutum have reported 96-horn I 

EGw values of 230 mg/l for MBT on 8 

chlorophyll and 250 mg/l for MBT on I 
cell count. The EG© value for 96-hr 8 

chlorophyll using 50 percent NaMBT is I 
0.4 mg/l and 0.3 mg/l for cell count. I 

(Refs. 03 and 64). I 
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MBT, MBTS and N-cvclohexyl-2- 
benzothiazole sulfenamidc (CBS) have 
bum shown to be toxic to the growth of 
ioil microorganisms. The LD** value for 
MBT was given as <01 percent, and the 
LDvo values for MAI'S and CBS were 
0,7S percent and 0.25 percent, 
respectively (Ref- 65). MBT derivatives 
arc known to have bacteriocidal 
bacteriostatic and fungicidal effects. The 
Agency finds that there are adequate 
dAta available to predict the acute 
loxraty to fish. aquatic invertebrates, 
and plants: however, the chronic 
to\:rity data are inadequate. 

C. Chemical Fate 

MBT can enter die environment 
during production, processing, and 
disposal of MBT and rubber products. In 
gtirmraJ* Mlil is nonvolatile and will 
tend to partition mainly to water rather 
than to soil and air. MBT has a 
relatively high water solubility (51 mg/1 
at pi 15. 118 mg/I at pH7 and 900 mg/1 at 
pH9). a low experimentally-derived 
v jpof pressure (141 X 10 * Uirr), and a 
me«*ured log octanol/water partition 
cotTfi cient of 2.42 (Ref. 2|. which 
indicates that MBT will partition mainly 
to water. Because of MBTs moderate 
partition coefficient it is not expected to 
L oncentrote significantly. A 
b.•concentration factor of 25 has been 
estimated (Ref. 29). Measured 
adsorption to soil or sediment appears 
U> be only moderate (Ref. 06). 

Under environmental conditions. MBT 
is nut susceptible to hydrolysis. High pi 1 
is required to hydrolyze MBT. It has 
\y m demonstrated that MBT photolyzes 
in pure water and water containing 
dissolved humic acids fRef. 87). 

However, no environmentally relevant 
photolysis rate data in aqueous media, 
and particularly in aquatic humic media, 
are available on MBT to determine its 
cm ironmentol fate. 

Limited evidence of biodegradation is 
available MBT is oxidized by mixed 
cultures and sludge microorganisms 
(Tel 89). MBT was found to be 
degradation-resistant (less than 30 
percent of theoretical BOD in 2 weeks) 
with activated sludge inoculum (Ref. 70). 
No degradation was seen after 30 days 
liring a COD method, and only 2 percent 
of maximum CO* evolution was found 
uuiicuting that MBT was essentially 
i J^gradable under the conditions of 
experiment fRef. 71). It has been 
reported that MBT, MBTS. and the MBT 
derivative N-cyclohexyl-2-benzoihiatole 
fil vnnmide (CBS) did not support the 
growth of soil microbes (Ref 65). 

1 he Agency has found that there are 
adequate chemical fate data available to 
pjedict the solubility, volatility, octanol/ 
w riter partition coefficient. 


biocuncentretion, and hydrolysis of 
MBT. The Agency' has found a tack of 
data on the aquatic biodegradation and 
chemical mobility of MBT. and 
insufficient information to characterize 
the aqueous photolysis of MBT. 

III. Findings 

A. Environmental Effects and Chemical 
Fate 

EPA is basing its proposed 
environmental effects and chemical fate 
testing for MBT on the authority of 
sections 4(a)(1) (A) and (B) of TSCA. 

EPA has found that MBT is produced 
in substantial quantities* This finding 
takes into account TSCA section 8(a) 
information that was submitted by the 
manufacturers of MBT, the indirect 
production of MBT as a result of the 
breakdown of MBT-derived accelerators 
during vulcanization, and the 1983 sales 
volume of MBT. which was reported by 
the US1TC to be 5.996,000 pounds. EPA 
also finds that there may be substantial 
release of MBT to the environment. This 
finding considers TSCA section 8(a) 
release data submitted by the 
manufacturers of MBT. release from 
processing, release from disposal 
release from coolants, and EPA's 
estimate that 1,080.000 pounds of MBT 
may be lost to the environment annually 
through both direct and indirect 
discharges. MBT release is also 
expected to occur as a result of the 
break-down of MBT-derived 
accelerators in discarded rubber 
products. 

EPA has concluded that the 
manufacture, processing, use. and 
disposal of Miff may present an 
unreasonable risk of injury to organisms 
in the aquatic environment EPA is 
basing this finding on acute toxicity data 
that are less than 1.000-fold greater than 
the predicted environmental 
concentration. The criterion of l.OOOx is 
the uncertainty factor used to relate 
acute toxicity and predicted 
environmental concentrations. It is a 
product of three uncertainty factors: (1) 

A factor for extrapolating from an 
insensitive to sensitive species for acute 
toxicity. (2) a factor for extrapolating 
from acute to chronic toxicity, and (3) a 
factor for extrapolating from chronic 
laboratory* toxicity to field or in situ 
toxicity. The existing acute toxicity data 
show a decrease in LCw> values over 
time. These data indicate that chronic 
effects may present an unreasonable 
risk at considerably lower 
concentrations. EPA believes that 
chronic effects may occur at the 
predicted environmental concentrations. 

EPA has found no data on the chronic 
effects of MBT on fish and aquatic 


invertebrates. EPA has also concluded 
that the data are inadequate to 
reasonably predict the persistence and 
mobility of MBT once it is released into 
the environment. Therefore, EPA has 
concluded that available data are 
inadequate to reasonably determine or 
predict the chronic effects on fish and 
aquatic invertebrates from the 
manufacture, processing, use, and 
disposal of MOT, nor can the data 
predict the persistence and mobility of 
MBT released from such activities. EPA 
had concluded that testing is necessary 
to develop such data. 

The Agency finds that sufficient data 
are available In the published literature 
to satisfy the ITC's recommendation that 
the dissociation constant be determined. 
Two experimentally-derived values 
have been found in the literature and 
indicate that the dissociation constant is 
8.93 (Ref. 29). 

After reviewing and evaluating the 
existing aquatic toxicity data for MOT, 
EPA has determined that there are 
sufficient data available to reasonably 
predict the acute toxicity of MBT to fish, 
aquatic invertebrates, and plants. MBT 
has been shown to exert a high acute 
toxicity in rainbow trout with a 96-hour 
LG* of 0.73 mg/I. Daphnkt magna has 
been shown to have a 48-hour LCm 
value of 4.1 mg/1, and Selenastrum 
capncomutum has a 96-hour EGx> of 290 
mg/I. Therefore, EPA is not requiring 
any additional acute toxicity tests at 
this time- Should the existing data and 
the chronic testing proposed in the rule 
provide results indicating a high priority 
for control of aquatic concentrations of 
MBT under the Clean Water Act, EPA 
may at that time propose additional 
acute and/or chronic testing to establish 
water quality criteria pursuant to 
Section 304(a)(1) of the Clean Water 
Act. 

The Agency has no evidence of 
substantial exposure of terrestrial plants 
along the roadside to MBT from tire 
dust: therefore, the Agency at this time 
is not proposing any acute or chronic 
toxicity testing for terrestrial plants. 

B. Human Health Effects 

EPA is basing its proposed health 
effects testing for MBT on the authority 
of TSCA section 4(e)(lKB). EPA finds 
that MBT is produced in substantial 
quantities. EPA also finds that there 
may be substantial human exposure to 
MBT. The National Occupational 
Hazard Survey (NOHS) conducted in 
1972-1974 estimates that as many as 
558,893 people in the chemical industry 
may be exposed to MBT. The National 
Occupational Exposure Survey (NOES) 
data base estimates that 2.398 workers 
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(of whom 119 are female) are exposed to 
MBT. A substantial number of 
consumers also may be exposed to MBT 
as a result of its presence in finished 
rubber products. 

EPA finds that there is or will be 
sufficient data available to reasonably 
determine or predict the acute effects, 
chronic effects, oncogenic effects, and 
gene mutation effects of exposure to 
MBT. EPA finds that there are 
insufficient data available to reasonably 
determine or predict the effects of the 
manufacture, processing, use and 
disposal of MBT in the areas of 
metabolism, developmental toxicity, 
reproductive toxicity, chromosomal 
aberrations, and neurotoxicity. EPA 
finds that testing of MBT is necessary to 
develop such data. 

IV. Proposed Rule 

A. Proposed Testing and Test Standards 

The Agency is proposing that testing 
be conducted in accordance with 
specific test guidelines set forth in Title 
40 of the Code of Federal Regulations as 
enumerated below. Test methods under 
new Parts 796, 797. and 798 were 
published in the Federal Register of 
September 27, 1985 (50 FR 39252). 

On the basis of the findings presented 
above for chemical fate testing, the 
Agency is proposing that MBT be tested 
for (1) Biodegradation using the test 
specified in { 796.3100 of this chapter. 

(2) indirect photolysis screening using 
the test specified in § 798.3765 of this 
chapter, as appears in the proposed rule 
for phenylene-diamines. a copy of which 
is in the docket of this rule for MBT; and 

(3) chemical mobility using the test 
specified in { 796.2750 of this chapter. 

On the basis of the findings presented 
above for environmental effects testing, 
the Agency is proposing that chronic 
toxicity testing of MBT shall be 
conducted on (1) rainbow trout [Salmo 
gairdneri) using the test specified in 
5 797.1000 of this chapter, and (2) 
Daphnia magna using the test specified 
In S 797.1330 of this chapter. 

On the basis of the findings presented 
above for health effects testing, the 
Agency is proposing that MBT be tested 
for: (1) Oral and dermal 
pharmacokinetics using the test 
specified in $ 796.7470 of this chapter 
(2) developmental toxicity using the test 
specified i 798.4900 of this chapter (3) 
reproductive toxicity using the test 
specified in { 798.4700 of this chapter 
and (4) neurotoxicity using the tests 
specified in S S 79&6050, 79&6200, and 
798.6400 of this chapter. 

To assess the potential for MBT to 
cause chromosomal aberrations, the 
Agency is proposing that in vitro 


cytogenetic assays be conducted on 
MBr as specified in $ 798.5375 of this 
chapter. Unless the results of the in vitro 
test are negative, a dominant-lethal 
assay will be required using the 
procedures specified in 5 798.5450 of this 
chapter. A positive result in the 
dominant-lethal assay will trigger a 
heritable translocation assay using the 
procedures specified in $ 798.5460 of this 
chapter. If the in vitro cytogenetics 
assay is negative, on in vivo bone 
marrow assay using procedures 
specified in § 798 5385 of this chapter 
will be required. Should the in vivo bone 
marrow test results prove negative, no 
further chromosomal aberrations testing 
would be required. A non-negative 
result in the in vivo bone marrow test 
would trigger the dominant-lethal assay. 
Again, if the dominant-lethal test is 
positive a heritable translocation sssay 
shall be conducted. If the dominant- 
lethal test is negative, no further 
chromosomal aberrations testing will be 
required for MB!'. 

If the results of the dominant-lethal 
assay are positive. EPA will hold a 
public program review prior to initiating 
the heritable translocation assay. Public 
participation in this program review* will 
be in the form of written public 
comments or a public meeting. Request 
for public comments or notification of a 
public meeting will be published in the 
Federal Register. Should EPA determine, 
based on the available weight of 
evidence, that proceeding to the 
heritable translocation test is no longer 
warranted, the Agency would propose to 
repeal that test requirement and, after 
public comment, issue a final 
amendment to rescind the requirement. 

For a more detailed discussion 
concerning mutagenicity-tiered testing 
and public program review procedures 
see EPA’s final test rule for the C9 
aromatic hydrocarbon fraction 
published in the Federal Register of May 
17. 1985 (50 FR 20682). 

The Agency is proposing that the 
above-referenced TSCA chemical fate, 
environmental effects, and health effects 
test guidelines be employed as the test 
standards for the purposes of the 
proposed tests for MBT. 

Tne TSCA test guidelines for chemical 
fate, aquatic toxicity, and health effect 
testing specify generally accepted 
minimal conditions for determining the 
fate, aquatic toxidties, and health 
effects for substances like MBT to which 
humans and the environment are 
expected to be exposed. The Agency's 
review of the TSCA Test Guidelines, 
which occurs on a yearly basis 
according to the process described at 47 
FR 41857 (September 22,1982), has 
found no reason to conclude that these 


protocols need to be modified 
significantly. 

EPA intends to propose shortly in n 
separate Federal Register notice certain 
revisions to these TSCA Test Guidelines 
to provide more explicit guidance on the 
necessary minimum elements for each 
study. In addition, these revisions will 
avoid repetitive chemical-by-chemical 
changes to the guidelines in their 
adoption as test standards for chemical- 
specific test rules. EPA is proposing that 
these modifications be adopted in the 
test standards for MBT. 

B Test Substance 

EPA is proposing that MBT of at least 
98 percent purity be used as the test 
substance. EPA has specified a 
relatively pure substance for testing 
because the Agency is interested in 
evaluating the effects attributable to 
MBT itself. MBT of at least 98 percent 
purity is commerically available. 

C. Persons Required to Test 

Section 4(b)(3)(B) specifies that the 
activities for which the Agency makes 
section 4(a) findings (manufacture, 
processing, distribution, use. and/or 
disposal) determine who bears the 
responsibility for testing. Manufacturers 
are required to test if the findings are 
based on manufacturing ("manufacture " 
is defined in section 3(7) of TSCA to 
include "import"). Processors are 
required to test if the findings are based 
on processing. Both manufacturers and 
processors arc required to test if the 
findings are based on distribution, use. 
or disposal. 

Because EPA has found that there an* 
insufficient data and experience to 
reasonably determine or predict the 
effects of the manufacture, processing, 
use. and disposal of MBT on human 
health or the environment. EPA is 
proposing that persons who 
manufacture and/or process, or who 
intend to manufacture and/or process. 
MBT at any time from the effective date 
of the final test rule to the end of the 
reimbursement period be subject to the 
testing requirements contained in this 
proposed rule. The end of the 
reimbursement period for this rule will 
be 5 years after the last final report is 
submitted. 

Because TSCA contains provisions to 
avoid duplicative testing, not every 
person subject to this rule must 
individually conduct testing. Section 
4(b)(3)(A) of TSCA provides that EPA 
may permit two or more manufacturer s 
or processors who are subject to the rule 
to designate one such person or a 
qualified third person to conduct Iha 
tests and submit data on their behalf 
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Section 4{c) provide* that any person 
required to test may apply to EPA for an 
exemption from the requirement. EPA 
promulgated procedures for applying for 
i SCA section 4(c) exemptions in 40 CFR 
Port 790 

When l)oth manufacturers and 
processors are subject to a test rule, 

EPA expects that manufacturers will 
conduct the testing and that processors 
will ordinarily be exempted from testing, 
A* described in 40 CFR Part 790, 
]i;ocessors will be granted an exemption 
automatically without filing applications 
if manufacturers perform all of the 
required testing. Manufacturers are 
required to submit either a letter of 
intent to perform testing or an 
exemption application within 30 days 
after the effective date of the test rule. 

EPA is not proposing to require the 
su bmission of equivalence data as a 
condition for exemption from the 
imposed testing for MBT. As noted in 
Unit 1V.B above, EPA is interested in 
evaluating the effects attributable to 
MBT itself and has specified a highly 
pure substance for testing. 

Manufacturers and processors subject 
to this test rule must comply with the 
test rule development and exemption 
procedures in 40 CFR Part 790 for single- 
phase rulemaking. 

0 Imparting Requirements 

EPA is proposing that all duta 
developed under this rule be reported in 
accordance with its TSCA Good 
Laboratory Practice (CLP) standards, 
which appear in 40 CFR Part 792. 

In accordance with 40 CFR Part 790 
under single-phase rulemaking 
procedures, test sponsors are required to 
submit individual study plans at least 30 
days prior to the initiation of each study. 

EPA is required by TSCA section 
4tb)(l)(C) to specify the time period 
luring which persons subject to a test 
rule must submit test data. The Agency 
is proposing specific reporting 
requirements for each of the proposed 
tests as follows: 

t. The photolysis, chemical mobility, 
pharmacokinetics, developmental 
toxicity, neurotoxicity, and chronic 
aquatic vertebrate and invertebrate 
toxicity tests shall be completed and the 
final results submitted to the Agency 
within 1 year of the effective date of the 
final test rule. Quarterly progress 
reports shall be required. 

2 . Thcjreproductive toxicity testing 
shall be completed and the final results 
submitted to the Agency within 29 
months of the effective date of the final 
test rule. Quarterly progress reports 
shall be required. 

3. The chromosomal aberration tests 
f r MBT shall be completed and the 


final results submitted to the Agency 
after the effective date of the final rule 
as follows: in vitro cytogenetics, 12 
months; in vivo cytogenetics (bone 
marrow cytogenetics). 12 months: 
dominant lethal assay. 24 months: 
heritable translocation assay. 48 
months. There will be a public program 
review before the heritable 
translocation test is conducted. 

Quarterly progress reports are required 
for all mutogenicity tests. 

TSCA section 14(b) governs Agency 
disclosure of all test data submitted 
pursuant to section 4 of TSCA. Upon 
receipt of data required by this rule, the 
Agency will publish a notice of receipt 
in the Federal Register as required by 
section 4(d). 

Persons who export a chemical 
substance or mixture subject to a 
section 4 test rule are subject to the 
export reporting requirements of section 
12(b) of TSCA. Final regulations 
interpreting the requirements of section 
12(b) are in 40 CFR Part 707 (45 FR 
82844: December 18,1980). In brief, as of 
the effective date of the final test rule, 
an exporter of MBT must report to EPA 
the first annual export or intended 
export of MBT to any one country. EPA 
will notify the foreign country 
concerning the test rule for the chemical. 

E Enforcement Provisions 

The Agency considers failure to 
comply with any aspect of a section 4 
rule to be a violation of section 15 of 
TSCA. Section 15(1) of TSCA makes it 
unlawful for any person to fail or refuse 
to comply with any rule or order issued 
under section 4. Section 15(3) of TSCA 
makes it unlawful for any person to fail 
or refuse to: (1) Establish or maintain 
records: (2) submit reports, notices, or 
other information: or (3) permit access to 
or copying of records required by the 
Act or any regulation or rule issued 
under TSCA. 

.Additionally. TSCA section 15(4) 
makes it unlawful for any person to fail 
or refuse to permit entry or inspection as 
required by section 11. Section 11 
applies to any "establishment, facility, 
or other premises in which chemical 
substances or mixtures Bre 
manufactured, processed, stored, or held 
before or after their distribution In 
commerce * * V’ The Agency considers 
a testing facility to be a place where the 
chemical is held or stored and. 
therefore, subject to inspection. 
Laboratory inspections and data audits 
will be conducted periodically in 
accordance with the authority and 
procedures outlined in TSCA section 11 
by duly designated representatives of 
the EPA for the purpose of determining 
compliance with any final rule for MBT. 
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These inspections may be conducted for 
purposes which include verification that 
testing has begun, that schedules are 
being met. that reports accurately reflect 
the underlying raw data and 
interpretations and evaluations, and to 
determine compliance with TSCA CLP 
standards and the test standards 
established in the rule. 

EPA's authority to inspect a testing 
facility also derives from section 4(b)(1) 
of the TSCA, which directs EPA to 
promulgate standards for the 
development of test data. These 
standards are defined in section 3(12)(B) 
of TSCA to include those requirements 
necessary to assure that data developed 
under testing rules are reliable and 
adequate, and to include such other 
requirements as are necessary to 
provide such assurance. The Agency 
maintains that laboratory inspections 
are necessary to provide this assurance. 

Violators of TSCA are subject to 
criminal and civil liability. Persons who 
submit materially misleading or false 
information in connection with the 
requirement of any provision of this rule 
may be subject to penalties which may 
be calculated as if they never submitted 
their data. Under the penalty provision 
of section 16 of TSCA, any person who 
violates section 15 could be subject to a 
civil penalty of up to $25,000 for each 
violation with each day of operation in 
violation constituting a separate 
violation. This provision would be 
applicable primarily to manufacturers or 
processors that fail to submit a letter of 
intent or an exemption request and that 
continue manufacturing or processing 
after the deadlines for such submissions. 
Knowing or willful violations could lead 
to the imposition of criminal penalties of 
up to $25,000 for each day of violation 
and imprisonment for up to 1 year. In 
determining the amount of penalty, EPA 
will take into account the seriousness of 
the violation and the degree of 
culpability of the violator as well as all 
the other factors listed in section 18. 
Other remedies are available to EPA 
under section 17 of TSCA, such as 
seeking an injunction to restrain 
violations of TSCA section 4. 

Individuals as well as corporations 
could be subject to enforcement actions. 
Section 15 and 16 of TSCA apply to "any 
person" who violates various provisions 
of TSCA. EPA may. at its discretion, 
proceed against individuals as well as * 
companies. In particular, this includes 
individuals who report false information 
or who cause it to be reported. In 
addition, the submission of false, 
fictitious, or fraudulent statements is a 
violation under 18 U.S.C. 1001. 
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V.Issues 

This proposed rule identifies various 
test guidelines as test standards for 
health and environmental effects testing 
and chemical fate testing of MBT. The 
Agency is soliciting comments as to 
whether these heath and environmental 
effects and chemical fate test guidelines 
are appropriate and applicable for the 
testing of MBT. Also regarding the 
testing of MBT. the Agency requests 
comments on the adequacy of this 
testing and the reporting times for the 
identified health and environmental 
effects and chemical fate tests. 

VL Economic Analysis of Proposed Rule 

To assess the economic impact of this 
rule. EPA has prepared an economic 
analysis that evaluates the potential for 
significant economic impacts on the 
industry as a result of the required 
testing. The economic analysis estimates 
the costs of conducting the required 
testing and evaluates the potential for 
significant adverse economic impact as 
a result of these test costs by examining 
four market characteristics of MBT: (1) 
Price sensitivity of demand. (2) industry 
cost characteristics. (3) industry 
structure, and (4) market expectations. 

Total testing costs for the proposed 
rule for MBT are estimated to range 
from $246,785 to $596,630. The 
annualized test costs (using a cost of 
capital of 25 percent over a period of 15 
years) range from $83,946 to $154,856, 
Based on an estimated 1984 production 
volume of 47.3 million pounds (Ref. 24). 
the unit test costs range from 0.001 to 
0.003 dollar per pound. Relative to a 
current list price of $1.55 per pound for 
MBT. these costs are equivalent to 0.09 
to 0.21 percent of price. 

Based on these costs and the market 
characteristics of MBT, the economic 
analysis indicates that the potential for 
significant adverse economic impact as 
a result of this test rule is low. This 
conclusion is based on the following 
observations: 

1- The annual unit cost of the testing 
required in this rule is very low; 

2. Demand for MBT appears relatively 
inelastic due to its dominant use as an 
intermediate in the manufacture of the 
disulfide, salts, and sulfenamides of 
MBT; and 

3. The market expectations of MBT 
are optimistic. 

VII. Availability of Test Facilities and 
Personnel 

Section 4(b)(1) of TSCA requires EPA 
to consider '‘the reasonably foreseeable 
availability of the facilities and 
personnel needed to perform the testing 
required under the rule." Therefore, EPA 


conducted a study to assess the 
availability of test facilities and 
personnel to handle the additional 
demand for testing services created by 
section 4 test rules. Copies of the study. 
Chemical Testing Industry: Profile of 
Toxicological Testing, can be obtained 
through the National Technical 
Information Service (NT1S), Springfield, 
VA (PB 82-140773). On the basis of this 
study, the Agency believes that there 
will be available test facilities and 
personnel to perform the testing in this 
proposed rule. 

VIII. Public Meetings 

If persons indicate to EPA that they 
wish to present oral comments on this 
proposed rule to EPA officials who are 
directly responsible for developing the 
rule and supporting analyses. EPA will 
hold a public meeting subsequent to the 
close of the public comment period in 
Washington. D.C, Persons who wish to 
attend or to present comments at the 
meeting should call the TSCA 
Assistance Office (TAO): Toll Free: 
(800-424-9065); in Washington. D.C: 
(554-1404); Outside the U.S.A.: 

(Operator—202-554-1404), by December 
23,1985. A meeting will not be held if 
members of the public do not indicate 
that they wish to make oral 
presentations. While the meeting will be 
open to the public, active participation 
will be limited to those persons who 
arranged to present comments and to 
designated EPA participants. Attendees 
should call the TAO before making 
travel plans to verify whether a meeting 
will be held. 

Should a meeting be held, the Agency 
will transcribe the meeting and include 
the written transcript in the public 
record. Participants are invited, but not 
required, to submit copies of their 
statements prior to or on the day of the 
meeting. All such written materials will 
become part of EPA's record for this 
rulemaking. 

IX. Public Record 

EPA has established a record for this 
rulemaking, (docket number OPTS- 
42073). This record contains the basic 
information considered by the Agency in 
developing this proposal and 
appropriate Federal Register notices. 

The Agency will supplement this record 
with additional relevant information as 
it is received. 

This record includes the following 
information: 

A. Supporting Documentation 

(1) Federal Register notices pertaining to 
this rule consisting of: 

(a) Notice containing the ITC designation 
of MBT to the Priority List 


(b) Rules requiring TSCA section 8(a) and 
(d) reporting on MBT. 

(c) Notice containing the TSCA test 
guidelines cited as test standards for this 
rule. 

(2) Support document consisting of MBT 
economic analysis. 

(3) Communications before proposal 
consisting of: 

(a) Written public comments and letters. 

(b) Contact reports of telephone 
conversations. 

(c) Meeting summaries. 

(4) Reports—published and unpubtished 
(actual materials. 
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Confidential Business Information 
(CB1), while part of the record, is not 
available for public review, A public 
version of the record, from which CBI 
has been deleted, is available for 
inspection in the OPTS Reading Rm. E- 
107, 401 M St, SVV., Washington, D.C., 
from 8 a.m. to 4 p.m.. Monday through 
Friday, except legal holidays. 

X. Other Regulatory Requirements 

A. Executive Order 22291 

Under Executive Order 12291, EPA 
must judge whether a regulation is 
“Major” and therefore subject to the 
requirement of a Regulatory Inpact 
Analysis. EPA has determined that this 
test rule Is not major because it does not 
meet any of the criteria set forth in 


section 1(b) of the Order, i.e., it will not 
have an annual effect on the economy of 
at least $100 million, will not cause a 
major increase in prices, and will not 
have a significant adverse effect on 
competition or the ability of U.S. 
enterprises to compete with foreign 
enterprises. 

This proposed regulation was 
submitted to the Office of Management 
and Budget (OMB) for review a9 
required by Executive Order 12291. Any 
comments from OMB to EPA. and EPA 
response to those comments, are 
included in the rulemaking record. 

A Regulatory Flexibility Act 

Under the Regulatory Fexibility Act 
(15 U.S.C.G01 et seq., Pub. L.96-354, 
September 19.1980). EPA is certifying 
that this test rule, if promulated. will not 
have a significant impact on a 
substantial number of small businesses 
because: (1) They are not expected to 
perform testing themselves, or to 
participate in the organization of the 
testing effort; (2) they will experience 
only very minor costs, if any, in securing 
exemption from testing requirements; 
and (3) they are unlikely to be affected 
by reimbursement requirements. 

C. Paperwork Reduction Act • 

The information collection 
requirements contained in this rule have 
been approved by the Office of 
Management and Budget (OMB) under 
the provisions of the Paperwork 
Reduction Act of 1980, 44 U.S.C. 3501 et 
seq.. and have been assigned OMB 
number 2070-0033. Comments on these 
requirements should be submitted to the 
Office of Information and Regulatory 
Affairs of OMB marked "Attention: 

Desk Officer for EPA." The final rule 
package will respond to any OMB or 
public comments of the information 
collection requirements. 

List of Subjects in 40 CFR Parts 798 and 
799 

Testing, Environmental protection. 
Hazardous substances. Chemicals, 
Recordkeeping and recording 
requirements. 

Dated: October 24.1985 
|. S. Moore, 

Assistant Administrator for Pesticides and 
Toxic Substances . 

Therefore, it is proposed that 
Subchapter R of Chapter 1 of Title 40 of 
the Code of Federal Regulations be 
amended os follows: 

PART 798—(AMENDED) 

1. Part 798 is amended as follows: 

a. The authority citation continues to 
read as follows: 


Authority: 15 U S C 2603. 

b. New { 798.7470 is added to read as 
follows: 

§798.7470 Oral and dermal 
pharmacokinetics. 

(a) Purpose. The purpose of these 
studies is to: 

(1) Determine the bioavailability of 
the test substance after dermal or oral 
administration; 

(2) Ascertain whether the metabolites 
of the test substance are similar after 
dermal and oral administration; and 

(3) Examine the effects of a repeated 
dosing regimen on the metabolism of the 
test substance. 

(b) Definitions. (1) Pharmacokinetics U 
the study of the kinetics of absorption, 
distribution, metabolism, and excretion 
of the test chemical in an animal. 

(2) Bioavailability refers to the rate 
and relative amount of administered test 
chemical which reaches the systemic 
circulation. 

(c) Test procedures —(1) Animal 
selection-—{i] Species. The rat shall be 
used for pharmacokinetics testing 
because it has been used extensively for 
absorption, metabolism, and 
toxicological studies. For dermal 
penetration studies, the female guinea 
pig shall also be used to provide 
additional information on dermal 
absorption. 

(ii) Animal strains. Adult male and 
female Fischer 344 rats and female 
Hartley guinea pigs shall be used. At 7 
to 9 weeks of age. the male rats should 
weight 125 to 175 g and the female rats 
110 to 150 g. The female guinea pigs, 5 to 
7 weeks old. shall weigh between 400 
and 500 g. The animals should be 
purchased from a reputable dealer and 
shall be identified with ear tags upon 
arrival. The animals shall be selected at 
random for the testing groups. Animals 
showing signs of ill health shall not be 
used. 

(iii) Animal care. (A) Animal care and 
housing should be in accordance with 
DHEW Publication No. (NIH)-7-23, 

1978, "Guidelines for the Care and Use 
of Laboratory Animals." 

(B) The animals should be housed in 
environmentally controlled rooms with 
10 to 15 air changes per hour. The rooms 
shall be maintained at a temperture of 
25 ± 2 # C and humidity of 50 ± 10 
percent with a 12-hour light/dark cycle 
per day. The rats shall be kept in a 
quarantine facility for at least 7 days 
prior to use. 

(C) During the acclimatization period, 
the rats and guinea pigs should be 
housed in suitable cage9 on hardwood 
chip bedding. All animals shall be 
provided with certified feed and tap 
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water ad libitum . The guinea pig diet 
shall be supplemented with adequate 
amounts of ascorbic acid in the drinking 
water. 

( 2 ) Administration of test substance— 

(i) Test compound These studies require 
the use of both nonradioactive test 
substance and radio-labeled test 
substance. 

(ii) Dosage and treatment —(A) Two 
doses shall be used in the study, a "low" 
dose and a “high” dose. When 
administered orally, the “high” dose 
level should ideally induce some overt 
toxidty, such as weight loss. The “low” 
dose level should not induce observable 
i ffects attributable to the test substance, 
if feasible, the same “high” and "low" 
doses shall be administered orally and 
dermally. 

(B) Oral dosing shall be accomplished 
by gavage or capsule. 

(C) For dermal treatment, the doses 
shall be administered in a suitable 
vehicle and applied at a volume 
adequate to deliver the prescribed 
doses. The backs of the animals should 
be lightly shaved with an electric clipper 
24 hours before treatment. The dose 
shall be applied with a micropipette on 

a specific area (2 cm * for rats. 5 cm for 
guinea, pigs, or at least 10% of body 
surface) of the intact shaven skin. The 
dosed areas shall be occluded with a 
suitable patch which is secured in place. 

(ill) Washing efficiency study. Before 
initiation of the dermal absorption 
studies described in paragraphs 
(c){2)(iv) (A)(2) and (B) of this section, 
an initial washing efficiency experiment 
shall be conducted to assess the 
removal of the applied test compound 
by washing the exposed skin area with 
soap and water or organic solvents. Four 
rats and 4 guinea pigs shall be lightly 
anesthetized and then the test 
compound applied at the low dose level 
to a specific area. After application (5 to 
10 minutes), the areas shall be washed 
with soap and water (2 rats, 2 guinea 
pigs) or appropriate solvent (2 rats, 2 
guinea pigs), then housed in individual 
cages for excreta collection. Urine and 
feces shall be collected at least once 
following dosing. The amount recovered 
shall be determined to assess efficacy of 
the test compound removal by washing 
of the skin. 

(iv) Determination of 
pharmacokinetics —(A) Rat studies. 
Each experimental group shall contain 
at least four animals of each sex for a 
total of at least eight rats. 

(1) Oral studies, (i) Group A shall be 
dosed once orally with the low dose of 
the test compound. 

(//) Group B shall be dosed once 
orally with the high dose of the test 
compound. 


(i/r) For the oral studies, the animals 
shall be placed in individual metabolic 
cages to facilitate collection of urine and 
feces at 8, 24. 48. 72 and 96 hours 
following administration. The cages 
shall be cleaned at each time period to 
collect any metabolites that might 
adhere to the metabolic cages. 

(2) Derma! studies, (i) Group C shall 
be dosed once dermally with the low 
dose of the test compound. 

(ii) Group D shall De dosed once 
dermally with the high dose of the test 
compound. 

(Hi) For the dermal studies, the test 
compound shall be kept on the skin for a 
minimum of 6 hours, or as determined 
by the adsorption properties of the 
compound. After application, each 
animal shall be placed in a separate 
metabolic cage tor excreta collection. 
Urine and feces shall be collected at 8, 
24, 48, 72, and 98 hours. At the time of 
removal of the patch, the occluded area 
shall be washed, with an appropriate 
solvent, to remove any test compound 
that may be on the skin surface. At the 
termination of the experiments, each 
animal shall be sacrificed and the 
exposed skin area removed. The skin (or 
an appropriate section) shall be 
solubilized and assayed for 
radioactivity to ascertain if the skin acts 
as a reservoir for the test compound. 

(B) Guinea pig studies . The studies 
conducted on groups C and D as 
specified in paragraph (c)(2)(iv)(A) (2) of 
this section shall be repeated using 
female guinea pigs. Each group shall 
contain at least four female guinea pigs. 

(v) Repeated dosing study. Group E 
(four rats, two of each sex) shall receive 
a series of single daily oral doses of 
nonradioactive test compound over a 
period of at least 14 days, followed at 24 
hours after the last dose by a single oral 
dose of radio-labeled test compound. 
Each dose shall to be at the low dose 
level. 

(3) Observation of animals — (i) 
Bioavailability— 1 The levels of 
radioisotope shall be determined in 
whole blood, blood plasma or blood 
serum at 8, 24.48, 72. and 96 hours after 
dosing rats as specified in paragraphs 
(c)(2)(iv)(A) and (v) of this section and 
guinea pigs as specified in paragraph 
(c)(2)(iv)(B) of this section. Four animals 
from each group shall be used for this 
purpose. 

(ii) Urinary and fecal excretion. The 
quantities of radioisotope excreted in 
the urine and feces by rats dosed as 
specified in paragraphs (c)(2)(iv)(A) and 
(v) of this section and guinea pigs dosed 
as specified in paragraph (c)(2)(iv)(B) of 
this section shall be determined at 8, 24. 
48.72 and 96 hours after dosing, and if 
necessary, daily thereafter until at least 


90 percent of the applied dose has been 
excreted or until 7 days after dosing 
(whichever occurs first). Four animals 
from each group shall be used for these 
analyses. 

(iii) Biotransformation after oral and 
derma! dosing. Appropriate qualitative 
and quantitative methods shall be used 
to assay urine and fecale speciments 
collected from rats dosed as specified in 
paragraph (c)(2)(iv)(A) of this section. 
Efforts shall be made to identify any 
metabolite which comprises 10 percent 
or more of the dose excreted. 

(iv) Changes in biotransformalion. 
Appropriate qualitative and quantitative 
assay methodology shall be used to 
compare the composition of radio- 
labeled compounds in excreta (collected 
at 24 and 48 hours after dosing) from 
rats dosed as specified in paragraph 
(c)(2)(iv)(A)(7)(/) of this section with 
those in the excreta (collected at 24 and 
48 hours after the radio-labeled dose) 
from rats in the repeated-dose study as 
specified in paragraph (c)(2)(v) of this 
section. 

(d) Data and reporting — (1) 

Treatment of results. Data shall be 
summarized in tabular form. 

(2) Evaluation of results. All observed 
results, quantitative or incidental, shall 
be evaluated by an appropriate 
statistical method. 

(3) Test report In addition to the 
reporting requirements as specified in 
the EPA Good Laboratory Practice 
Standards (Subpart J, Part 792 of this 
chapter) the following specific 
information shall be reported: 

(i) Species and strains of laboratory 
animals; 

(ii) Information on the degree (i.e.. 
specific activity for a radiolabel) and 
site(s) of labeling of the test substance; 

(iii) A full description of the 
sensitivity and precision of all 
procedures used to produce the data; 

(iv) Percentage absorption of radio- 
labeled test compound after oral and 
dermal exposures to rats and fermal 
exposure to guinea pigs. 

(v) Quantity of isotope, together with 
percent recovery of administered dose 
in feces, urine, blood and skin and skin 
washings (dermal study only for last 
two portions) of rats and quinea pigs. 

(vi) Quantity and distribution of radio- 
labeled test compound in various 
tissues, including bone, brain, fat. 
gonads, heart, kidney, liver, lung, 
muscle, spleen, and in residual carcass, 
of rats. 

(vii) Biotransformation pathways and 
quantities of test substance and 
metabolites in excreta collected after 
administering single high and low oral 
and dermal doses to rats; 
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(viii) Biotransformation pathways and 
quantities of test substance and 
metabolites in excreta collected after 
administering repeated low doses of test 
compound to rats. 

PART 799—{AMENDED] 

2.40 CFR Part 799 is amended as 
follows: 

a. The authority citation continues to 
read as follows: 

Authority: 15 US.C. 2603. 2611. 2625 

b. New 5 799-2475 is added to read as 
follows; 

} 799-2475 Mercaptobenrothiaiole. 

(a) Identification of test substance. (1) 
2-Mercaptobenzolhiazole (CAS No. 149- 
30-4) (hereinafter HBT) shall be 
tested in accordance with this section. 

(2) MBT of at least 98 percent purity 
shall be used as the test substance. 

(b) Persons required to submit study 
plans, conduct tests, and submit data. 

All persons who manufacture (import) 
or process MBT other than as an 
impurity after the effective date of this 
rule (December 19.1985) to the end of the 
reimbursement period shall submit 
letters of intent to conduct testing or 
exemption applications, submit study 
plans, conduct tests, and submit data as 
specified in this section. Subpnrt A of 
this Part, and Part 790 for single-phase 
rulemaking. 

(c) Chemical fate testing —(1) Aerobic 
aquatic biodegradation —(i) Required 
testing . Aerobic aquatic biodegradation 
tests shall be conducted with MBT in 
accordance with { 796.3100 of this 
chapter. 

(ii) Reporting requirements. (A) The 

aerobic aquatic biodegradation tests 
shall be completed and the final results 
submitted to the Agency within 1 year of 
the effective date of the final rule. 

(B) Progress reports shall be submitted 
to the Agency quarterly beginning 90 
days after the effective date of the final 
rule. 

(2) Indirect photolysis—screening 
level test— (i) Required testing. The 
indirect photolysis test shall be 
conducted with MBT in accordance with 
S 796.3765 of this chapter. 

(ii) Reporting requirements. (A) The 
indirect photolysis test shall be 
completed and the final results 
submitted to the Agency within 1 year of 
the effective date of the final rule. 

(B) Progress reports shall be submitted 
to the Agency quarterly beginning 90 
days after the effective date of the final 
rule. 

(3) Chemical mobility —(i) Required 
testing. The chemical mobility test shall 
be conducted with MBT in accordance 
with § 796.2750 of this chapter. 


(ii) Reporting requirements. (A) The 
chemical mobility test shall be 
completed and the final results 
submitted to the Agency within 1 year of 
the effective date of the final rule. 

(B) Progress reports shall be submitted 
to the Agency quarterly beginning 90 
days after the effective date of the final 
rule. 

(d) Environmental effects testing — (1) 
Fish chronic toxicity— (i) Required 
testing. (A) Chronic toxicity testing of 
MBT shall be conducted using rainbow 
trout [Salmo gairdneri) in accordance 
with § 797.1600 of this chapter and 
modifications specified in paragraph 
(d)(1)(i)(B) of this section. 

(B) Modifications. The following 
modifications to § 797.1600 of this 
chapter for testing MBT are required. 

(/) Test substance measurement. The 
requirement under $ 797.1800(c)(6)(iv) is 
modified so that test substance 
concentration is also measured in the 
test substance delivery chamber prior to 
beginning, and during, the test. 

[2] pH. The requirement under 

S 797.1600(d)(3) is modified so that a pH 
of 7 is recommended. 

(3) Reporting. The requirement under 
§ 797.1600(e) is modified to include an 
analysis of the stability of the stock 
solution for the duration of the test. 

(ii) Reporting requirements. (A) The 
fish chronic toxicity tests shall be 
completed and the final results 
submitted to the Agency within 1 year of 
the effective date of the final rule. 

(B) Progress reports shall be submitted 
to the Agency quarterly beginning 90 
days after the effective date of the final 
rule. 

(2) Daphnid chronic toxicity—[ i) 
Required testing. (A) A daphnid chronic 
toxicity test shall be conducted with 
MBT using Daphnio mugna in 
accordance with § 797.1330 of this 
chapter and modifications specified in 
paragraph (d)(2)(i)(B) of tins section. 

(B) Modifications. The following 
modifications to { 797.1330 of this 
chapter for testing MBT are required. 

(/) Test substance measurement. The 
requirement under $ 797.1330(d)(3]{ii)(B) 
is modified so that test substance 
concentration is also measured in die 
test substance delivery chamber prior to 
beginning, and during, the test. 

[2) pH. The requirement under 

S 797.1330 (d)(3) is modified so that a pH 
of 7 is recommended. 

(3) Reporting. The requirement under 
§ 797.1330 (e) is modified to include an 
analysis of the stability of the stock 
solution for the duration of the test. 

(ii) Reporting requirements. (A) 
Daphnid chronic toxidty tests shall be 
completed and the final results 


submitted to the Agency within 1 year of 
the effective date of the final rule. 

(B) Progress reports shall be submitted 
to the Agency quarterly beginning 90 
days after the effective date of the final 
rule. 

(e) Health effects testing — (1) 
Pharmacokinetc testing —(i) Required 
testing. (A) Oral and dermal 
pharmacokinetic tests shall be 
conducted with MBT in accordance with 
{ 798.7470 of this chapter. 

(B) Modifications. (I) The requirement 
under $ 798.7470{c)(2)(!) of this chapter 
for testing MBT is modified so that the 
compound is labeled with '13 in the 
benzothiazole moiety. 

[2] The requirement under 
5 798.7470fc)(2)(ii)(B) of this chapter for 
testing MBT is modified so that the oral 
dosing is accomplished by gavage after 
dissolving the MBT in a suitable vehicle 

(ii) Reporting requirements. (A) The 
pharmacokinetic tests shall be 
completed and the final results 
submitted to the Agency within 1 year of 
the effective date of the final rule. 

(B) Progress report shall be submitted 
to the Agency quarterly beginning 90 
days after the effective date of the final 
rule. 

(2) Developmental toxicity testing —(0 
Required testing. Developmental 
toxicity tests shall be conducted with 
MBT in accordance with §798.4900 of 
this chapter. 

(ii) Reporting requirements . (A) The 
developmental toxicity tests shall be 
completed and the final results 
submitted to the Agency within 1 year of 
the effective date of the final rule. 

(B) Progress reports shall be submitted 
to the Agency quarterly beginning 90 
days after the effective date of the final 
rule. 

(3) Reproductive toxicity—{ i) 
Required testing. Reproductive toxicity 
tests shall be conducted with MBT in 
accordance with { 798.4700 of this 
chapter. 

(ii) Reporting requirements. (A) The 
reproductive tests shall be completed 
and the final results submitted to the 
agency within 29 months of the effective 
date of this final rule. 

(B) Progress reports shall be submitted 
to the Agency quarterly beginning 90 
days after the effective date of the final 
rule. 

(4) Neurotoxicity —(i) Required 
testing. Neurotoxicity tests shall be 
conducted with MBT in accordance with 
§ § 798.6050. 798.6200. and 798-6400 of 
this chapter. 

(ii) Reporting requirements. (A) The 
neurotoxicity tests shall be completed 
and the final results submitted to the 









Federal Register / Vol. 50, No. 215 / Wednesday, November 6, 1985 / Proposed Rules 


46133 


Agency within 1 year of the effective 
date of the final rule. 

(B) Progress reports shall be submitted 
to the Agency quarterly beginning 90 
days after the effective date of the final 
rule. 

(5) Mutagenic effects — Chromosomal 
aberrations —(i) Required testing —(A) 

In vitro cytogenetics. (7) An in vitro 
cytogenetics test shall be conducted 
with MBT in accordance with ( 798.5375 
of this chapter and modification 
specified in paragraph (e)(5)(i)(A)(2) of 
this section. 

[2] Modification. The requirement 
under $ 798.5375 (e)(3) of this chapter for 
testing MBT is modified so that the 
metabolic activation system is to be 
derived from Arodor-induced rat liver 
S-9 preparation. 

(B) In vivo cytogenetics . (7) An in vivo 
cytogenetics test shall be conducted 
with MBT in accordance with 5 798.5385 
of this chapter and modifications 
specified in paragraph (e)(5)(ij(B)(2) of 
this section if MBT produces a negative 
result in the in vitro cytogenetics test 
conducted pursuant to paragraph 
(e)(5)(i)(A) of this section and 
modification specified in paragraph 
(e)(5)(i)(A)(2) of this section. 

(2) Modifications The following 
modifications to S 798.5385 of this 
chapter for testing MBT are required. 

(4 The requirement under 5 798.5385 
(d)(3)(i) is modified so that only mice are 
used as test animals. 

(/7) The requirement under § 798.5385 

(d) (5)(iii) is modified so that the route of 
exposure for MBT is by oral gavage. 

(C) A dominant-lethal assay shall be 
conducted with MBT in accordance with 
{ 798.5450 of this chapter unless MBT 
produces negative results in both the in 
vitro and in vivo cytogenetics tests 
conducted pursuant to paragraphs 

(e) (5)(i)(A) and (B) of this section. 

(D) A heritable translocation assay 
shall be conducted with MBT in 
accordance with the test guideline 
specified in $ 798.5460 of this section if 
MBT produces a positive result in the 
dominant assay conducted pursuant to 
paragraph (e)(5)(i)(C) of this section. 

(ii) Reporting requirements . (A) 
Mutagenic effects—chromosomal 
aberration tests with MBT shall be 
completed and the final results 
submitted to the Agency after the 
effective date of the rule as follows: in 
vitro cytogenetics, 12 months; in vivo 
cytogenetics. 12 months: dominant lethal 
assay. 24 months; heritable 
translocation assay, 48 months. 

(B) Progress reports shall be submitted 
quarterly beginning 90 days from the 
effective date of the rule for all 
mutagenicity tests. 


(Information coHecUon requirements have 
been approved by the Office of Management 
and Budget under control number 2070-0033). 

[FR Doc. 85-20206 Filed 11-5-85: 8:45 amj 
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40 CFR Part 799 

IOPTS-42002C; BH-FRL 2909-4J 

Fluoroalkenes; Proposed Test Rule 

AOencY: Environmental Protection 
Agency (EPA). 
action: Proposed rule. 

summary: This document proposes a 
rule to require testing for certain health 
effects for the fiouroalkenes vinyl 
fluoride (VF: CAS No. 75-02-5), 
vinylidene fluoride (VDF; CAS No. 75- 
38-7), hexafluoropropene (HFP; CAS No. 
116-15-4) and tetrailuoroethene (TFE; 
CAS No. 116-14-3). This proposed 
testing consists of reproductive effects 
testing for VDF, subchronic toxicity 
testing for HFP, chronic oncogenicity 
bioassays for VF and VDF. tiered 
mutagenicity testing for VF, VDF, HFP, 
and TFE and. depending on the outcome 
of the mutagenicity testing, chronic 
oncogenicity bioassays for HFP and 
TFE. Interested persons are invited to 
comment on this proposal. 
date: Comments must be submitted by 
January 6,1986. 

address: Submit written comments, 
identified by the document control 
number (OPTS-420G2CJ, in triplicate to: 
TSCA Public Information Office (TS- 
783). Office of Pesticides and Toxic 
Substances. Environmental Protection 
Agency, room E-108, 401 M Street SW.. 
Washington. DC 20460. 

FOR FURTHER INFORMATION CONTACT: 
Edward A. Klein, Director, TSCA 
Assistance Office (TS-799), Office of 
Toxic Substances, Environmental 
Protection Agency, room E-543,401 M 
Street SW.. Washington, DC 20460. Toll 
Free: (800-424-9065). In Washington. 
D.C.: (554-1404). Outside the USA: 
(Operator-2G2-554-1404). 

SUPPLEMENTARY INFORMATION: EPA is 
issuing a proposed rule to require health 
effects testing of vinylidene fluoride, 
vinyl fluoride, hexafluoropropene, and 
tetrafiuoroethene. 

/. Introduction 

A . ITC Recommendation and EPA s 
Previous Actions 

TSCA (Pub. L 94-469. 90 Stat. 2003 et 
seq.: 15 U.S.C. 2601 et seq ) established 
an Interagency Testing Committee (ITC) 
under section 4(e) to recommend to the 
EPA a list of chemicals to be considered 


for the promulgation of test rules under 
section 4(a) of the Act. 

The ITC designated the chemical 
category "fluoroalkenes" for priority 
testing consideration in its Seventh 
Report, published in the Federal Register 
of November 25,1980 (45 FR 78432). The 
ITC recommended testing for the health 
effects of oncogenicity, mutagenicity, 
teratogenicity, reproductive and other 
toxic effects. The Agency responded to 
the ITC’s designation, as required by 
section 4(e) of TSCA, by issuing an 
Advance Notice of Proposed 
Rulemaking (ANPR) in the Federal 
Register of October 30,1981 (46 FR 
53704). In the ANPR. EPA stated its 
intention to develop a test rule for 
vinylidene fluoride (VDF), vinyl fluoride 
(VF), hexafluoropropene (HFP), 
trifluoroethene and tetrafiuoroethene 
(TFE) and its decision not to require 
further testing of 3.3,3-trifluoro-l- 
propene. In response to the ANPR, the 
Fluoroalkenes Industry Croup (FIG) 
submitted a proposed testing program 
for VF. VDF, HFP and TFE and 
arguments why 3.3,3-trifluoro-l-propeno 
and trifluoroethene should not be made 
subject to a test rule. Following 
publication of the ANPR, the Agency 
also received data under sections 8(a) 
and 8(d) of TSCA on the fluoroalkenes. 
In the Federal Register of June 4,1984 
(49 FR 23112), EPA solicited public 
comment on a proposed negotiated 
testing agreement (NTA) for VF, VFD. 
TFE and HFP and published its decision 
not to require testing of trifluoroethene 
because of very low exposures to that 
substance. Subsequent legal action 
[NRDC v. EPA, 595 F. Supp. 1255 
(S.D.N.Y, 1984)) found that NTA’s such 
as that proposed for the fluoroalkenes 
arc not a legally adequate alternative to 
test rules in obtaining needed test data 
on ITC-designated chemicals. On 
October 30,1984 the court ordered EPA 
to reevaluate the testing needs for the 
fluoroalkenes and by October 31.1985 
either propose a test rule for the 
fluoroalkenes or publish the Agency’s 
reasons for not so doing. Therefore, the 
Agency is now proposing a test rule for 
vinylidene fluoride (VDF), vinyl fluoride 
(VF). hexafluorop ropen e (HFP) and 
tetrafiuoroethene (TFE). 

B. Test Rule Development Under TSCA 

Under section 4(a)(1) of TSCA, EPA 
must require testing of a chemical 
substance to develop appropriate test 
data if the Administrator finds that: 

(A) (i) the manufacture, distribution in 
commerce, processing, use. or disposal of a 
chemical substance or mixture, or that any 
combination of such activities, may present 
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an unreasonable risk of injury lo health or tho 
environment. 

(ii) there are insufficient data and 
experience upon which the effects of such 
manufacture* distribution in commerce* 
processing, use. or disposal of such substance 
or mixture or of any combination of such 
activities on health or the environment can 
reasonably be determined or predicted, and 

(iii) testing of such substance or mixture 
with respect to such effects is necessary* to 
develop such data; or 

IB) (i) a chemical substance or mixture is or 
will be produced in substantia) quantities, 
and (1J it enters or may reasonably be 
anticipated to enter the environment in 
substantial quantities or (II) there is or may 
be significant or substantial human exposure 
to such substance or mixture* 

(ii) there are insufficient data and 
experience upon which the effects of the 
manufacture* distribution in commerce, 
processing, use, or disposal of such substance 
or mixture or of any combination of such 
activities on health or the environment can 
reasonably be determined or predicted, and 

(iii) testing of such substance or mixture 
with respect to such effects is necessary to 
develop such data, 

EPA uses a weight-of-evidence 
approach in making section 4{a)(l)(A)(i) 
findings; both exposure and toxicity 
information are considered in 
determining whether available data 
support a finding that the chemical may 
present an unreasonable risk. For the 
findings under section 4(a)(l)(A)(i), EPA 
considers only production, exposure and 
release. For the findings under sections 
4(a)(l)(BHii) and 4(a)(l)(B)(tiJ* EPA 
examines toxicity and fate studies to 
determine whether existing information 
is adequate to reasonably determine or 
predict the effects of human exposure to 
or environmental release of the 
chemical In mo king the finding under 
section 4(a)(l)(AKm) or 4(a)(l)(B)(iil) 
that testing is necessary* EPA considers 
whether ongoing testing will satisfy the 
information needs for the chemical and 
whether testing which the Agency might 
require would be capable of developing 
the necessary information. 

EPA's process Tor determining when 
these findings appply is described in 
detail in KPA*s first and second 
proposed test rules. The section 
4(a)(1)(A) findings are discussed in the 
Federal Register of July 18* 1980 (45 FR 
48528) and June 5.1981 (4b FR 30300) 
and the section 4(a)(1)(B) findings are 
discussed in the Federal Register of June 
5.1981 (48 FR 30302). 

In evaluating the ITCs testing 
recommendations concerning the 
fluoroalkenes. EPA considered all 
available relevant information including 
the following: information presented in 
the ITCs report recommending testing 
consideration: production volume* use. 
exposure, and release information 


reported by manufacturers of the 
fluoroalkcnes under the TSCA section 
8(a) Prelimiary Assessment Information 
Rule (40 CFR Part 712); health and safety 
studies submitted under the TSCA 
section 8(d) Health and Safety Data 
Reporting Rule (40 CFR Part 712); health 
and safety data studies submitted under 
the TSCA section 8(d) Health and Safety 
Data Reporting Rule (40 CFR Part 718) 
concerning the fluoroalkencs; and 
published and unpublished data 
available to the Agency. Based on its 
evaluation, as described in this 
proposed rule. EPA is proposing health 
effects testing requirements for 
vinylidene fluoride* vinyl fluoride, 
hexafluoropropcne and 
tetrafluoroethene under section 
4(a)(1)(A). 

II. Review of Available Data 

A. Profile 

The ITC (Ref. 1) defined the 
designated fluoroalkenes to include 
those compounds having the genera! 
chemical formulas C.Hu a -*>F,. where n 
equals 2 or 3 and x equals 1 to & Six 
fluoroalkcnes meeting this category 
definition were Identified from the 
TSCA Chemical Substances Inventory, 
Two of the six chemicals, 
trifluoroethene and 3,3.3-trifluoro-l- 
propene, were considered by the Agency 
not to warrant additional testing at this 
time. The reasons relating to this 
decision have been discussed in the 
ANPR and proposed NT A for 
fluoroalkcnes. The remaining four 
compounds. VF, VDF* TFE and HFP are 
the subject of this proposed rulemaking. 
All of these chemicals are gases at room 
temperature. 

D. Production and Use 

Fluoroalkenes in this category are 
produced and processed inclosed 
systems for economic reasons and. in 
the case of vinyl fluoride, vinylidene 
fluoride and tetrafluoroethene. also 
because of an explosion hazard if the 
substances are not well contained. 

The four fluoroalkenes under 
consideration for testing are used 
exclusively as precursors in the 
manufacture of highly specialized 
polymers and elastomers. Production 
levels in 1977 were less than 7 million 
pounds for VF. 10 million pounds for 
VDF, 10 to 50 million pounds for TFE 
and 1 to 10 million pounds for HFP 
(Refs. 2 through 4 and 9). 

C. Exposure and Release 

According !o information provided by 
industry* product loss is minimal (Ref. 

5). Actual measurements of exposure to 
the various chemicals were described in 


the ANPR. Subsequent to the ANPR, and 
as reported in the proposed NTA. the 
FIG reported on human and area 
monitoring studies conducted for vinyl 
fluoride, tetrafluoroethene, 
hexafluoropropene and vinylidene 
fluoride in the workplace. All data 
indicated average human exposure 
levels are less than 1 part per milion 
(ppm). Area monitoring levels were 
reported as not exceeding 10 ppm. 
Individual personal monitors did not 
exceed a 5 ppm peak level. Estimates of 
the numbers of workers exposed follow: 
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D. Health Effects 

1. Chronic Effects. The ITC reported 
renal damage was found in tests 
conducted with tetrafluoroethene and 
hexafluoropropene (Refs. 5,10 through 
12). The ITC report included citations of 
changes in blood potassium and urinary 
potassium after inhalation exposure of 
test animals to HFP. VDF, TFE and VF 
(Refs. 13 through 15). The ITC believed 
these changes in potassium levels 
reflected a metabolic pathway which 
released fluoride ions in the animals. 
The ITC postulated that the fluoride ions 
could bind with potassium, thereby 
causing the reported renal disfunction 
and possibly cardiovascular effects. 

A subchronic toxicity study on TFE 
w as submitted by the Society of Plastics 
Industry. Inc. (Ref. 16) and reported in 
the Proposed Negotiated Test Program 
FEDERAL REGISTER Notice. This study 
was reviewed by Agency scientists and 
was found to provide a well-defined, no- 
obscrved-effect-level of 200 ppm for 
kidney effects: it was deemed adequate. 
Another study (Ref. 17) submitted by the 
FIG, a 14-day subacute study with HFP. 
demonstrated kidney effects similar to 
those seen in the TFE study. The results 
of these two studies tend to confirm the 
renal effects of th is cl ass of compounds 
While the 90-day TFE study is valid as a 
predictor for toxic endpoints, the 
Agency does not consider the 14-day 
study on HFP sufficient to predict the 
long-term no-effect level of HFP on the 
kidneys. 

In preliminary results of a subchronic 
study sponsored by the Association of 
Plastics Manufacturers in Europe 
(APME), and submitted to the Agency 
by Pennwalt Corporation. VDF-exposed 
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I rats demonstrated a greater than 50 
9 percent decrease in testis weight in the 
I high dose group (40.000 ppm, by 
I inhalation) after 13 weeks of exposure 
I (Ref. 26). Pennwait notes that these 
■ results are contrary to a similar study on 
I VDF in rats and mice performed by the 
I National Toxicology Program (NTP). 

I NTFs study yielded no compound 
I related effects, even at a 50,000 ppm 
I dose level (Ref. 24). Pennwalt stated that 
I n believes non‘Compound related 
I factors (eg., stress, diet, disease) may 
I have influenced the results of the APME 
I study, but that additional data are 
I needed to clarify the APME study 
I results. 

1 2 Carcinogenicity . The ITC reported 

I on a carcinogenicity study on VDF (Ref. 

I 18) While the study did show 
I nial ^nancies in rats, the test methods 
I wore considered questionable by the 
I Attt ncy. However, a second study with 
I VDF (Ref. 19) demonstrated that VDF 
1 produced premalignant hepatocellular 
I lesions in rats. 

I The ITC also reported that in studies 
1 with VF. liver toxicity similar to that of 
I vinyl chloride (VC) was seen (Refs. 20 
I and 21). The ITC further stated that 
I additional analysis of this study 
I revealed that the toxic effects may have 
I been initiated or promoted by other 
I ch< niicals used in the experiment. PCB 
I and tnchloropropane epoxide. However, 
1 the ITC did believe that the lesions 
I reported by the study were from the 
I treatment with the vinyl halides and 
I that the toxicity of VF may be mediated 
I through epoxide intermediates. Based on 
I these suggestive findings of the 
I on ngenic potential of VDF and VF. and 
I the structural similarities of these 
I instances to the oncogens vinylidene 
I chloride and vinyl chloride (Ref. 23). 

I EPA believes that both VDF and VF 
I should be tested for oncogenicity. 

I Oi ugenicity testing of VDF in the rat, 

I including subchronic toxicity testing, is 
I currently ongoing in Europe under the 
I auspices of the Association of Plastics 
I Manufacturers in Europe. The protoads 
I for this testing (Refs. 24 and 25) were 
I submitted to EPA by the FIG. reviewed 
I and approved as adequate by EPA, and 
I considered as part of the NTA for the 
I Hu 'roaikenes, as descrilied in the |une 
I 4.1984 Federal Register (49 FR 23212). 

I However, this study does not include 
I cm ogenirity testing in a second species. 
I a characteristic generally considered by 
I EPA. NTP and others to be necessary to 
1 fully evaluate a chemical’s oncogenic 
I potential. 

I 3. Mutagenicity. The ITC reported 
I *e\eral mutagenicity studies for VF and 
1 VDF. Additional information was 


reviewed and reported by the Agency in 
its Proposed Negotiated Test Program 
((une 4.1954; 49 FR 23112). These data 
indicate that in mutagenicity tests with 
& coli both VF and VDF gave positive 
mutagenic results. In addition, when 
VDF was tested in the Salmonella 
reverse mutation assay (Ames) this 
compound was positive in one test 
strain both with and without metabolic 
activation. Neither VF nor HFP gave 
positive results In the Salmonella assay. 
There are no mutagenicity data on TFE 
at present 

4. Metabolism. A member company of 
the FIG (Id America s) su bmitted a 
metabolism study of TFE in rats (Ref. 

22). The test indicated that the major 
metabolic pathway of TFE was through 
glutathione, not through the cytochrome 
P450 pathway as in other haloalkene 
metabolism, notably vinyl chloride. This 
group also tested the TPE-cysteine 
conjugate and the HFP-systeine 
conjugate metabolite in the Salmonella 
assay and reported negative findings for 
the metabolites. T hey d id not test the 
parent compounds TFE or HFP in the 
assay. The report speculated that the 
metabolites found in the lower carbon 
fluoroalkenes (i.e. VF and VDF) which 
do follow the cytochrome P450 
metabolic pathway could be more 
biologically active since they could form 
epoxides in the cytochrome metabolic 
pathway. 

5. Developmental Toxicity. As 
discussed in the Agency's previous 
proposed NTA (45 FR 23112), EPA has 
found no evidence to suggest that VF. 
VDF. TFE or HFP may cause 
teratogenicity or other developmental^ 
toxic effects. Industry has submitted a 
teratogenicity study for VDF which has 
been reviewed by EPA and found to be 
adequately performed; it showed no 
evidence of teratogenic effects. 

III. Findings 

EPA is basing its propos ed he alth 
effects testing of VF. VDF. TFE and HFP 
on the authority of section 4(a)(1)(A) of 
TSCA. 

EPA finds that the manufacture of 
these fluoroalkenes may present an 
unreasonable risk of chronic health 
effects, oncogenicity or mutagenicity to 
humans exposed to these substances, 
based on data presented in Unit Il.D. 
which indicate that VF and VDF may 
have potential oncogenic effects, that 
VF. VDF, TFE and HFP may have 
potential chronic renal effects, that VDF 
may have potential reproductive effects 
and that VF. VDF, TFE and HFP may 
have mutagenic effects. 

Available data indicate that VDF may 
produce oncogenic effects, as evidenced 


by positive mutagencity in E. coli and a 
strain of Salmonella, prcneoplastic 
changes observed in the liver cHls of 
rats treated with VDF, and positive 
oncogenicity results in a study 
submitted by the FIG. Although this 
letter study was performed using 
methodology considered questionable 
by the Agency, the results are 
nonetheless considered suggestive of 
oncogenic potential for VDF. VDF is 
also structurally similar to vinylidene 
chloride, which has shown evidence of 
oncogenicity in some studies. 

The Agency also finds that the data 
available for VF indicate that VF may 
produce oncogenic effects, based on 
positive mutagenicity in E coli; liver 
toxicity similar to that seen for vinyl 
chloride (a known human oncogen), and 
the structural similarity of VF to vinyl 
chloride. Additionally, both TFE and 
HFP have produced renal function 
impairment, although without a no¬ 
observed effect level being established 
for HFP. Both VF and VDF and induce 
similar changes in blood and urine 
chemistry as HFP and TFE when 
administered to test animals, suggesting 
the possibility for similar renal toxicity. 
Newly available data, showing 
testicular effects in rats exposed to VDF. 
are suggestive of possible reproductive 
effects due to VDF exposure. Finally, as 
reported by the ITC, the fluoroalkenes 
may metabolize to form reactive 
epoxides which can result in 
genotoxkity. Although the TFE and HFP 
metabolite data do not indicate 
mutagenic potential in the Salmonella 
test system, this teat alone is insufficient 
evidence of non-mutagenicity of a 
compound. Therefore the Agency 
considers that the individual chemicals 
VF, VDF. TFE and HFP may have 
genotoxic potential and present a 
mutagenic risk to humans exposed to 
these chemicals. Data available on these 
effects are inconclusive and further 
testing is needed. 

EPA also finds that there is sufficient 
potential for human exposure to VF. 
VDF, TFE and HFP. as discussed in Unit 
H.C., to support section 4(a)(1)(A) 
findings for these chemicals, although 
the exposures may not be great enough 
to make the Endings required under 
section 4(a)(1)(B). The Agency also finds 
that the available data are insufficient 

to reasonably predict or determine the_ 

effects the manufacture of VF, VDF. TFE 
and HFP on human health in the areas 
noted above and, thus. EPA finds that 
testing is necessary to develop such 
data. 
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IV. proposed rule and test standards 

A. Proposed Testing and Test Standards 

The Agency is proposing that health 
effects testing be conducted on the 
flouroaikenes in accordance with 
specific test guidelines set forth in Title 
40 of the Code of Federal Regulations as 
enumerated below. Test methods under 
new Parts 796. 797, and 798 were 
published in the Federal Register of 
September 27.1985 (50 FR 39252). The 
Agency is proposing that HFP be tested 
in the rat and mouse for inhalation 
subchronic toxicity as specified in 
8 798.2450 and as modified in 
8 799.1700(c)(3)(i)(B). Subchronic 
toxic ity testing is not being proposed for 
TFE because adequate data are 
currently available as noted in Unit 
Il.D.l., above. Separate subchronic 
testing is not being required for VF and 
VDF because it is included as part of the 
oncogenicity lesting being required for 
those substances. The Agency is 
proposing that inhalation oncogenicity 
tests be conducted in rats and mice for 
VF and VDF. The test guidelines in 
§ 798.3300 are proposed as the test 
standards for the oncogenicity testing of 
VF in both species and for VDF in mice. 
For testing of VDF in rats, EPA proposes 
that the test protocols submitted earlier 
by the FIG (Refs. 24 and 25) be adopted 
as the test standards under this rule. 
These protocols were reviewed and 
approved by the Agency as part of the 
previous proposed NTA. The 
oncogenicity testing for VF and VDF is 
an immediate requirement. The Agency 
believes that the data now available on 
these two compounds support a section 
4(a)(l)(A)(i) finding that the manufacture 
of these substances may present an 
unreasonable risk of oncogenicity. There 
is substantially less evidence at the 
prese nt tim e which would indicate that 
either TFE or HFP may be potential 
oncogens. The structural similarity 
among the flouroaikenes and between 
the flouroaikenes and the chloroalkenes 
provides limited suggestive evidence 
that there may be potential for TFE and 
HFP to exert oncogenic effects. 

However, othe r dat a suggest that the 
metabolism of TFE and HFP may be 
different from that of VF and VDF. 
Overall, the Agency believes that the * 
weight of evidence is insufficient to 
pro pose oncogenicity testing at this time 
for TFE and HFP. Therefore, 
oncogenicity testing for TFE and HFP is 
being proposed only if triggered by the 
results of the mutagenicity testing being 
proposed in this rule. It is proposed that 
the test guidelines in 8 798.3800 be used 
as the test standards for such testing if it 
is triggered. Positive test results for TFE 
or HFP in any of the following tests will 


trigger the oncogenicity testing 
requirement for that chemical: in vitro 
cytogenitics assay, in vivo cytogenetics 
assay, mammalian cells in culture assay 
and sex-linked recessive lethal assay in 
Drosophila melanogaster. 

Based on data recently submitted to 
the Agency showing significant 
testicular effects on rats to subchronic 
exposure of VDF (Ref. 26). the Agency is 
also proposing a 2-generation 
reproduction study in rats for VDF, to be 
conducted according to the test 
guidelines specified in ( 798.4700 

To assess the potential for the 
fluoroalkenes to cause gene mutations, 
the Agency is proposing mutagenicity 
testing in the Salmonella reverse 
mutation assay as specified in 
8 798.5285 and as modified in 
8 799.1700(c)(l)(i)(A)(«?) for TFE. EPA 
has adequate data on the other three 
compunds in this test EPA is also 
proposing that mutagenicity testing for 
cells in culture be conducted for VF and 
HFP on subclones of CHO cells as 
specified in 8 798.5300 and as modified 
in 8 799.1700(c)(l)(i)(B)(2). The same test 
must also be performed for TFE should 
that substance produce negative results 
in the Salmonella assay, if the results of 
cells in culture test are positive for any 
individual fluoroalkene or if the results 
of the Salmonella test for TFE are 
positive, then a Drosophila sex-linked 
recessive lethal (SLRL) assay shall be 
conducted as specified in 8 798.5275 and 
as modified in 8 799.1700(c)(l)(C)(2) for 
that chemical. Based on positive results 
from the testing of VDF in the 
Salmonella assay, as discussed in 
Unit.IlJX, the Agency is proposing that 
VDF be tested in the SLRL assay. A 
positive result in the SLRL for any 
chemical tested will trigger a mouse 
specific locus test, specified in 
8 798.5200 and as modified in 
8 799.1700(c)(l)(iJ(D)(2). in the same 
chemical. If the cells in culture test is 
negative then no further gene mutations 
testing will be required for that 
fluoroalkene. If the SLRL assay is 
negative then the mouse specific locus 
test will not be required. 

To assess the potential for 
fluoroalkenes to cause chromosal 
aberrations, the Agency is proposing 
that in vitro cytogenetic assays be 
conducted on VF, VDF. TFE and HFP as 
specified in 8 798.5375 and as modified 
in 8 799.1700(c)(2)(i)(A)(2). If the results 
of the in vitro test are positive then a 
dominant lethal assay will be required 
as specified in 8 798.5450 and as 
modified in 8 799.1700(c)(2)(i)(C)(2/ A 
positive result in the dominant lethal 
assay will trigger a heritable 
translocation assay as specified in 


8 798.5480 and as modified in 
§ 799.1700(c)(2) (I )(D) (2). If the in vitro 
cytogenetic assay is negative than an in 
vivo cytogenetic assay will be required 
(as specified in 8 798.5385 and as 
modified in 8 799.1700(c)(2)(i](B)(2)) for 
that fluoroalkene. Should the in vivo 
cytogenetic results prove negative, then 
no further chromosamal aberration 
testing would be required for that 
substance. A positive result in the in 
vivo cytogenetic assay for any 
fluoroalkene would trigger the dominant 
lethal assay for that fluoroalkene. Again, 
if the dominant lethal assay is positive 
for any fluoroalkene a heritable 
translocation assay shall be conducted 
for that fluoroalkene. 

If the results from the dominant lethal 
assay and/or the SLRL assay are 
positive. EPA will hold a public program 
review prior to initiating the heritable 
translocation and/or mouse specific 
locus testing. Public participation in this 
program review will be in the form of 
written public comments or a public 
meeting. Request for public comments or 
notification of a public meeting will be 
published in the Federal Register. 
Should the Agency determine, based nn 
the weight of the evidence then 
available, that proceeding to the 
heritable translocation test and/or 
mouse specific locus test is no longer 
warranted, the Agency would propose to 
repeal that test requirement and. after 
public comment, issue a final 
amendment to rescind the requirement 

For a more detailed discussion 
concerning mutagenicity tiered testing 
and program review see the final test 
rule for the C9 aromatic hydrocarbon 
fraction (50 FR 20662. May 17,1985). 

The Agency is proposing that the 
above referenced TSCA Health Effects 
Test Guidelines be considered the test 
standards for the purposes of the 
proposed tests for the fluoroalkenes. 

The specified TSCA guidelines for 
Health Effects Testing provide generally 
accepted minimal conditions for 
ensuring that any required testing will 
result in reliable and adequate data for 
evaluating the health effects of VDF. VF. 
TFE and HFP. The Agency reviews the 
TSCA test guidelines once a year in 
accordance with the process described 
in the Federal Register of September 22 . 
1982 (47 FR 48157). In reviewing the 
applicability of certain of the mutagenic 
effects and subchronic test guidelines to 
the fluoroalkenes, EPA has determine ! 
that certain modifications should be 
made to these guidelines in order to 
ensure that the resulting data arc 
reliable and adequate. 

EPA intends to propose shortly in a 
separate Federal Register notice certain 
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revisions to these TSCA Test Guidelines 
to provide more explicit guidance on the 
necessary minimum elements for each 
study. In addition, these revisions will 
.»void repetitive chemical-by-chemical 
changes to the guidelines in their 
adoption as test standards for chemical- 
specific test rules. EPA is proposing that 
these modifications be adopted in the 
test standards for VF. VDF, HFP, and 
TFE. 

B. Test Substance 

EPA is proposing testing of VDF. VF, 
TFE and HFP of at least 99 percent 
purity. EPA believes that test materials 
of this purity are available at reasonable 
cost. EPA has specified relatively pure 
substances for testing because the 
Agency is interested in evaluating the 
effects attributed to the subject 
compounds themselves. This 
requirement would increase the 
likelihood that any toxic effects 
observed are related to the subject 
fluoroalkenes and not to any impurities. 

C. Persons Required to Test 

Section 4(b)(3)(B) of TSCA specifies 
that the activities for which the Agency 
makes section 4(a) findings 
(manufacture, processing, distribution, 
use and/or disposal) determine who 
bears the responsibility for testing. 
Manufacturers are required to test if the 
findings are based on manufacturing 
( manufacture” is defined in section 3(7) 
of TSCA to include “import”). 

Processors are required to test if the 
findings are based on processing. Both 
manufacturers and processors are 
required to test if the exposures giving 
rise to the potential risk occur during 
use. distribution, or disposal. Because 
EPA has found that there are insufficient 
data to reasonably determine or predict 
the effects of the manufacture of the 
fluoroalkenes on human health. EPA is 
proposing that persons who 
manufacture or intend to manufacture 
VF. VDF. TFE or HFP at any time from 
the effective date of the final test rule to 
the end of the reimbursement period be 
subject to the specific health effects 
testing requirements for each individual 
fluoroalkene which they manufacture. 
Thus, those persons who manufacture or 
intend to manufacture all four 
fluoroalkenes will be subject to the 
entire set of testing requirements set 
forth in this rule. However, those 
persons who manufacture or intend to 
manufacture a subset of those four 
chemicals*will only be responsible for 
the particular testing requirements for 
the subset of fluoroalkenes which they 
manufacture. The end of the 
reimbursement period will be 5 years 
after the last final report is submitted or 


an amount of time after the submission 
of the last final report required under 
the test rule equal to that which was 
required to develop data, if more than 5 
years. 

Because TSCA contains provisions to 
avoid duplicative testing, not every 
person subject to this rule must 
individually conduct testing. Section 
4(b)(3)(A) of TSCA provides that EPA 
may permit two or more manufacturers 
or processors who are subject to the rule 
to designate one such person or a 
qualified third person to conduct the 
tests and submit data on their behalf. 
Section 4(c) provides that any person 
required to test may apply to EPA for an 
exemption from the requirement. EPA 
promulgated procedures for applying for 
TSCA section 4(c) exceptions in 40 CFR 
Part 790. 

EPA is not proposing to require the 
submission of equivalence data as a 
condition for exemption from the 
proposed testing for the fluoroalkenes. 

As noted in Unit IV.B., EPA is interested 
in evaluating the effects attributable to 
the fluoroalkenes subject to this rule 
themselves, and has specified a 
relatively pure substance for testing. 

Manufacturers subject to this test rule 
must comply with the test rule 
development and exemption procedures 
in 40 CFR Part 790 for single-phase 
rulemaking. 

D. Reporting Requirements 

EPA is proposing that all data 
developed under this rule be reported in 
accordance with its TSCA Good 
Laboratory Practice (GLP) standards 
which appear in 40 CFR Part 792. 

In accordance with 40 CFR Part 790 
under single-phase rulemaking 
procedures, test sponsors are required to 
submit individual study plans at least 30 
days prior to the initiation of each study. 

EPA is required by TSCA section 
4(b)(1)(C) to specify the time period 
during which persons subject to a test 
rule must submit test data. The Ageny is 
proposing specific reporting 
requirements for each of the proposed 
test standards as follows: 

1. The subchronic toxicity test shall be 
completed and the final results 
submitted to the Agency within 15 
months of the effective date of the final 
test rule. Progress reports shall be 
submitted quarterly. 

2. The reproductive effects test shall 
be completed and final results submitted 
to the Agency within 29 months of the 
effective date of the final rule. Progress 
reports shall be submitted quarterly. 

3. The mutagenicity studies shall be 
completed and final results submitted to 
the Agency within 38 months of the 
effective date of the final test rule if the 


criteria necessary to trigger all of the 
mutagenicity testing are met. Deadlines 
for submission of results for individual 
tests are specified in the rule. Progress 
reports shall be submitted quarterly. 

4. The oncongenicity tests shall be 
completed and the final results 
submitted to the Agency within 53 
months of the effective date of the final 
rule for VF and VDF. and within 67 
months for HFP and TFE, if required by 
the mutagenicity testing. Progress 
reports shall be submitted quarterly. 

TSCA section 14(b) governs Agency 
disclosure of all test data submitted 
pursuant to section 4 of TSCA. Upon 
receipt of data required by this rule, the 
Agency will publish a notice of receipt 
in the Federal Register as required by 
section 4(d) of TSCA. 

Persons who export a chemical or 
mixture which is subject to a section 4 
test rule are subject to the export 
reporting requirements of section 12(b) 
of TSCA. Final regulations interpreting 
the requirements of section 12(b) are in 
40 CFR Part 707 (December 18.1980; 45 
FR 82844). In brief, as of the effective 
date of the final test rule, an exporter of 
the fluoroalkenes c overe d by this rule 
(VF, VDF, HFP and TFE) must report to 
EPA the first annual export or Intended 
export of a fluoroalkene to any one 
country. EPA will notify the foreign 
country concerning the test rule for the 
chemical. 

E. Enforcement Provisions 

The Agency considers failure to 
comply with any aspects of a section 4 
rule to be a violation of section 15 of 
TSCA. Section 15(1) of TSCA makes it 
unlawful for any person to fail or refuse 
to comply with any rule on order issued 
under section 4. Section 15(3) of TSCA 
makes it unlawful for any person to fail 
or refuse to: (1) Establish or maintain 
records. (2) submit reports, notices, or 
other information, or (30 permit access 
to or copying of records required by the 
Act or any regulation or rule issued 
under TSCA. 

Additionally. TSCA section 15(4) 
makes it unlawful for any person to fail 
or refuse to permit entry or inspection as 
required by section 11. Section 11 
applies to any “establishment, facility, 
or other premises in which chemical 
substances or mixtures are 
manufactured, processed, stored, or held 
before or after their distribution in 
commerce * * The Agency considers 
a testing facility to be a place where the 
chemical is held or stored and. 
therefore, subject to inspection. 
Laboratory audits/inspections will be 
conducted periodically in accordance 
with the authority and procedures 
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outlined in TSCA section 11 by duly 
designated representatives of the EPA 
for the purpose of determining 
compliance with any final rule for the 
fluoroaikenes. These inspections may be 
conducted for purposes which include 
verification that testing has begun, that 
schedules are being met, that reports 
accurately reflect the underlying raw 
data and interpretations thereof, and 
that the TSCA CLP standards and the 
test standards established in the rule are 
being complied with. 

EPA's authority to inspect a testing 
facility also derives from section 4(b)(1) 
of TSCA, which directs EPA to 
promulgate standards for the 
development of test data. These 
standards are defined in section 3(12)(BJ 
of TSCA to include those requirements 
necessary to assure that data developed 
under testing rules are reliable and 
adequate, and such other requirements 
as are necessary to provide such 
assurance. The Agency maintains that 
laboratory inspections are necessary to 
provide this assurance. 

Violators of TSCA are subject to 
criminal and civil liability. Persons who 
submit materially misleading or false 
information in connection with the 
requirements of any provision of this 
rule may be subject to penalties which 
may be calculated as if they never 
submitted their data. Under the penalty 
provision of section 16 of TSCA. any 
person who violates section 15 could be 
subject to a civil penalty of up to $25,000 
for each violation with each day of 
operation in violation constituting a 
separate violation. This provision would 
be applicable primarily to 
manufacturers that fail to submit a letter 
of intent or an exemption request and 
that continue manufacturing after the 
deadlines for such submissions. 

Knowing or willful violations could lead 
to the imposition of criminal penalties of 
up to $25,000 far each day of violation 
and imprisonment for up to 1 year. In 
determining the amount of penalty. EPA 
will take into account the seriousness of 
the violation and the degree of 
culpability of the violator as well as all 
the other factors listed in section ia 
Other remedies are available to EPA 
under section 17 of TSCA. such as 
seeking an injunction to restrain 
violations of TSCA section 4. 

Individuals as well as corporations 
could be subject to enforcement actions. 
Sections 15 and lfl of TSCA apply to 
“any person” who violates various 
provisions of TSCA. EPA may. at its 
discretion, proceed against individuals 
as well as companies themselves, in 
particular, this includes individuals who 
report false information or who cause it 


to be reported. In addition, the 
submission of false, fictitious, or 
fraudulent statements is a violation 
under 18 U.S.C. 1001. 

V. Issues for Comment 

This proposed rule specifies TSCA 
test guidelines with certain 
modifications as the test standards for 
health testing of fluoroaikenes. The 
Agency is soliciting comments as to 
whether these health effects test 
guidelines and modifications are 
appropriate for the testing of 
fluoroaikenes. Also regarding the testing 
of fluoroaikenes, the Agency requests 
comments on: 

1. The adequacy of this testing. 

2 The reporting times for the 
identified health effects tests. 

3. Whether there are any other testing 
approaches which should be considered. 

Two further issues for comment arise 
from the fact that oncogenicity testing is 
being proposed for VDF in both rats and 
mice even though oncogenicity testing 
(in rats alone) is ongoing in Europe 
under the auspices of the Association of 
Plastics Manufacturers in Europe and 
testing is also planned for VDF in rats 
and mice by the National Toxicology 
Prog ram (NTP). NTP is also considering 
TFE for oncogenicity testing in rats and 
mice. The Agency believes that both 
rats and mice should be tested as 
required by the TSCA Health Effects 
Guidelines for oncogenicity. The Agency 
also believes that by proceeding with 
this rulemaking to require testing now. 
timely development of the data will be 
assured, in case the ongoing and 
planned testing efforts are not brought 
to completion. The Agency is, however, 
requesting comment on how best to 
ensure that this testing is obtained in a 
timely manner while avoiding 
duplicative testing. 

VI. Economic Analysis of Proposed Rule 

To evaluate the potential economic 
impact of test rules. EPA has adopted a 
two-stdge approach. All candidates for 
test rules go through a Level 1 analysis. 
This consists of evaluating each 
chemical or chemical group on four 
principal market characteristics: (1) 
Demand sensitivity, (2) cost 
characteristics, (3) industry structure, 
and (4) market expectations. The results 
of the Level 1 analysis, along with the 
consideration of the costs of the 
required tests indicate whether the 
possibility of a significant adverse 
economic Impact exists. Where the 
indication is negative, no further 
economic analysis is done for the 
chemical substance or group. However, 
for those chemical substances or groups 
where the Level 1 analysis indicates a 


potential for significant economc impact 
a more comprehensive and detailed 
analysis is conducted. This Level 11 
analysis attempts to predict more 
precisely the magnitude of the expected 
impact. 

Total testing costs for the proposed 
rule are estimated to range from 
$4,768,900 to $7,830,100. This estimate 
includes the costs for both the required 
minimum series of tests as well as the 
conditional tests. The annualized test 
costs (using a cost of capital 25 percent 
over a period of 15 years) range from 
$1,235,600 to $2,028,800. Based on the 
estimated production volumes of these 
four chemicals (between 48 and 77 
million lbs), the unit test costs range 
from $0,016 to $0,042 per pound. Relative 
to the current price range of $4.30 to 
$8.50 per pound for these four chemicals, 
these units costs are equivalent to 0.19 
to 0.98 percent of price. 

Based on these cost a and the market 
characteristics of these four chemicals, 
the economic analysis indicates that th* 
potential for significant adverse 
economic impact as a result of this test 
rule is low. This conclusion is based on 
the following observations: 

1. The annua! unit cost of the testing 
required in this rule is low. 

2. The demand for these four 
chemicals appears relatively price 
inelastic due to their exclusive use as 
precursors in the manufacture of highly 
specialized polymers and elastomers. 

The proceeding analysis and 
conclusions are based on the 
assumption that the four chemicals in 
this category will be treated as one for 
reimbursement purposes, and that the 
total cost of testing these chemicals will 
be divided among the producers on die 
basis of each producer's total production 
of these chemicals. 

The TSCA Reimbursement Rule 
allows affected private parties to 
negotiate amongst themselves an 
equitable cost reimbursement scheme: 
therefore, while this reimbursement 
assumption is reasonable, other 
reimbursement approaches are also 
possible. The opposite assumption from 
that used above is one in which each 
chemical in the category is treated 
individually; the cost of testing that 
chemical will be borne only by the 
manufacturers of that chemical. Under 
this assumption, the annualized test cost 
for each chemical is divided by the 
annual production of that chemical: the 
increased cost is then compared with 
the selling price of that chemical. Thus, 
some chemicals will Jiave higher test 
costs than others, but given the uses of 
these four chemicals, and their fairly 
inelastic demand, it is reasonable to 







Federal Register / Vol. 50, No. 215 / Wednesday, November 6, 1985 / Proposed Rules 46139 


assume that these chemicals will not be 
significantly affected. 

Refer to the economic analysis 
available in the public record for this 
rulemaking for a complete discussion of 
the test cost estimation and the potential 
for economic impact resulting from these 
costs. 

VII. Availability of Test Facilities and 
Personnel 

Section 4(b)(1) ofTSCA requires EPA 
to consider "the reasonably foreseeable 
availability of the facilities and 
personnel needed to perform the testing 
required under the rule/' Therefore, EPA 
conducted a study to assess the 
availability of test facilities and 
personnel to handle the additional 
demand for testing services created by 
section 4 test rules and test programs 
negotiated with industry in place of 
rulemaking. Copies of the study. 
"Chemical Testing Industry: Profile of 
Toxicological Testing (PB 82-140773)", 
can be obtained through the National 
Technical Information Service (NT1S). 

On the basis of this study, the Agency 
believes that there will be available test 
facilities and personnel to perform the 
testing in this proposed rule. 

VIII. Public Meeting 

If persons indicate to EPA that they 
wish to present comments on this 
proposed rule to EPA officials who are 
directly responsible for developing the 
rule and supporting analyses, EPA will 
hold a public meeting in Washington, 
D.C. Persons who wish to present 
comments at the meeting should call the 
TSCA Assistance Office (TAO): Toll 
Free: (800-424-9065); In Washington, 

DC: (554-1404): Outside the U.S.A. 
(operator 202-554-1401), by December 
23,1985. The meeting will not be held if 
members of the public do not indicate 
that they wish to make oral 
presentations. This meeting will be 
scheduled after the deadline for 
submission of written comments, so that 
issues raised in the written comments 
can be discussed by EPA and the public 
commentera. While the meeting will be 
open to the public, active participation 
will be limited to those persons who 
arranged to present comments and to 
designated EPA participants. Attendees 
should call the TAO before making 
travel plans to verify whether the 
meeting will be held. 

Should a meeting be held, the Agency 
will transcribe the meeting and include 
the written transcript in the public 
record. Participants are invited, but not 
required, to submit copies of their 
statements prior to or on the day of the 
meeting. All such written materials will 


become part of EPA's record for this 
rulemaking. 

IX. Rulemaking Record 

EPA has established a record for this 
rulemaking (OPTS-42002). This record 
includes basic information considered 
by the Agency in developing this 
proposal and appropriate Federal 
Register notices. The Agency will 
supplement the record with additional 
information as it is received. 

This record includes the following 
information: 

A . Support Documentation 

(1) Federal Register notices pertaining 
to this rule consisting of: 

(a) Notice containing the ITC 
designation of fluoroalkenes to the 
Priority List (45 FR 78432). 

(b) Notice of the Agency's initial 
response to the ITC on fluoroalkenes (46 
FR 53704). 

(c) Notice of the Agency’s second 
response to the ITC on fluoroalkenes (49 
FR 23112). 

(d) Notice of interim final rule on 
single-phase test rule development and 
exemption procedures (50 FR 20652). 

(e) Notice of final rulemaking on data 
reimbursement (48 FR 31788). 

B. References 

(1) Seventh Report of the Interagency 
Testing Committee to the Administrator. Nov. 
25, I960; 45 FR 78432. 

(2) Fluoroalkene Industry Group. 
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Monomer Vinyl Fluoride. Submitted to 
USEPA June 26,1981. 
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26.1981. 
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X. Other Regulatory Requirements 

A. Executive Order 12291 

Under Executive Order 12291. EPA * 
must fudge whether a regulation is 
“Major” and. therefore, subject to the 
requirement of a Regulatory Impact 
Analysis. This test rule is not major 
because it does not meet any of the 
criteria set forth in section 1(b) of the 
Order. First, the total cost of ail the 
proposed testing for Huroalkenes is 
$4,768,900 to $7,630,100 over the testing 
and reimbursement period. Second, the 
cost of the testing is not likely to result 
in a major increase in users' costs or 
prices. Finally, based on our present 
analysis. EPA does not believe that 
there will be any significant adverse 
effects as a result of this rule. 

This proposed regulation was 
submitted to the Office of Management 
and Budget (OMB) for review as 
required by Executive Order 12291. Any 
comments from OMB to EPA. and any 
EPA response to those comments, are 
included in the rulemaking record. 

B. Regulatory Flexibility Act 

Under the Regulatory Flexibility Act 
(15 U.S.C. fid et seq.. Pub. L 96-354. 
September 19. I960). EPA Is certifying 
that this test rule, if promulgated, will 
not have a significant impact on a 
substantial number of small businesses 
because: (1J They are not expected to 
perform testing themselves, or to 
participate in the organization of the 
testing effort; (2) they will experience 
only very minor costs in securing 
exemption from testing requirements; 
and (3) they are unlikely to be affected 
by reimbursement requirements. 

C. Paperwork Reduction Act 

The Office of Management and Budget 
(OMB) has approved the information 
collection requirements contained in the 
proposed rule under the provisions of 
the Paperwork Reduction Act of 1980. 44 
U.S.C. 3501 et seq . and has assigned 
OMB control number 2070-0033. 
Comments on these requirements should 
be submitted to the Office of 
Information and Regulation Affairs of 
OMB marked. “Attention: Desk Officer 
for EPA". The final rule package will 
respond to any OMB or public 
comments on the information collection 
requirements. 

List of Subjects In 40 CFR Part 799 

Testing. Environmental protection, 
Hazardous substances. Chemicals, 
Recordkeeping and reporting 
requirements. 


Dated: 31 October 1965. 

|A Moorn, 

Assistant Administrator for Pesticides and 
Toxic Substances. 

PART 799-1 AMENDED) 

Therefore, it is proposed that 40 CFR 
Part 799 be amended as follows: 

1. The authority citation for Part 799 
continues to read as follows: 

Authority 15 VSJC. 2603. 2611. 2625. 

2. Section 799.1700 is added, !o read 
as follows: 

*799.1700 Fluoroalkeoea. 

(a) Identification of test substances. 

(1) Vinyl fluoride (VF; CAS No. 75-02-5). 
vinylidene fluoride (VD F; CA S No. 75- 
38-7). tetrafluoroethene (TFE; CAS No. 
118-14-3) and hexafluoropropene (HFP: 
CAS No. 116-15-4) shall be tested in 
accordance with this section. 

(2) VF. VDF. TFE and HFP of at least 
99 percent purity shall be used as the 
test substances. 

fbj Persons retfuired to submit study 
plans, conduct tests and submit data. 

All persons who manufacture VF. VDF. 
TFE or HFT from the effective date of 
this section (44 days from the 
publication date of the final rule in the 
Federal Register) to the end of the 
reimbursement period shall submit 
letters of intent to conduct testing or 
exemption applications, submit study 
plans, conduct tests and submit data as 
specified in this section. Subpart A of 
this Part, and Part 790 of this chapter for 
single-phase rulemaking, for the 
substances they manufacture. 

(c) Health effects testing —(1) 
Mutagenic effects — Gene mutation —(i) 
Required testing. (A) (i) Gene mutation 
assays in the Salmonella typhimunum 
histidine reversion system shall be 
conducted with TFE in accordance with 
i 798.5285 of this chapter. 

[2] Modifications to § 798,5285 of this 
chapter. The following modifications to 
S 798.5285 of this chapter for testing TFE 
are required. 

(/) Reference substances. The 

requirement under § 798.5285(c) of this 
chapter regarding re feren ce substances 
is not applicable for TFE. 

(//) Test Method—Description. The 
requirement under ( 798.5265(d)(2) of 
this chapter Is modified for TFE so that 
the dessicator method shall be used for 
this study. 

(iVi) Control groups. The requirement 
under | 798.5265(d)(5)(i) of this chapter 
is modified for TFE so that concurrent 
positive and negative (untreated and 
filtered air) controls shall be included In 
each experiment. In experiments with 


metabolic activation, the positive 
control shall be known to require such 
activation. Methyl bromide is an 
example of a positive control for 
experiments without activation and 
vinyl chloride is an example of a 
positive control for experiments with 
metabolic activation. Filtered air shall 
serve as the negative control. 

(#V) Test performance. The 
requirement under S 798.5285(e) of this 
chapter is modified for TFE so thnt for 
tests without metabolic activation. 0.5 
ml of phosphate-bulfered-saline (PBS) 
and 0.1 ml of bacteria shall be added to 
2.0 ml of overlay agar. For tests with 
metabolic activation. 0.5 ml of activation 
mixture containing an adquate amount 
of post-mitochondrial fraction shall be 
added to the agar in place of the PBS 
and after the addition of the bacteria. 
Contents of each tube shall be mixed 
and poured over the surface of a 
selective agar plate. The overlay agar 
shall be allowed to solidify and plates 
without lids shalll be placed in glass 
chambers. Test gas mixed with filtered 
air at several concentrations shall be 
introduced into the chambers through a 
flow-meter system. Gas-air mixture shn'l 
flow through the chambers for five 
volume changes after which the 
chambers shall be closed and placed in 
an incubator at 37 *C for 48 hours. At the 
end of the exposure period, chambers 
shall be flushed with five volumes of air 
After chambers have been flushed with 
air, plates shall be removed and 
revertaut colonies counted. 
Concentrations of test gas in the 
chambers shall be determined 2 to 3 
hours after initiating treatment and jusl 
prior to the termination of exposure. All 
plating shall be done at least in 
triplicate. All results shall be confirmed 
in an independent experiment. 

(v) Test report The requirement under 
§ 798.5265(f)(5)(iii) of this chapter is 
modified for TFE so that test gas 
concentration in the chambers at each 
sampling period and the rationale for 
selection of each concentration shall be 
reported. 

(B) (7) a specific locus mutation assay 
in mammalian cells m culture shall be 
conducted with VF and HFP in 
accordance with 5 798.5300 of this 
chapter. TFE shall also be tested in thin 
assay in accordance with 5 798.5300 of 
this chapter if the Salmonella assay 
conducted on TFE pursuant to 
paragraph (c)(l}0HA) of this section 
produces a negative result. 

[2] Modification of $ 798.5300 of this 
chapter. The following modification to 
5 798.5300 of this chapter for testing VF. 
TFE and HFP are required. 
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(i) Reference substances . The 
requirement under ( 798.5300(c) of this 
chapter regarding reference substances 
is not applicable to VF. TFE and HFP. 

[if) Test method—Type of cells used in 
the assay . The requirement under 
$ iuj 5300(d)(3)(i) of this chapter is 
modified for VF. TFE and HFP so that 
mutation induction at the HPRT locus 
shall be measured in Chinese hamster 
ovary (CHO) cells. Cells shall be 
checked for Mycoplasma contamination 
and may also be checked for karyotype 
stability. 

(///) Test Method—Metabolic 
activation. The requirement under 
$ 798J5300(d)(4) of this chapter is 
modified for VF. TFE and fiFP so that 
cells shall be exposed to test substance 
both in the presence and absence of a 
metabolic activation system. The 
metabolic activation system shall be 
derived from the post-mitochondrial 
fraction (S-9) of livers from rats 
pretreated with Aroclor 1254. 

[iv) Test method—Control groups. The 
requirement under § 798.5300(d) [5]I o f 
this chapter is modified for VF, TFE and 
HFP no that positive and negative 
controls shall be included in each 
experiment. In assays with metabolic 
activation, the positive control 
substance shall be known to require 
such activation. Filtered air shall serve 
hs the negative control. 

(v) Test method—Test chemicals, The 
requirement under i 798.5300(d)(6) of 
this chapter U modified for VF, TFE and 
11FP so that the test should be designed 
to have a predetermined sensitivity and 
power. The number of cells, cultures, 
and concentrations of test substance 
used should reflect these defined 
pirameters. The number of cells per 
culture is based on the expected 
background mutant frequency; a general 
Kuide is to use a number which is ten 
times the inverse of this frequency. 
Several concentrations (usually at least 
4) of the test substance shall be used. 
These shall yield a concentration- 
related toxic effect. The highest 
concentration shall produce a low level 
of survival (approximately 10 percent) 
and the survival in the lowest 
concentration shall approximate that of 
the negative control Cytotoxicity shall 
be determined after treatment with the 
test substance both in the presence and 
in the absence of the metabolic 
activation system. 

(vt) Test performance. The 
requirement under $ 798.530Q(e) (1) o f 
this chapter is modified for VF. TFE and 
HFP so that cells in treatment medium 
with and without metabolic activation 
shall be exposed to varying 
concentrations of test gas-air mixtures 
by flushing treatment flasks with 10 


volumes of test gas-air mixture at a rate 
of 500 mL/min or that rate which will 
allow complete flushing within one 
minute. Each flask shall be closed with a 
cap with a rubber septum. Headspace 
samples shall be taken at the beginning 
and end of the exposure period and 
analyzed to determine the amount of 
test gas in each flask. Flasks shall be 
Incubated on a rocker panel at 37 “C for 
18 hours for experiments without 
metabolic activation and 5 hours for 
experiments with metabolic activation. 

(v/7) Test performance. The 
requirement under 5 796.5300(e) (2) o f 
this chapter is modified for VF, TFE and 
HFP so that at the end of the exposure 
period, cells treated without activation 
shall be washed and subcultured 
immediately to determine viability and 
to allow' for expression of mutant 
phenotype. Cells treated with metabolic 
activation shall be washed and 
incubated in culture medium for 21 to 26 
hours prior to subculturing for viability 
and expression of mutant phenotype. 
Appropriate subculture schedules 
(generally twice during the expression 
period) shall be used. 

(v/7/) Test performance. The 
requirement under 5 79B.5300(e) (3) o f 
this chapter is modified for VF. TFE and 
HFP so that at the end of the expression 
period, which shall be sufficient to allow 
near optimal phenotypic expression of 
induced mutants (generally 7 days for 
this cell system), cells shall be grown in 
medium with and without selective 
agent for determination of numbers of 
mutants and cloning efficiency 
respectively. This last growth period is 
generally 7 days at 37 # C. 

(C)(7) A sex-linked recession lethal 
test in Drosophila melanogaster shall be 
conducted with VDF in accordance with 
f 796.5275 of this chapter. This test shall 
also be conducted with TFE in 
accordance with J 798.5275 of this 
chapter if the Salm onella assay 
conducted on TFE pursuant to 
paragraph (c)(l)(i)(A) of this section 
produces a positive result. This test 
shall also be performed with VF. HFP 
and TFE for whichever of these 
substances produces a positive result in 
the specific locus mutation assay 
conducted pursuant to paragraph 
(c)(l)(i)(B) of this section. 

(2) Modifications to $ 798.5275 of this 
chapter. The following modifications to 
§ 798.5275 of this chapter for testing 
VDF. VF. TFE and HFP are required. 

(/) Test chemicals — Vehicle . The 
requirement under { 798.5275(d)(5)(i) of 
this chapter regarding vehicle is omitted 
for VDF. VF. TFE and HFP. 

(/i) Test chemicals—Dose levels . The 
requirement under $ 798.5275{d)(5)(ii) of 
this chapter is modified for VDF, VF. 


TFE and HFP so that it is sufficient to 
test a single dose of the test substance. 
This dose shall be the maximum 
tolerated dose or that which produces 
some indication of toxicity. 

(///) Test chemicals—Route of 
administration . The requirement under 
5 798.5275(d)(5)(ili) of this chapter is 
modified for VDR, VF, TFE and HFP so 
that exposure shall be by inhalation. 

(D)(7) A mouse specific locus assay 
shall be conducted with VF, VDF, TFE 
and HFP in accordance with 1796.5200 
of this chapter for whichever of these 
substances produces a positive result in 
the sex-linked recessive lethal test in 
Drosophila melanogaster conducted 
pursuant to paragraph (c}(l)(i)(C) of this 
section. 

(2) Modifications to i 790.5200 of this 
chapter. The foliowring modifications to 
i 796.5200 of this chapter for testing VF. 
VDF. HFP and TFE are required. 

(/) Test chemicals — Vehicle. The 
requirement under j796.5200(d)(5)(i) of 
this chapter regarding vehicle is omitted 
for VF, VDF, HFP and TFE. 

(ii) Test chemicals—Dose levels. The 
requirement under { 798.5200(d)(5)(ii) of 
this chapter is modified for VF, VDF, 

HFP and TFE so that a minimum of two 
dose levels shall be tested. The highest 
dose tested shall be the highest dose 
tolerated without toxic effects, provided 
that any temporary sterility induced due 
to elimination of spermatagonia is of 
only moderate duration, as determined 
by a return of males to fertility within 80 
days after treatment, or shall be the 
highest dose attainable. 

(///) Test chemicals—Route of 
administration . The requirement under 
{ 798.5200(d)(5)(iii) of this chapter is 
modified for VF, VDF, HFP and TFE so 
that animals shall be exposed to the test 
substance by inhalation. Exposure shall 
be for 6 hours a day. Duration of 
exposure shall be dependent upon 
accumulated total dose desired for each 
group. 

(is) Reporting requirements (A) 
Mutagenic effectsgene mutation testa 
shall be conducted and the final results 
submitted to the Agency after the 
effective date of the rule as follows: 
gene mutation in Salmonella. 4 months: 
specific locus mutagenicity assay, 9 
months; Drosophila sex-linked recessive 
lethal, 24 months; mouse specific locus. 
36 months. 

(B) Progress reports shall be submitted 
to the Agency quarterly beginning 90 
days after the effective date of the final 
rule. 

(2) Mutagenic effects—Chromosomal 
aberrations —(i) Required testing (A)(7) 
An in vitro cytogenetics test shall be 
conducted with VF, VDF, TFE and HFP 








16142 


Federal Register / Vol. 50, No. 215 / Wednesday, November 0 . 1985 / Proposed Rules 


in accordance with { 798.5375 of this 
chapter. 

[2) Modifications to § 798.5375 of this 
chapter. The following modifications to 
5 798.5375 of this chapter for testing VF. 
VDF, TFE and HFP are required. 

(/) Test method—Type of cells used in 
the assay. The requirement under 
§ 798.5375(d)(3)(i) of this chapter is 
modified for VF. VDF. TFE and HFP so 
that these compounds shall be tested in 
Chinese hamster ovary (CHO) cells. 
Cells shall be checked for Mycoplasma 
contamination and may be checked for 
karyotype stability. 

(ii) Test chemicals — Vehicle . The 
requirement under $ 798.5375(d)(6)(i) of 
this chapter regarding vehicle is omitted 
for VF. VDF. TFE and HFP. 

(//V) Test performance—Treatment 
with test substance . The requirement 
under $ 798.5375(e)(3) of this chapter is 
modified for VF. VDF. TFE and IIFP so 
that cells in the exponential phase of 
growth shall be treated with test 
substance both in the presence and 
absence of metabolic activation. 
Fluoroalkene-air mixtures in varying 
concentrations shall be flushed with 10 
volumes of treatment mixture at a rate 
of 500 mL/min. Flasks shall be closed 
with a cap with a rubber septum. 
Samples shall be removed with a gas- 
tight syringe at the beginning and end of 
the exposure period and analyzed for 
gas content. Incubation shall be at 37*C 
on a rocker panel to insure maximum 
contact between cells and treatment 
mixture. For experiments without 
metabolic activation, treatment shall be 
Tor 10 hours (including treatment with 
spindle inhibitor). For experiments with 
metabolic activation, treatment shall be 
for 2 hours after which cells shall be 
washed, refed with culture medium and 
incubated for an additional 8 hours 
(including treatment with spindle 
inhibitor). Alternative treatment 
schedules may be justified by the 
investigator. 

(/V) Test performance—Culture 
harvest time . The requirement under 
§ 798.5375(e)(5)(i) of this chapter is 
modified for VF. VDF, TFE and HFP so 
that multiple harvest times shall be 
used. If cell cycle length is changed by 
treatment, the fixation intervals shall be 
changed accordingly. 

(B)(1) For each respective test 
substance an in vivo cytogenetics test 
shall be conducted with VF. VDF. TFE 
or HFP in accordance with $ 798 5385 of 
this chapter, if the in vitro cytogenetics 
test conducted pursuant to paragraph 
(c)(2](i)(A) of this section produces a 
negative result. 

[2) Modifications to 5 798 5385 of this 
chapter. The following modifications to 


{ 798.5385 of this chapter for testing VF. 
VDF, TFE and HFP are required. 

{/) Test method—Vehicle. The 
requirement under 5 788.5385(d)(5)(i) of 
this chapter regarding vehicle is omitted 
for VF, VDF. TFE and HFP. 

(ii) Test-method—Dose levels . The 
requirement under $ 798.5385(d)(5)(ii) of 
this chapter is modified for VF, VDF, 
TFE and HFP so that three dose levels 
shall be used. The highest dose tested 
shall be the maximum tolerated dose, 
that dose producing some indication of 
cytotoxicity (e g. partial inhibition of 
mitosis), or the highest dose attainable. 

(ill) Test method—Route of 
administration . The requirement under 
S 798.5385(d)(5)(iii) of this chapter is 
modified for VF. VDF. TFE and HFP so 
that animals shall be exposed by 
inhalation for 6 hours/day for 5 
consecutive days. 

(iVJ Test performance. The 
requirement under } 798.5385(e) of this 
chapter is modified for VF, VDF. TFE 
and HFP as follows: Animals shall be 
treated with the test substance for 5 
days at the selected dose(s). Bone 
marrow samples shall be taken 6 and 24 
hours after the termination of the last 
treatment. Prior to sacrifice, animals 
shall be injected IP with an appropriate 
dose of a spindle inhibitor (e.g. 
colchicine or Colcemid*) to arrest cells 
in c-metaphase. Immediately after 
sacrifice, the bone marrow shall be 
obtained, exposed to hypotonic solution, 
and fixed. The cells shall then be spread 
on slides and stained. Chromosome 
preparations shall be made following 
standard procedures. The number of 
cells to be analyzed per animal shall be 
based upon the number of animals used, 
the negative control frequency, the 
predetermined sensitivity and the power 
chosen for the test. Slides shall be coded 
before microscopic analysis. 

(C) (7) For each respective test 
substance a dominant lethal assay shall 
be conducted with VF. VDF. TFE or HFP 
in accordance with § 798.5450 of this 
chapter, if either the in vitro 
cytogenetics test conducted pursuant to 
paragraph (c)(2)(i)(A) of this section or 
the in vivo cytogenetics test conducted 
pursuant to paragraph (c)(2)(i)(B) of this 
section produces a positive result. 

(2) Modifications to S 798.5450 of this 
chapter. The following modifications to 
5798.5450 of th is ch apter for testing VF. 
VDF. HFP and TFE are required. 

(/) Test method—Description. The 
requirement under § 798.5450(d)(2)(i) of 
this chapter is modified for VF. VDF. 

TFE and HFP so that several treatment 
schedules are available. The most 
widely used schedule require single 
administration of test substance. 
However, for this assay, fluroalkenes 


shall be administered by inhalation for 5 
consecutive days for 8 hours/day. 

(ii) Test method—Concurrent 
controls. The requirement under 
$ 798.5450(d)(4)(i) of this chapter is 
modified for VF, VDF, TFE and HFP so 
that concurrent positive and negative 
(vehicle) controls shall be included in 
each experiment. 

(/ii) Test method—Test chemicals . 
The requirement under $ 798.5450(d)(5) 
of this chapter is modified for VF. VDF. 
TFE and HFP so that exposure shall be 
by inhalation for 5 consecutive days for 
6 hours/day. Three dose level shall be 
used. The highest dose shall produce 
signs of toxicity (e g. slightly reduced 
fertility) or shall be the highest 
attainable. 

(/V) Test performance. The 
requirement under i 798.5450(e)(1) of 
this chapter is modified for VF, VDF, 
TFE and HFP so that individual males 
shall be mated sequentially to 1 or 2 
virgin females. Females shall be left 
with the males for at least the duration 
of one estrus cycle or alternatively until 
mating has occurred as determined by 
the presence of sperm in the vagina or 
by the presence of a vaginal plug. In any 
event, females shall be left with the 
males for no longer than 7 days. 

(v) Test performance. The requirement 
under {798.5450(e)(2) of this chapter is 
modified for VF. VDF. TFE and HFP so 
that the number of matings following 
treatment shall ensure that germ cell 
maturation is adequately covered. 
Mating shall continue for at least 6 
weeks. 

(vi) Test performance. The 
requirement under § 798.5450(e)(3) of 
this chapter is modified for VF. VDF, 
TFE and HFP so that females shall be 
sacrificed in the second half of 
pregnancy and uterine contents shall be 
examined to determine the number of 
implants and live and dead embry os. 
The examination of ovaries to determine 
the number of corpora lutea is left to the 
discretion of the investigator. 

(D)(7) For each respective test 
substance a heritable translocation 
assa y shall be conducted with VF. VDF. 
TFE or HFP in accordance with 
$ 798.5480 of this chapter, if the 
dominant lethal assay conducted 
pursuant to paragraph (c)(2)(i)(C) of this 
section produces a positive result. 

12) Modifications to S 798.5480 of this 
chapter. The following modifications to 
5 798.5460 of this chapter for testing VF, 
VDF, TFE and HFP are required. 

(i) Test method—Animal selection. 
The requirement under 
$ 798.5460fd)(3)(i) of th is ch apter is 
modified for VF. VDF. TFE and HFP so 
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that the mouse shall be used as the test 

species. 

(ii) Test method—Vehicle. The 
requirement under § 798.5460(dH5}(0 of 
this chapter-regarding vehicle is omitted 
for VF, VDF. TFE and HFP. 

(Hi) Test method—Dose levels. The 
requirement under 9 798.540O(d)(5){ii) of 
this chapter is modified for VF. VDF. 

TFE and HFP so that at least two dose • 
levels shall be used. The highest dose 
level shall result in toxic effects (which 
shall not produce an incidence of 
fatalities which would present a 
meaningful evaluation) or shall be the 
highest dose attainable. 

(iv) Test method—Route of 
administration . The requirement under 
5 ‘>B.5460(d)(5)(iiiJ of tills chapter is 
modified for VF, VDF. TFE and IIFP so 
that animals shall be exposed by 
inhalation. 

(v) Test performance—Treatment and 
mating. The requirement under 

§ ~38.546Q(e)(l) of this chapter is 
modified for VF. VDF. TFE and I IFP so 
that the animals shall be dosed with the 
test substance 6 hr/day. 7 days/week 
over a period of 35 days. After 
treatment each male shall be caged 
with 2 untreated females for a period of 
1 week. At the end of 1 week, females 
shall be separated from males and 
caged individually. When females give 
b>rth, the day of birth, litter size and sex 
of progeny shall be recorded. All male 
progeny shall be weaned and all female 
progeny shall be discarded. 

(ii) Reporting requirements, (A) 
Mutagenic effects-chromosomal 
abenation testing shall be completed 
and final results submitted to the 
Agency after the effective date of the 
rule as follows: In vitro cytogenetics. 4 
months; in vivo cytogenetics, 12 months; 
dominant lethal assay. 24 months; 
heritable translocation essay, 36 
months. 

(B) Progress reports shall be submitted 
to the Agency quarterly beginning 90 
days after the effective data of the final 

rule. 

(3) Subchronic toxicity— (i) Required 
Testing, (A) Inhalation subchronic 
toxidty tests shall be conducted with 
HFP in accordance with the TSCA Test 
Guideline specified in 9 798.2450 of this 
chapter. 

(B) Modifications to 9 796.2450 of this 
chapter. The following modifications to 
1 "98.2450 of this chapter for testing HFP 
are required. 

(I) Test procedures—Exposure 
conditions. The requirement under 
{ 798.2450(d)(5) of this chapter is 
modified so that the animals shall be 
exposed to the test substance 6 hours 
per day. 5 days per week for 90 days. 


(2) Test procedures—Observation of 
animals. The requirement under 

9 798.2450(d)(10)(v) of this chapter is 
modified so that animals 9hoIl be 
weighed weekly, and so that food and 
water consumption shall also be 
measured weekly. 

(3) Test report—Individual animal 
data. The requirement under 

5 798.2450(e)(3)(iv)fD) of this chapter is 
modified to read “Food and water 
consumption data.” 

(ii) Reporting requirements. (A) The 
required subchronic toxicity tests shall 
be completed and final results submitted 
to the Agency within 18 months of the 
effective date of the final rule. 

(B) Progress reports shall be submitted 
to the Agency quarterly beginning 90 
days after the effective date of the final 
rule. 

(4) Reproductive toxicity —(i) 

Required testing. A reproductive 
toxicity test shall be conducted with 
VDF by inhalation in accordance with 
§ 798.4700 of this chapter. 

(ii) Reporting requirements. (A) The 
reproductive toxidty test shall be 
completed and final results submitted to 
the Agency within 29 months of the 
effective date of the final test rule. 

(B) Progress reports shall be submitted 
to the Agency quarterly beginning 90 
days after the effective date of the final 
rule. 

(5) Oncogenicity— (i) Required testing. 
Oncogenicity tests shall be conducted in 
both rats and mice by inhalation with 
VF and in mice with VDF in accordance 
with { 798.3300 of this chapter. 
Oncogenidty testing by inhalation shall 
be conducted in rats with VDF in 
accordance with the protocols submilted 
by Fluoroalkenes Industry Group (FIG), 
One Customs House Square. Suite 314. 
Wilmington, Del. 19801, and previously 
approved by the Agency which are 
incorporated by reference. These 
protocols are available for inspection at 
the Office of the Federal Register 
Information Center. Rm. 8301.1100 L 
Street, NW., Washington. DC 20408. A 
copy of these protocols has also been 
included in the public record for this 
rule (docket no. OPTS-420Q2C) and is 
available for inspection in the OPTS 
Reading Rm.. E-1Q7.401 M St.. SW.. 
Washington, DC 20460, from 8 a.m. to 4 
p.m., Monday through Friday, except 
legal holidays. This incorporation by 
reference was approved by the Director 
of the Federal Register. These materials 
are incorporated as they exist on the 
date of approval and a notice of any 
change In these materials will be 
published in the Federal Register. 
Oncogenicity tests shall also be 
conducted by inhalation in both rats and 
mice with TFE and HFP in accordance 


with § 798.3300 of this chapter for 
whichever of these substances yields a 
positive test result In any one of the 
following mutagenicity tests: The in 
vitro cytogenetics assay conducted 
pursuant to paragraph (c)(2)(i)(A) of this 
section, the in vivo cytogenetics assay 
conducted pursuant to paragraph 
(c)(2)(i)(B) of this section, the 
mammalian cells in culture assay 
conducted pursuant to paragraph 
(c)(i)(1)[B) of this section or the sex- 
linked recessive lethal assay in 
Drosophilia melanogaster conducted 
pursuant to paragraph (c)(l){i)(C) of this 
section. Criteria for positive test results 
are established in 40 CFR 798.5375, 
798.5385, 798.5300 and 798.5275 of this 
chapter, respectively. 

(ii) Reporting requirements. (A) The 
oncogenicity testing shall be completed 
and final results submitted to the 
Agency within 53 months of die effective 
date of the final rule for VF and VDF 
and 87 months for TFE and HFP. 

(B) Progress reports shall be submitted 
quarterly beginning 90 days after the 
effective date of the final rule. 

(Information collection requirements have 
been approved by the Office of Management 
and Budget under control number 2070-0033.) 

(FR Doc 85-26529 Filed 11-5-85: 8:45 am] 

BtLUNO COOC ft SCO-SO-M 


FEDERAL EMERGENCY 
MANAGEMENT AGENCY 

44 CFR Part 67 

lDocket No. FEMA-66761 

Proposed Flood Elevation 
Determinations; Pennsylvania; 
Correction 

agency: Federal Emergency 
Management Agency. 
action: Proposed rule; correction. 

summary: This document corrects a 
Notice of Proposed Determinations of 
base (100-ycar) flood elevations 
previously published at 50 FR 38556 on 
September 23.1985. This correction 
notice provides a more accurate 
representation of the Flood Insurance 
Study and Flood Insurance Rate Map for 
the Township of Washington. Franklin 
County, Pennsylvania. 

FOR FURTHER INFORMATION CONTACT: 

John L Mutticks. Acting Chief, Risk 
Studies Division, Federal Insurance 
Administration, Federal Emergency 
Management Agency. Washington. DC 
20472, (202) 648-2767. 
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SUPPLEMENTARY INFORMATION: The 

Federal Emergency Management 
Agency gives notice of the correction to 
the Notice of Proposed Determinations 
of base (100-year) flood elevations for 
selected locations in the Township of 
Washington, previously published at 50 
FR 38556 on September 23.1985, in 
accordance with section 110 of the Flood 
Disaster Protection Act of 1973 (Pub. L. 
93-234), 87 Stat. 98a which added 
Section 1363 to the National Flood 
Insurance Act of 1968 (Title XIII of the 
Housing and Urban Development Act of 
1968 (Publ. L. 90-448)), 42 U.S.C. 4001- 
4128, and 44 CFR Part 67. 

List of Subjects in 44 CFR Part 67 

Flood insurance. Flood plains. 

The authority citation for Part 67 
continues to read as follows: 

Authority: 42 U.S.C. 401 et seq., 
Reorganization Plan No. 3 of 1978. B.O.12127. 



Issued: October 25.1985. 

loffroy S. Bragg, 

Administrator, Federal Insurance 
Administration , 

|FR Doc. 85-26443 Filed 11-5-85; 8:45 am| 

SILLING COOC S71I-03-N • 


FEDERAL COMMUNICATIONS 
COMMISSION 

47 CFR Part 18 

[Gen Docket No. 85-3031 

Exempt Medical Ultrasonic Diagnostic 
and Monitoring Equipment from 
Technical Standards; Correction 

agency: Federal Communications 
Commission. 

action: Proposed Rule; Correction. 

summary: These Errata correct a Notice 
of Proposed Rule Making recently 
adopted in Gen. Docket 85-303, in which 
the FCC proposed to exempt medical 
ultrasonic diagnostic and monitoring 
equipment from the technical standards 
specified in Part 18 of its Rules, 
published on October 23,1985.50 FR 
42967. 

address: Federal Communications 
Commission. Washington. DC 20554. 

FOR FURTHER INFORMATION CONTACT: 

Liliane Volcy. Office of Science and 
Technology, Technical Standards 
Branch, Washington. DC 20554, (202) 
653-8247. 

SUPPLEMENTARY INFORMATION: 

List of Subjects in 47 CFR Part 18 

Medical devices. Scientific equipment, 
Reporting requirements. 

Errata 

In the matter of amendment of Part 18 of 
the FCC rules to exempt medical ultrasonic 
diagnostic and monitoring equipment from 
technical standards; CEN Docket No. 85-303. 
Released: October 31,1985. 

The Commission's Notice of Proposed 
Rule Making in General Docket 85-303. 
FCC 85-549, adopted October 9.1985, 
and released October 17,1985, is 
corrected as follows: 

1. On page 42969. in the first column, 
in paragraph 8, the frequency 44.3 MHz 
is corrected to read 49.2 MHz. 

2. On page 42969. in the third column, 
in paragraph 11, the following sentence 
was omitted inadvertently from the end 
of the paragraph: "Nevertheless, the 
Field Operations Bureau will, prior to 
issuance of the final Report and Order, 
conduct a study of several existing 
ultrasonic equipment installations to 
determine whether any harmful 
interference now exists, and what the 
potential for interference may be. 

Federal Communications Commission 
William |. Tricarico, 

Secretary, 

[FR Doc. 85-20482 Filed 11-5-85; 8:45 am] 

BILLING COOC 67i2-01>M 


DEPARTMENT OF TRANSPORTATION 

National Highway Traffic Safety 
Administration 

49 CFR Part 571 

Federal Motor Vehicle Safety 
Standards; Denial of Petition for 
Rulemaking 

AGENCY: National Highway Traffic 
Safety Administration (NHTSA). DOT. 

action: Denial of petition for 
rulemaking. 

summary: This notice denies a petition 
for rulemaking filed by Philip F. Eckert. 
Cdr. (Ret.) to amend Motor Vehicle 
Safety Standard No. 108 to require 
hazard warning signals to continue to 
flash when the brake pedal is depressed, 
in those rear lighting configurations 
where the turn signal lamps are 
optically combined with the stop lamps 
While such a system is permissible 
today, its provision is at the option of 
the manufacturer which also has the 
choice of installing a system in which 
the hazard warning signal is inoperative 
when the stop lamp is activated. The 
petition is denied principally because 
there are no data showing that the 
system petitioned for would make a 
greater contribution to accident 
avoidance. Further, two of the three 
principal U.S. manufacturers have 
indicated that they plan to incorporate 
the system petitioned for in their 
passenger cars. 

FOR FURTHER INFORMATION CONTACT: 

Kevin Cavey, Crash Avoidance Division, 
Office of Vehicle Safety Standards, 
National Highway Traffic Safety 
Administration. 400 Seventh Street. SW. 
Washington. D.C. 20590 (202-426-2153). 

SUPPLEMENTARY INFORMATION: Hazard 
warning systems are installed on motor 
vehicles for use to indicate a disabled or 
slow moving vehicle in the roadway 
ahead. They operate through the turn 
signal lamps, which Standard No. 108 
permits to be either yellow or red in 
color at the rear. In those rear lighting 
configurations where the turn signal 
lamps are red, they are frequently 
optically combined with taillamps and 
stop lamps. Current hazard warning 
systems are wired to operate in one of 
two ways. Under the first method, the 
hazard warning signal flashing ceases 
when the brake pedal is applied, and a 
steady-burning red light is presented to 
the viewer. Under the second method, 
the warning signal is not affected by 
application of the brake pedal, and it 
continues to flash. Philip F. Eckert of 
Chevy Chase, Maryland, petitioned the 
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agency for rulemaking to mandate the 
second method, and to require 
manufacturers to prepare kits for 
conversion from the first method to the 
second. For the reasons set forth below, 
the agency has denied his petition.’ 

Petitioner argues that the continually 
flashing system is desirable os. in his 
opinion, a flashing light is more readily 
perceivable from the rear and more 
likely to prevent a rear end collision 
than the steady-burning stop lamp. 

There are no data either submitted by 
the petitioner or known to NHTSA 
showing that vehicles presently wired in 
this manner have greater potential for 
accident avoidance than those that are 
not. In the absence of such data, there is 
no compelling reason to mandate the 
system petitioned for. 

It should also be noted that all new 
passenger cars are now required to have 
a center-high mounted stop lamp and it 
is anticipated that many of the rear end 
accidents with which the petitioner is 
concerned will not occur, or will be 
reduced in severity. 

The agency understands that both GM 
and Ford currently equip all applicable 
vehicles with a system in which the 
brake signal overrides the hazard 
naming signal. Chrysler uses a mixture 
of systems; some in which the brake 
signal overrides the hazard warning 
signal and others in which the hazard 
warning signal overrides the brake 
signal. 

Further, Ford and Chrysler have 
indicated that they voluntarily plan to 
w ire all their vehicles as requested by 
the petitioner. Both Chrysler find Ford 
have stated that by 1987 they plan to 
have all passenger cars equipped with 
combined stop and turn signal lamps 
which continue to flash when both 
hazard warning and braking controls are 
actuated. CM is also considering the 
merits of the system. A large percentage 
of imported vehicles and many domestic 
vehicles use amber rear turn signal 
systems, in which the stop lamps and 
turn signal lamps are not combined. For 
these systems, the question of signal 
•imbiguity does not arise since each can 
be independently indicated. Thus, the 
agency has concluded that a significant 
portion of vehicles will perform in the 
manner requested without the necessity 
of rulemaking. For these reasons, the 
agency has decided to deny the Eckert 
petition. 

The petitioner also requested that 
manufacturers be required to produce 
conversion kits, but he did not specify 
whether his intent was for the agency to 
order retrofit of existing vehicles, or 
simply to make conversion kits 
available for those who wished the 
alternative system. NHTSA lacks legal 


authority to require retrofitting of 
vehicles with a new safety systems, and 
in view of its decision not to propose 
mandating the alternative system, 
denies this aspect of the Eckert petition 
as well. 

(Secs. 103,119. Pub. L 89-583. 80 Stat. 718 (15 
U.S.C. 1392.1407); delegation of authority at 
49 CFR1.50 and 501.8) 

Issued; October 31.1985. 

Berry Felrice. 

Associate Administrator for Rulemaking . 

[FR Doc. 85-28505 Filed 11-5-85; 8:45 am) 

BILLING COOC 4910-SS-M 


DEPARTMENT OF COMMERCE 

National Oceanic and Atmospheric 
Administration 

50 CFR Part 652 
(Docket No. 50579-5122) 


Atlantic Surf Clam and Ocean Ouahog 
Fisheries 

agency: National Marine Fisheries 
Service (NMFS), NOAA. Commerce. 
action: Proposed rule; technical 
amendments and request for public 
comment. 

summary: This document proposes 
technical amendments to the rule 
implementing the Fishery Management 
Plan for the Atlantic Surf Clam and 
Ocean Quahog Fisheries (FMP). The 
intended effect is to correct the purpose, 
prohibitions, weather day and closed 
area sections of the regulations. 
date: Comments will be accepted until 
December 6,1985. 

FOR FURTHER INFORMATION CONTACT: 

Monique Rutledge. 017-281-3600, 
extension 272. 

SUPPLEMENTARY INFORMATION: Six 

provisions contained in amendments to 
the regulations implementing the FMP. 
i 652.1 (Purpose), § 652.7 (Prohibitions). 

§ 652.22 (Effort restrictions), and 

§ 652.23 (Closed areas), are corrected in 
this rule. 

The statement of purpose of the 
regulations at { 652.1 makes reference 
only to the regulation of Fishing for surf 
clams and ocean quahogs although the 
regulation of other activities is 
encompassed by the FMP such as the 
possession of surf clams and ocean 
quahogs harvested under the jurisdiction 
of the FMP (page 57, section XI11-3, 
Amendment 3), approved by NOAA and 
published as a Final rule on January 29, 
1962 (47 FR 4268). Language is added to 
the Purpose section stating that these 


regulations implement the terms of the 
FMP clarifying that the scope of the 
regulations encompasses regulation of 
all activities included in the FMP and 
not just Fishing for surf clams and ocean 
quahogs. 

The prohibition at $ 652.7(a) as now 
written states that permit holders will 
not “catch and retain on board'* any surf 
clams or ocean quahogs during closed 
seasons or in closed areas as speciFied 
by the regulations. The intent of this 
prohibition is to prevent for 
conservation purposes unauthorized 
harv est of surf clams and ocean 
quahogs. However, this language 
appears to require that the “catching* * § or 
“retaining** of surf clams be witnessed in 
order to allege violation of the 
regulations. The loophole created by this 
language has hindered enforcement 
efforts. 

To better reflect the intent of the 
provision. $ 652.7(a) is revised to 
prohibit permit holders from Fishing for 
surf clams or ocean quahogs during 
closed seasons or in closed areas. The 
prohibition against “fishing for’* versus 
“catching and retaining*’ permits 
enforcement when a vessel is observed 
with its gear in the water. This revision 
is consistent with the deFmition of 
“fishing" in ( 652.2 which encompasses 
any activity which can be expected to 
result in the catching, taking, or 
harvesting of Fish, or operations at sea in 
support of Fishing, and not merely the 
catching of fish. 

The prohibition at $ 652.7(f) expressly 
permits authorized officers to search 
Fishing vessels incident to enforcement 
efforts. The substance of the FMP, 
however, which encompasses 
possession of surf clams in places other 
than aboard Fishing vessels, e.g. on 
docks and at processing facilities, 
provides the grounds for searches of 
other areas of custody. ClariFication is 
made to this section to expressly include 
searches of places other than fishing 
vessels. 

Current regulations at S 652.5 require 
dealers, owners, and operators of 
vessels to file accurate reports of 
various activities on a regular basis. The 
prohibition at § 552.7(e) prohibits 
undertaking certain actions without 
completing those reports. However, 
neither section clearly defines a 
prohibition for Filing false reports. This 
is a significant omission in a system 
which depends upon reliable data on 
which to base management actions. A 
new prohibition paragraph (m) is added 
to make it an express violation to 
knowingly include false information in 
the reports required under { 652.5. 
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Section 652.22(h)(4) of the regulations 
allows fisherman to claim a make-up 
period during November through April if 
weather or sea conditions endanger the 
vessel or crew or interfere with effective 
fishing. The regulation, as presently 
written, is interpreted to allow make up 
periods only during the period of 
November 1 through April 30. An 
unintentional impact of this provision is 
the potential for its inequitable 
treatment of fisherman. Depending on 
which days of the week November 1 and 
April 30 fall, fisherman can clsim a 
make-up period during the first week the 
provision is effective, the first and the 
last week, or neither the first nor the last 
week, depending on their fishing day. In 
order to assure that all participants in 
the fishery share an equal opportunity to 
claim a make-up day during the winter 
months, NOAA proposes tailoring the 
duration of the make-up period 
provision to the fishing week in the Mid- 
Atlantic Area. Thus, the make-up period 
may be claimed as of the first Sunday in 
November through the last Thursday in 
April 

Two sections of the regulations, 

§ 652.22(f) and § 652.23(d), are unclear 
as to observations that must be made to 
support a presumption that violations of 
fishery closures or of closed areas have 
occurred. The first part of each of the 
sections appear to provide that 
violations may be presumed if 
observation is made of either clams 
aboard or fishing gear in the water. The 
last sentence in each section, however, 
could be read to require observations of 
clams aboard in addition to gear in the 
water where observation of gear is at 
issue. Changes made below to the 
respective sections clarify that 
presumptions may be made that 
violations of the respective sections 
have occurred if observation is made of 
either dams aboard or gear in the water 
after dosurc of the fishery or in closed 
areas. 


Other Matters 

This action is taken under the 
authority of 50 CFR Part 652 and is taken 
in compliance with Executive Order 
12291. 

List of Sublets in 50 CFR Part 652 

Fisheries, Reporting and 
recordkeeping requirements. 

Dated: October 31.1985. 

Carman ). Blondin, 

Deputy Assistant Administrator for Fisheries 
Resource Management. Nat tonal Marine 
Fisheries Service. 

PART 652-( AMENDED) 

It is proposed to amend 50 CFR Part 
652 8S follows: 

1. The authority dtation for Part 652 
continues to read as follows: 

4 

Authority: 16 U.S.C. 1801 et seq, 

2. Section 652.1 is amended by 
designating the existing section as (a) 
and adding a new paragraph (b) to read 
as follows: 

§652.1 Purpose 
• • • • ♦ 

(b) These regulations implement the 
Fishery Management Plan for Surf Clam 
and Ocean Quahog Fisheries. 

3. In § 6527. paragraph (a) 
introductory text and paragraph (f)(1) 
are revised and paragraph (mj is 
redesignated as tn} and a new 
paragraph (in) is added to read as 
follows: 

§6527 Prohibitions 

(a) No permit holder may fish for any 
surf clams or ocean quahogs: * * * 

• • • • • 

W* 

(1) Refuse to permit an authorized 
officer to board a fishing vessel subject 
to such a person's control no matter 
where that vessel may be located, or to 
enter areas of custody subject to such a 
person's control, for purposes of 
conducting any search or inspection in 


connection with the enforcement of the 
Act, these regulations, or any other 
regulations issued under the Act. 

• • • • • 

(m) No dealer, vessel owner, operator, 
or other person will knowingly submit 
false information in records and reports 
required to be kept and filed under 
§ 652.8. 

• • • • ♦ 

4. In § 65222 paragraphs (a)(4) and 
(f)(1) are revised to read as follows: 

§ 652.22 Effort restrict loos. 

(a)*** 

(4) Make-up periods. Commencing at 
0001 hours on the first Sunday of 
Novmeber and ending at 2400 hours on 
the last Thursday of April and during 
the intervening months, fishermen may 
claim a make-up period, if in the opinion 
of the vessel operator, weather or sea 
conditions would prevent effective 
fishing or endanger the vessel or crew. 

• • • • • 

(f) Presumption . (1) The presence of 
surf clams or ocean quahogs aboard any 
vessel engaged in the surf clam or ocean 
quahog fishery or the presence of any 
part of a vessel s gear in the water more 
than 12 hours after a closure occurs 
under this section will be primo facie 
evidence that such vessel was fishing 
for surf clams or ocean quahogs in 
violation of these regulations. 

• • • • • 

5. In § 652.23, paragraph (d) is revised 
to read as follows: 

§ 652 23 Closed stems. 

• • • • • 

(d) Presumption. In closed areas, the 
presence of surf clams or ocean quahog? 
aboard any fishing vessel or the 
presence of any part of the vessel's gear 
in the water is primn facie evidence that 
such vessel was fishing for surf clams or 
ocean quahogs in violation of these 
regulations. 

(FR Doc. 85-26533 Filed 11-5-85; 8:45 am] 

BIUJMQ COOS >610-21-41 
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department of agriculture 

Forms Under Review by Office of 
Management and Budget 

November 1 . 1985 . 

The Department of Agriculture has 
lubnntted to OMB for review the 
following proposals for the collection of 
information under the provisions of the 
Paperwork Reduction Act (44 U.S.C 
Chapter 35) since the last list was 
published. This list is grouped into new 
proposals, revisions, extensions, or 
reinstatements. Each entry contains the 
following information: 

(1) Agency proposing the information 
collection; (2) Title of the information 
collection: (3) Form number(s). if 
applicable: (4) How often the 
information is requested; (5) who will be 
required or asked to report: 16) An 
estimate of the number of responses; (7) 
An estimate of the total number of hours 
needed to provide the information; (8) 

An indication of whether section 3504(h) 
of P.L 96-511 applies: (9) Name and 
telephone number of the agency contact 
person. 

Questions about the items in the 
bating should be directed to the agency 
person named at the end of each entry. 
Copies of the proposed forms and 
supporting documents may be obtained 
from Department Clearance Officer, 

LSD A. OIRM. Room 404-W Admin. 

I Bldg, Washington. D.C. 20250. (202) 447- 
2118 . 

Comments on any of the items listed 
ihould be submitted directly to: Office 
oi Information and Regulatory Affairs. 
Office of Management and Budget. 
Washington. D C. 20503. ATTN; Desk 
Officer for USDA. 

If you anticipate commenting on a 
mb mission but find that preparation 
time will prevent you from doing so 
promptly, you should advise the OMB 
Desk Officer of your intent as early as 
Possible. 


Extension 

• Agricultural Cooperative Service 
New Cooperative Volume and Structure 
On occasion 

Individuals or households; Farm; 245 
responses: 245 hours; not applicable 
under 3504(h) 

William R. Seymour (202) 447-8396 

• Agricultural Marketing Service 
Grapefruit Grown in the Interior District 

in Florida—Marketing Order 913 
On occasion. Weekly. Annually. Once 
every three years 

Farms; Businesses or other for profit; 
1.398 responses; 324 hours; not 
applicable under 3504(h) 

William J. Doyle (202) 447-5975 

• Agricultural Marketing Service 
Peaches Grown in Mesa County, 

Colorado—Marketing Order 919 
On occasion: Once every three years 
Farm; Businesses or other for-profit; 60 
responses; 15 hours; not applicable 
under 3504(h) 

William J. Doyle (202) 447-5975 

• Agricultural Marketing Service 
Oregon-Washington-California Winter 

Pears—Marketing Order 927 
Committee Forms 
Semi-monthly 

Farms; Businesses or other for-profit; 
Small businesses or organisations; 
4,733 responses; 2.793 hours; not 
applicable under 3504(h) 

William J. Doyle (202) 447-5975 

• Agricultural Marketing Service 
Irish Potatoes Grown in Southeastern 

States—Marketing Order 953 
Recordkeeping; Monthly, Annually 
Farms; Businesses or other for-profit; 
1,791 responses; 297 hours; not 
applicable under 3504(h) 

Charles W. Porter (202) 447-2615 

• Agricultural Marketing Service 
Lemons Grown in California and 

Arizona—Marketing Order No. 910 
On occasion; W r eekly; Annually 
Farms; Businesses or other for-profit; 
80.128 responses; 11.590 hours; not 
applicable under 3504(h) 

William J. Doyle (202) 447-5975 

• Agricultural Stabilization and 
Conservation Service 

CFR 1423 Processed Commodities 
Warehouse Standards CCC-29. CCC- 
32. CCC-55. CCC-56, CCC-513. CCC- 
560 

On occasion 

Businesses or other for-profit; Small 
businesses or organizations; 1.969 
responses; 1.769 hours; not applicable 
under 3504(h) 


Barry W. Klein (202) 447-4647 
New 

• Agricultural Stabilization and 
Conservation Service 
On-Farm Grain/Oilseed Storage 
Capacity Survey 
One time 

Farms; 2.5 million responses; 125.000 
hours; not applicable under 3504(h) 
Larry Walker (202) 382-9685 
Donald E. Hakhcr, 

Acting Departmental Clearance Officer . 
|FR Doc. 65-26493 Filed ll-S-85; 8:45 am) 

EMI LINO COOf 3410-0141 


Agricultural Stabilization and 
Conservation Service 

Feed Grain Donations for the Lower 
Brule Sioux Reservation Indian Tribe In 
South Dakota 

Pursuant to the authority set forth in 
section 407 of the Agricultural Act of 
1949, as amended (7 U.S.C. 1427) and 
Executive Order 11336.1 have 
determined that; 

1. The chronic economic distress of 
the needy members of the Lower Brule 
Sioux Indian Tribe of the Lower Brule 
Sioux Reservation in South Dakota has 
been materially increased and become 
acute because of severe and prolonged 
drought, thereby creating a serious 
shortage of feed and causing increased 
economic distress, this reservation is 
designated for Indian use and is utilized 
by members of the Lower Brule Sioux 
Tribe for grazing purposes. 

2. The use of feed grain or products 
thereof made available by the 
Commodity Credit Corporation for 
livestock feed for such needy members 
of the tribe will not displace or interfere 
with normal marketing of agricultural 
commodities. 

3. Based on the above determinations. 

I hereby declare the reservation and 
grazing lands of the tribe to be acute 
distress areas and authorize the 
donation of feed grain owned by the 
Commodity Credit Corporation to 
livestock owners who are determined by 
the Bureau of Indian Affairs, 

Department of the Interior, to be needy 
members of the tribe utilizing such 
lands. These donations by the 
Commodity Credit Corporation may 
commence upon signature of this notice 
and shall be made available through 
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May 15.1986, or such other date as may 
be stated in a notice issued by the 
Department of Agriculture. 

Signed at Washington, DC. on November 1. 
1965 ' 

Milton J. Hertz. 

Acting Administrator. Agricultural 
Stabilization and Conservation Service. 

|FR Doc. 85-26437 Filed 11-5-65: 6 45 am) 

Bill IMG COOC 3410-0S-M 


Cooperative State Research Service 

Committee of Nine; Meeting 

In accordance with the Federal 
Advisory Committee Act of October 6. 
1972 (Pub. L 92-463. 86 Stat. 770-776). 
the Cooperative State Research Service 
announces the following meeting: 

Name: Committee of Nine. 

Date: December 3,1985. 

Time: 8:00 am—5:00 p.m. 

Place: Breckenridge Kings Inn. 9600 Natural 
Bridge Road, St. Louis. Missouri. 

Type of Meeting: Open to the public. 
Persons may participate in the meeting as 
time and space permit. 

Comments: The public may file written 
comments before or after the meeting with 
the contact person listed below. 

Purpose: To evaluate and recommend 
proposals for cooperative research on 
problems that concern agriculture in two or 
more States, and to make recommendations 
for allocation of regional research funds 
appropriated by Congress under the Hatch 
Act for research at the State agricultural 
experiment stations. 

Contact Person for Agenda and More 
Information: Dr. Edward M. Wilson. 
Recording Secretary* U.S. Department of 
Agriculture. Cooperative State Research 
Service. Room 209 |ustin Smith Morrill Bldg.. 
Washington. DC 20251: Telephone: (202) 447- 
4587. 

Done at Washington, DC this 29th day of 
October 1985. 

|ohn Patrick (ordan. 

Administrator. Cooperative State Research 
Service . 

|FR Doc. 85-26436 Filed 11-5-85: 8:45 am) 

BllUWG COOC *410-?*-* 


DEPARTMENT OF COMMERCE 

International Trade Administration 

Antidumping Duty or Countervailing 
Duty Order, Finding, or Suspension 
Agreement; Opportunity To Request 
Administrative Review 

agency: International Trade 
Administration. Import Administration. 
Department of Commerce. 

ACTION: Notice of Opportunity to 
Request Administrative Review of 
Antidumping Duty or Countervailing 


Duty Order. Finding, or Suspension 
Agreement. 

Background 

Each year during the anniversary 
month of the publication of an 
antidumping duty or countervailing duty 
order, finding, or suspension agreement, 
an interested party as defined in section 
771(9) of the Tariff Act of 1930 may 
request, in accordance with { 353.53a or 
355.10 of the Commerce Regulations, 
that the Department of Commerce (’’the 
Department”) conduct an administrative 
review of that antidumping duty or 
countervailing duty order, finding, or 
suspension agreement. 

Opportunity to Request a Review 

Not later than November 30,1985. 
interested parties may request 
administrative review of the following 
orders, findings, or suspension 
agreements, with anniversary dates in 
November, for the following periods: 


Anfrdurryrg dufr procoadmq 

Rmw partod 

Ory Clearing Mactomary from ihe 
Fadoraf Republic * Germtoy 

Cartoon Steal WV» Rods from Turn 
dafl/TotoaQO 

Ctooma CNcnda from Canada— -- 

Bicycte Scoedomatert from Japan - 

Cartoon Steal w*a Rod* from Spam _ 
Cartoon Steal Waa Rods from Argenti¬ 
na _. 

11/C1/S4-10/31/85 

11/01/84*10/31/65 
4/30/64*10/31/86 
11 <01/84-10/31/65 
5/06/64-09/30/34 

05/06/64-10/31 /ss 
03/11/04*10/31/85 

T<tan**n Sponge from Japan...- 


Courtervarlng duty procaaJng 

Review penod 

Wooten Garment from Argentina.. . 

on Country Tubular Goods from Ar- 

01/01/64-12/31/64 

09'06/64-12/31/64 

03/1*/04*00/30/34 
01/01/04*12/31/04 

11/01/63-12/31/84 

OM^Country Tubuar Goods from 

Ui'n Q 


Soiium Gluconate from tfta European 
Cormmmitteft.. 



A request must conform to the 
Department’s interim final rule 
published in the Federal Register (50 FR 
32556) on August 13,1985. Five copies of 
the request should be submitted to the 
Deputy Assistant Secretary for Import 
Administration. International Trade 
Administration. Room B-099. U.S. 
Department of Commerce, Washington, 
D.C. 20230. 

The Department will publish in the 
Federal Register a notice of ’’Initiation 
of Antidumping (Countervailing) Duty 
Administrative Review.” for all requests 
received by November 30,1985. 

If the Department does not receive by 
November 30.1985. a request for review 
of entries covered by an order or finding 
listed in this notice and for a period 
identified above, the Department will 
instruct the Customs Service to assess 
antidumping or countervailing duties on 
those entries at a rate equal to the cash 


deposit of (or bond for) estimated 
antidumping or countervailing duties 
required on those entries at the time of 
entry, or withdrawal from warehouse, 
for consumption and to continue to 
collect the cash deposit previously 
ordered. 

This notice is not required by statute 
but is published as a service to the 
international trading community. 

Dated: October 31.1965. 

Gilbert B. Kaplan. 

Acting Deputy Assistant Secretary. Import 
Administration. 

[FR Doc. 85-28467 Filed 11-5-65; 8:45 am) 
BflUKO COOC SS10-0S-M 


Withdrawal of Application for Duty- 
Free Entry of Scientific Instruments; 
Berea College 

Berea College has withdrawn Docket 
Number 85-264, an application for duty¬ 
free entry of a Planetarium Projector. 
Accordingly, further administrative 
proceedings will not be taken by the 
Department of Commerce with respect 
to this application. 

(Catalog of Federal Domestic Assistance 
Program No. 11.105, Importation of Duty Free 
Educational and Scientific Materials) 

Frank W. Creel, 

Director , Statutory Import Programs Staff. 
(FR Doc. 85-26471 Filed 11-5-65; 845 ami 
siujno cooc mo-os-* 


Applications for Duty-Free Entry of 
Scientific Instruments; Clarkson 
University 

Pursuant to section 6(c) of the 
Educational, Scientific and Cultural 
Materials Importation Act of 1966 (Pub. 
L 89-651; 80 Stat. 897; 15 CFR Part 301), 
we invite comments on the question of 
whether instruments of equivalent 
scientific value, for the purposes for 
which the instruments shown below are 
intended to be used, are being 
manufactured in the United States. 

Comments must comply with 
Subsections 301.5(a)(3) and (4) of the 
regulations and be filed within 20 days 
with the Statutory Import Programs 
Staff. U.S. Department of Commerce, 
Washington. D.C. 20230. Applications 
may be examined between 8:30 A.M 
and 5:00 P.M. in Room 1523, U.S. 
Department of Commerce. 14th and 
Constitution Avenue. NW.. Washington. 
D.C. 

Docket number. 86-020. Applicant: 
Clarkson University, Potsdam, NY 
13878. Instrument: Electron Microscope 
Model JEM-1200EX with Accessories 
Manufacturer JEOL Limited, Japan. 
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Intended use: The instrument is 
intended to be used for the study of 
colloidal particles of various kinds. 
Specifically, shape and structure of the 
particulate material will be investigated 
in connection with a number of research 
projects. The experiments to be 
conducted will consist of particle 
characterization end studies of their 
nucleation and growth. Application 
received by Commissioner of Customs: 
October 10.1985. 

Docket number 88-021 Applicant: 
National Bureau of Standards. 

Electricity Division. Building 220. Room 
B 25 ft, Gaithersburg, MD 20899. 

Instrument: Superconducting Magnet 
System. Manufacturer Cryogenic 
Consultants limited. United Kingdom. 
Intended use: The instrument is 
Intended to be used for the study of tfce 
quantum Hall effect with the objective 
of developing a new resistance standard 
by which the United States' unit of 
resistance will be maintained. The 
quantum Hall effect will become the 
new resistance standard. Application 
received bv Commissioner of Customs: 
October 17.1985. 

Docket number. 86-024. Applicant: 
Rutgers University, Procurement and 
Contracting. P.O. Box 1089, Piscataway. 
NJ 08854. Instrument: Thermal ionization 
Mass Spectrometer, Model VG Sector. 
Manufacturer VG Isotopes Limited, 
United Kingdom. Intended use: The 
instrument will be used for isotopic 
analyses of several elements extracted 
from geologic samples for research in 
the fields of isotope geology, 
genthe mis try and geochronology. The 
materials to be analyzed are individual 
elements, as salts, chemically isolated 
from natural (and experimental) rock 
and mineral samples. The elements to 
be analyzed include (but are not 
restricted to): Rb, Sr. Ba, La. Ce. Nd, Sm, 
Eu. Gd, Dy. Er. Yb. Pb, Th and U. 
Experiments to be conducted will 
include: 

1 Geochemical tracer studies of 
Central American volcanic rocks, and 
detailed studies of individual Hawaiian 

volcanoes. 

2 Trace element distribution studies 
of ultramafic xenoliths collected from 
the western U.S., Hawaii, and S. Africa. 

3 Geochronological studies of 
Qietamorphic terrains of the northeast 
US. 

In addition the instrument will be 
used in upper-level undergraduate and 
graduate courses such as Isotope 
CrochemUtry (Geol 551) and for 
independent study theses (Geol 493). 
Application received by Commissioner 
of Customs: October 21,1985. 

Docket number: 88-025. Applicant: 
University of Massachusetts Medical 


Center. 55 Lake North, Worcester. MA 
01605. Instrument: Dual Wave Length 
Fluorescence Stop-Flow 
Spectrophotometer. Manufacturer: Hi¬ 
Tech Scientific Limited. United 
Kingdom. Intended use: Studies of 
human erythrocyte sugar transport 
protein. Experiments will be conducted 
to measure the time constants in bilayer 
sugar translocation in order to 
understand the role of bilayer lipids in 
regulating protein mediated sugar 
transport. Application received by 
Commissioner of Customs: October 21. 
1985. 

(Catalog of Federal Domestic Assistance 
Program No. 11.106, Importation of Duty-Free 
Educational and Scientific Materials) 

Frank W. Creel 

Director, Statutory import Programs Staff. 

[FR Doc. 85-26472 Filed 11-6-85; *45 am) 

BIUJHQ CODC SSIO-OS-fl 


Applications for Duty-Free Entry of 
Scientific Instruments; State of 
Minnesota, Department of Natural 
Resources 

Pursuant to section 6(c) of the 
Educational Scientific and Cultural 
Materials Importation Ac t of 1966 (Pub. 

L 89-651; 80 Stat 897; 15 CFR Part 301), 
we invite comments on the question of 
whether instruments of equivalent 
scientific value, for the purposes for 
which the instruments shown below are 
intended to be used, are being 
manufactured in the United States. 

Comments must comply with 
Subsections 301.5(a) (3) and (4) of the 
regulations and be Bled within 20 days 
with the Statutory Import Programs 
Staff, U.S. Department of Commerce. 
Washington, D.C. 20230. Applications 
may be examined between 8:30 A M. 
and 5:00 P.M. in Room 1523, U.S. 
Department of Commerce, 14th and 
Constitution Avenue, NW.. Washington, 
D.C 

Docket number 88-007. Applicant: 
State of Minnesota. Department of 
Natural Resources, Division of Waters. 
Box 32, 500 Lafayette Road. St. Paul. MN 
55146. Instrument: Ground Conductivity 
Meter, Model EM-34-3. Manufacturer 
Geonics, Incorporated, Canada. 

Intended use: The instrument is 
intended to be used to measure the 
terrain conductivity of the earth 
particularly to determine the geometry 
of the contact between glacial drift and 
bedrock, to determine the properties of 
relatively shallow aquifers and of 
mineral deposits for research purposes. 
Application received by Commissioner 
of Customs: October 11.1985. 

Docket number 86-008. Applicant: 
University of Virginia Medical Center, 


Department of Pathology. Box 168, 
Charlottesville. VA 22908. Instrument 
Mass Spectrometer. Model 8230B with 
Accessories. Manufacturer: Finnigan 
MAT. GmbH. West Germany. Intended 
use: Studies of blood serum, urine, and 
tissue extracts with a concentrated 
effort directed towards the measurement 
in these materials of prostanoids, 
dopamine. 1 . 25 -dihydroxychoIecalciferol 
and drugs, and metabolites that inhibit 
prolactin secreting tumors. Chemical 
messengers of insulin action will be 
characterized. Application received by 
Commissioner of Customs: October 11. 
1985. 

Docket number. 88-010. Applicant: 
Oregon State University. Purchasing 
Department, Corvallis. OR 97331. 
Instrument: System for Alternating 
Detection of Positive/Negalive Ion 
Conversion Kit for MAT CH-7 Mass 
Spectrometer. Manufacturer. AMD 
Intectra GmbH. West Germany. 

Intended use: The instrument is 
intended to be used to carry out 
accurate mass measurements and high 
mass ion data acquisition. Research 
projects will include: (1) Negative ion 
chemical ionization mass spectrometry 
of polychlorinated organics which 
involves a systematic investigation of 
the negative chemical ionization (Cl) 
conditions and (2) fast atom 
bombardment of pyrroiizidine alkaloid- 
DNA adducts in a program to determine 
where the carcinogenic research 
pyrroiizidine alkaloids bind to DNA, and 
how variations on the alkaloid 
structures alter the ratios of different 
binding sites. The instrument will also 
be used in several courses in which the 
fundamentals of organic mass 
spectrometry are taught and the courses 
in which mass spectrometry is 
demonstrated to the students. In 
addition, the instrument will be used for 
the training of graduate students and 
postdoctoral fellows in environmental 
health sciences, chemistry, agricultural 
chemistry, biochemistry, pharmaceutical 
chemistry, and in forest products. 
Application received by Commissioner 
of Customs: October 11.1985. 

Docket number. 88-017. Applicant: 
University of Hawaii. Department of 
Agronomy 8 Soil Science, 1910 East- 
West Road. Room 10L Honolulu. HI 
96822. Instrument: Electro-Ultrafiltration 
Unit, Model 724. Manufacturer. Vogel 
Mediziiuche Technik ft Electronic West 
Germany. Intended Use: The instrument 
is intended to be used for studies of soils 
and clay minerals during experiments 
conducted to obtain simplified testing of 
crop nutrient availability. In addition, 
the instrument will be used to teach the 
principles and methods of assessing soil 
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chemical and fertility status. 

Application received by Commissioner 
of Customs: October 17,1985. 

Docket number 86-019. Applicant: 
University of California, 405 Hilgard 
Avenue, Los Angeles. CA 90024. 
Instrument: Electron Microscope, Model 
|EM-1200EX with Accessories. 
Manufacturer JEOL, Japan. Intended 
use: The instrument is intended to be 
used to study cellular and subcellular 
structures, including ribosomes, 
lysosomes, and viruses. The research to 
be conducted will include the following 
projects: 

(1) Studies of the conformation of 
ribosoma) RNA within the bacterial 
ribosome. 

(2) Studies of protein location on the 
subunits of the E coli ribosome. 

(3) Comparative studies of ribosome 
structure. 

(4) Investigations of the receptor 
specificity of influenza viruses. 

(5) Investigations of the formation of 
lysosomes within cultured human 
fibroblasts. 

(8) Studies of the molecular process of 
myelination in cultured rat brain cells. 

(7) Studies of immunoglobulin and 
oncogene DNA molecules. 

All of this research is aimed at 
fundamental understanding of the 
process of cellular growth and 
development and the interactions of 
cells and their components with other 
cells, organelles, or molecules. 
Application received by Commissioner 
of Customs: October 17,1985. 

(Catalog of Federal Domestic Assistance 
Program No. 11.105. Importation of Duty-Free 
Educational and Scientific Materials) 

Frank W. Creel. 

Director, Statutory Import Programs Staff. 

(FR Doc. 85-28473 Filed 11-5-85: 8:45 am] 

BILUNG COOC J5 tO-OS-II 


Withdrawal of Application for Duty- 
Free Entry of Scientific Instruments; 
North Carolina State University 

The North Carolina State University 
has withdrawn Docket Number 85-206, 
an application for duty-free entry of 
Melt Spinning Apparatus. Accordingly, 
further administrative proceedings will 
not be taken by the Department of 
Commerce with respect to this 
application. 

(Catalog of Federal Domestic Assistance 
Program No. 11.105. Importation of Duty-Free 
Educational and Scientific Materials) 

Frank W. Creel. 

Director, Statutory Import Programs Staff. 

(FR Doc. 85-28474 Filed 11-5-85: 8:45 am) 

SILLING COOC J510-05-44 


National Oceanic and Atmospheric 
Administration 

Permits; Marine Mammals; 

Modification to Permits 

Pursuant to the provisions of § 216.33 
(d) and (e) of the Regulations Governing 
the Taking and Importing of Marine 
Mammals (50 CFR Part 216). and 
$ 222.25 of the regulations governing 
endangered species (50 CFR Part 222). 
Permit No. E5 issued to the Northwest 
and Alaska Fisheries Center, National 
Marine Fisheries Service, 7600 Sand 
Point Way. BIN C1570Q, Seattle, 
Washington 98115, on March 3,1976 (41 
FR 10248), as amended February 22, 

1979, and December 31.1981 (46 FR 
1785) Permit No. 71 issued on January 21. 
1975 (40 FR 4325), as amended October 
10.1975 (40 FR 47817). March 9.1979 (44 
FR 13060), December 31,1979 (44 FR 
77229). October 10.1980 (45 FR 67404), 
October 18.1982 (47 FR 46350). and 
January 29.1985 (50 FR 3950); Permit No. 
113 issued on August 21,1975 (40 FR 
38179). as modified December 31,1981 
(46 FR 1765), Permit No. E9 issued on 
January 23,1976 (41 FR 5413) as 
amended on September 9.1976 (41 FR 
41736), and December 31,1981 (FR 1765); 
Permit No. 116 issued on October 31, 

1975 (40 FR 51489) as modified on 
September 9,1976 (41 FR 41736). and 
December 31,1981 (46 FR 1765); Permit 
No. 128 issued on March 12,1976 (41 FR 
11593) as modified September 9.1970 (41 
FR 41730) and December 31,1981 (48 FR 
1765); Permit No. 136 issued on June 15. 

1976 (41 FR 25920) as modified on June 
27,1977 (42 FR 35870). May 22.1980 (45 
FR 34321); and Permit No. 143 issued on 
July 28,1978 (41 FR 32823), as modified 
on October 18,1977 (42 FR 55631), July 
27.1964 (46 FR 38950), and June 14.1985 
(50 FR 25734), are further modified as 
follows: 

1. Permit No. E5 

Section B-6 is modified by deleting 
“December 31.1985“ and 
substituting therefor the following: 
“December 31,1986.“ 

2. Permit No. E9 

Section B-9 is modified by deleting 
“December 31,1965“ and 
substituting therefor the following: 
“December 31,1986.“ 

3. Permit No. 71 

Section B-5 is modified by deleting 
“December 31,1985“ and 
substituting therefor the following: 
“December 31,1986.” 

4. Permit No. 113 

Section B-4 is modified by deleting 
“December 31.1985“ and 
substituting therefor the following: 
“December 31.1986 “ 

5. Permit No. 116 


Section B-9 is modified by deleting 
“December 31,1985“ and 
substituting therefor the following: 
“December 31. 1986“ 

0. Permit No. 128 

Section B-9 is modified by deleting 
“December 31,1985“ and 
substituting therefor the following: 
“December 31.1986,“ 

7. Permit No. 136 

Section B-ll is modified by deleting 
“December 31,1985“ and 
substituting therefor the following: 
“December 31.1988“ 

8. Permit No. 143 

Section B-3 is modified by deleting 
“December 31.1985“ and 
substituting therefor the following: 
“December 31,1988.“ 

These modifications are effective on 
December 31,1985. 

The Permits, as modified, and 
documentation pertaining to the 
modifications are available for review in 
the following offices: 

Assistant Administrator for Fisheries, 
National Marine Fisheries Service, 3300 
Whitehaven Street. Northwest. 
Washington. D C.; 

Regional Director, Northwest Region. 
National Marine Fisheries Service. 7600 
Sand Point Way. NE. BLN C15700 Seattle. 
Washington. 98115: 

Regional Director. Alaska Region. Nations) 
Marine Fisheries Service, P.O. Box 1666. 
Juneau, Alaska 99802; 

Regional Director. Southwest Region. 300 
South Ferry Street, Terminal Island. 
California 90731: 

Regional Director. Northeast Region, 14 Elm 
Street Federal Building. Gloucester. 
Massachusetts 01930-3799; and 
Regional Director. Southeast Region. 9450 
Kogcr Boulevard. St. Petersburg, Florida 
33702. 

Dated: October 30.1985. 

Carmen ). Blondin. 

Deputy Assistant Administrator for Fished^ 
Resource Management National Marino 
Fisheries Service. 

[FR Doc. 85-26488 Filed 11-6-85; 8:45 am) 

BILLING COOC 3510-72-* 


(Modification No. 1 to Permit No. 4821 

Marine Mammals; Permit Modification; 
Southwest Fisheries Center 

Notice i8 hereby given that pursuant 
to the provisions of { 216.33(d) and (e) of 
the Regulations Governing the Taking 
and Importing of Marine Mammals (50 
CFR Part 216), and $ 222.25 of the 
regulations governing endangered 
specie$ permits (50 CFR Part 222). 
Scientific Research Permit No. 482 
issued to the Southwest Fisheries 
Center, National Marine Fisheries 
Service, P.O. Box 271, La Jolla, 
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California 92038. on September 12.1984 
(4‘i FR 36899) is modified as follows: 
Section A.l is deleted and replaced 

by: 

l This permit authorize* the taking of 
If ivvaiian monk seals (A fonochus 
u bauin&landi) as follows: 

Up to eighty (60) subadult and adult males 
from Lay sun Island may be bleach-marked; 
up to ten (10) of these may be captured, 
maintained for up to seven (7J days, blood 
sampled, tagged on both flippers and 
Inns located from Laysan Island to |ohnaton 
Atoll; up to twenty (20) may be captured and 
permanently maintained In captivity. 

This modification became effective on 
October 29.1985. 

As required by the Endangered 
Species Act of 1973 issuance of this 
modification is based on a finding that 
such modification: (t) Was applied in 
good faith. (2) will not operate to the 
disadvantage of the endangered species 
which is the subject of the modification, 
and (3) will be consistent with the 
purposes and policies set forth in 
Section 2 of the Endangered Species Act 
of 1973. This modification was issued in 
accordance with, and is subject to Parts 
220-222 of Title 50 CFR of the National 
Marine Fisheries Service regulations 
governing endangered species permits 
(39 FR 41367). November 27.1974. 

Documents submitted in connection 
with the above modification are 
available for review in the following 
offices: 

Assistant Administrator for Fisheries. 
National Marine Fisheries Service. 3300 
Whitehaven Street. NW., Washington. 
DC 20235; and 

Regional Director. Southwest Region. 
National Marine Fisheries Service. 300 
South Ferry Street. Terminal Island. CA 

90731. 

Udted: October 31.1985 
Carmen |. Blondin. 

Deputy Assistant Administrator for Fisheries 
Resource Management. National Marine 
i s h pries Service . 

(FR Doc 65-26489 Filed 11-5-85:8:45 amj 

0u L I NO CODE JS10-72-M 


COMMITTEE FOR THE 
IMPLEMENTATION OF TEXTILE 
AGREEMENTS 

Limits for Certain Cotton and Man- 
Made Fiber Textile Products Produced 
or Manufactured In Indonesia 

October 31.1985. 

The Chairman of the Commttee for the 
implementation of Textile Agreements 
(CITA). under the authority contained in 
E.O. 11851 of March 3.1972. as 
amended, has issued the directive 


published below to the Commissioner of 
Customs to be effective on November 6, 
1985. For further information contact 
Jane Corwin. International Trade 
Specialist (202) 377-4212. 

Background 

On July 1.1965, a notice was 
published in the Federal Register (50 FR 
27040) which announced establishment 
of import restraint levels for the entry 
and withdrawal from warehouse for 
consumption in the United States during 
each of five thirty-day periods beginning 
on July 1.1985 and extending through 
November 27,1985 of man made fiber 
work gloves in Category 631pt. (only 
T.S.U.S. items 704.3215, 704.8525. 

704.8550 and 704.9000) and cotton 
printcloth in Category 320pt. (only 
T.S.U.S. items 320.—, 321.—. 322.—. 

328.—. 327.—. and 328.— with statistical 
suffixes 21. 22, 24. 31. 38, 49. 57. 74, 80 
and 98), among other categories. The 
levels were applicable to goods in these 
categories, produced or manufactured in 
Indonesia and exported during the 
periods which began, in the case of 
Category 631pt.. on September 17,1984 
and extended through June 30.1985; and. 
in the case of Category 320pt., July 31. 
1984 through June 30,1985. 

The purpose of this notice is to advise 
the public that, effective on November 6, 

1985. levels of 130,000 dozen pairs and 
647.486 square yards will be applicable 
to Categories 831 pt. and 320pL. 
respectively, imported during each of 
five thirty-day periods beginning on that 
date and extending through April 4, 

1986, which were exported during the 
periods cited above. Accordingly, in the 
letter which follows this notice the 
Chairman of the Committee for the 
Implementation of Textile Agreement 
directs the Commissioner of Customs to 
cancel the directive of June 27,1985 and 
establish new staged entry periods for 
Category 320pt.. and 831pt.. through 
April 4.1966 at levels of 130.000 dozen 
pairs and 647,468 square yards, 
respectively, per thirty-day period. 

A description of the textile categories 
in terms of T.S.U.S. A. numbers was 
published in the Federal Register on 
December 13.1982 (47 FR 55709). as 
amended on April 7,1983 (48 FR 15175), 
May 3,1983 (48 FR 19924). December 14. 
1983. (48 FR 55607), December 30,1983 
(48 FR 57584), April 4, 1984 (49 FR 
13397). June 28,1984 (49 F.R. 26622). July 
18.1984 (49 FR 28754). November 9.1984 
(49 FR 44782), and in Statistical 
Headnote 5, Schedule 3 of the Tariff 


Schedules of the Untied States 
Annotated (1985). 

Walter C. Lenahan, 

Chairman , Committee for the Implementation 
of Textiles Agreements. 

October 31.1985. 

Committee for the Implementation of Textile 
Agreement* 

Commissioner of Customs, 

Department of the Treasury, 

Washington D C, 20229. 

Dear Mr. Commissioner: This directive 
cancels and supersedes the directive of June 
27,1965 which directed you. effective on July 
1.1965, to permit entry of cotton and man¬ 
made fiber textile products in certain 
categories, produced or manufactured in 
Indonesia and exported during specified 
restraint periods, which were in excess of the 
limits established for those periods. 

Under the terms of section 204 of the 
Agricultural Act of 1956. as amended (7 
U.S.C. 1854). and the Agreement Regarding 
International Trade in Textiles done at 
Geneva on December 20,1973, as extended 
on Decembr 15.1977 and December 22,1961: 
pursuant to the Bilateral Cotton, Wool and 
Man-Made Fiber Textile Agreement, effected 
by exchange of notes dated September 25 and 
October 3.1965 between the Governments of 
the United States and the Republic of 
Indonesia: end in accordance with the 
provisions of Executive Order 11651 of March 
3,1972, as amended, you are directed, 
effective on November 0.1985. to permit 
entry into the United States for consumption 
and withdrawal from warehouse for 
consumption of cotton and man-made fiber 
textile products in the following categories, 
produced or manufactured in Indonesia and 
exported during the periods noted below 
which were in excess Of the limits 
established for those periods: 


Category 

Amount io ba entered 
par 30-day panod 

Pttvnui raatramt 
ponod 

320 Pi * _ 

647.466 aquara yard* 

31. 1964 lo 

June 30. i960 

631 pt • - 

130.000 doian par* ... 

Sept 17, 1964to 


juna 30. 1965 


•m Cataaory 320 only TSU-S 320.—. 321 —. 

322 — 326 — 327 — and 336— «ab*5cai w«»»a» 21. 
I, 74. SO and 96 

orih T S USA numbac* 704 3215. 
md 704 9000. 


22, 24. 31. 36. 49. 57 
•In category 631 
704 6525. 704 6530 » 


The thirty day periods shall be as 
follows: November 6.1965-December 5. 
1985; December 6,1985-January 4.1986; 
January 5,1986-Febmary 3,1986; 
February 4.1986-March 5,1986; March 
6,1986-ApriI 4.1986. 

The Committee for the 
Implementation of Textile Agreements 
has determined that these actions fall 
within the foreign affairs exception to 
the rulmaking provisions of 5. U S.C 
(a)(1). 
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Sincerely. 

Walter C. Lenahan, 

Chairman. Committee for the Implementation 
of Textile Agreements. 

(FR Doc. 85-26478 Filed 11-5-65: 6:45 am) 

BILLING COOC 3510-0* •• M 


Import Restraint Limits Under a New 
Bilateral Agreement Concerning 
Certain Cotton, Wool, and Man-Made 
Fiber Textile Products Produced or 
Manufactured in Indonesia 

October 31.1985. 

The Chairman of the Committee for 
the Implementation of Textile 
Agreements (CITA), under the authority 
contained in R.O.11051 of March 3.1972. 
as amended, has issued the directive 
published below to the Commissioner of 
Customs to be effective on November 6. 
1985. For further information contact 
Jane Corwin, International Trade 
Specialist. Office of Textiles and 
Apparel. U.S. Department of Commerce, 
(202J 377-4212. 

Background 

The Governments of the United States 
and the Republic of Indonesia 
exchanged notes dated September 25 
and October 3.1985 on a new Bilateral 
Cotton, Wool, and Man-Made Fiber 
Textile Agreement !>eginning on July t, 
1985 and extending through June 30. 

1988. Under the new agreement, specific 
limits are established for Categories 313. 
314. 315. 317, 319. 320pt. (printdoth in 
T.S.U.S. items 320.—. 321.—. 322.—, 

328.—. 327.—, and 328.—, with statistical 
suffixes 21. 22. 24, 31, 38. 49. 57. 74. 80. 
Hnd 98). 331, 334, 335,336. 337. 338, 339. 
340. 341. 347/348, 351. 369pt. (shop 
towels currently in T.S.U.S.A. number 
336.2840 formerly in 336.2740). 445/446, 
H04pt. (acry lic spun yam in TJS.U.S.A. 
number 310.5049), 613, 614. 631pt. (work 
gloves in T.S.U.S.A. numbers 704 3215. 
704.6525. 704.8550 and 704.9000). 635. 

638. 639. 640. 641. 645/646, 647 and 648. 
produced or manufactured in Indonesia 
and exported during the twelve-month 
period which began on July 1.1965 and 
extends through June 30,1966. The 
agreement also establishes two group 
limits covering (1) all of the foregoing 
specific limit categories and (2) 
categories other than those subject to 
specific limits. The limits for Categories 
336,341,641. and 648 include increases 
of five percent each to account for 
handmade cottage industry products 
made from handloomed fabrics of the 
cottage industry, or traditional folklore 
handicraft textile products. The limits 
have not been adjusted to account for 
any imports exported on and after July 


1,1985. As the data become available, 
such charges will be made. 

A description of the textile categories 
in terms of T.S.U.S.A. numbers was 
published in the Federal Register on 
December 13,1982 (47 FR 55709), as 
amended on April 7.1983 (48 FR 15175). 
May 3,1983 (48 FR 19924). December 14, 
1983 (48 FR 55607), December 30.1983 
(48 FR 57584). April 4.1984 (49 FR 
13387), June 28.1964 (49 FR 26622). July 
16,1984 (49 FR 28754). November 9.1984 
(49 FR 44782), and in Statistical 
Headnote 5, Schedule 3 of the Tariff 
Schedules of the United States 
Annotated (1965). 

This letter and the actions taken 
pursuant to it ore not designed to 
implement all of the provisions of the 
bilateral agreement, but are designed to 
assist only in the implementation of 
certain of its provisions. 

Walter C. Lenahan, 

Chairman. Committee for the Implementation 
of Textile Agreements. 

October 31,1985. 

Committee for the Implementation of Textile 
Agreement! 

Commissioner of Customs. 

Department of the Treasury. 

Washington. D C. 20229. 

Dear Mr. Commissioner. Under the terms of 
Section 204 of the Agricultural Act of 1956, as 
amended (7 U S.C. 1854). and the 
Arrangement Regarding International Trade 
in Textiles done at Geneva on December 20. 
1973. as extended on December 15,1977 and 
December 22.1981: pursuant to the Bilateral 
Cotton. Wool and Man-Made Fiber Textile 
Agreement effected by exchange of notes 
dated September 25 and October 3,1985 
between the Governments of the United 
States and the Republic of Indonesia; and in 
accordance with the provisions of Executive 
Order 11651 of March 3.1972. as amended, 
you are directed to prohibit, effective on 
November 8.1985. entry into the United 
States for consumption and withdrawal from 
warehouse for consumption of textile 
products in the following categories, 
produced or manufactured in Indonesia and 
exported during the twelve-month period 
which began on July 1.1985 and extends 
through June 30. 1986. in excess of the 
restraint limits indicated: 


Category 

12 MoWh rNtent M * 

313-- 

16.000.000 •guar* yen* 

314..... 

14,000.000 *Quve yards 

31* - 

IS 900.000 aquare yard*. 

317.— 

10.000 000 square yerda d efacfi not more 
man 2.100.000 vquare yard* *n*i be m 
TS.US tern* 320-ftrougn 331 -eteh 
sUteftc* eutteea 50. *7 and 93 

3lf — 

5 260.000 square yard* 

320pt*_ 

10700000 aquare y*dx 

331__ 

400.000 doren pees 

334_ 

28.000 dome 

I'M 

72.000 down. 

33*- 

68250 dome 

337_ 

75000 Owen 

336_ 

275.000 dozen 

339_ 

266.000 dozen 


Category 

l244ordh roteer* Oral • 

340 —.. 

370.000 down 

341_* 

420.000 Owen 

347734*- 

700,000 down 

351 

110,000 dozen 

900000 pound*. 

30*04*. ——— 

445/446 _ 

50.000 down 

004pi*_ 

700,000 pound* 

613. 

15,000.000 •qua'* yard* 

614 

15 000.000 *quere yerda 

63lp4*- 

650000 down per* 

835 

75.000 down 

636- 

300j000 dozen. 

639_*_ 

390.000 down 

640_ 

330.000 down. 

641 

1.102.500 down. 

64 V *46- 

350.000 down 

IU7 - - 

250000 down. 

64* 

1.280.000 do :on. 


1 The Nn«s hr* rx* been adMted to account tor ary 
imports exported alter Junt 30, 1965 

• In Category 320. or* TS.US 4ema 320 321 - 

322—. 320—. 327—texJ 3?*-wm «NAt*c* wains ? , 
22. 24 31. 36 4*. S7. 00 an* 96 

• m Category 369. on* T SUSA ixim tm 36*2640 |lc* 
m#n> 1362740) 

• In Category 634. on* T S U SA rxnbar 3109049 
Mr, Cmuuxw* 691. or* T.SU8A nun*** 704121!, 




Also effective on November 6,1985. a limit 
of 235.199.000 square yards equivalent shall 
be established for all of the foregoing 
categories, taken together as a group. 
Categories other than the foregoing, 
Categories 300-301. 400-444. 447-454.458-46*, 
806603, 804-0 • 805. 310-312. 316. 318, 320- 
0 T . 810-812, 625-627, 332-333. 342. 345. 349- 
350. 352-354. 359. 630. 631-0 •. 632-634, 638- 
637. 642-644, 649-654, 659, 360-363. 309- 
0 *.665. 666. 669 and 67a shall be subject to a 
group limit of 49,831,000 square yards 
equivalent of which not more than 3.000,000 
square yards equivalent shall be In wool 
textile products in Categories 400 through 
489, with the exception of Category 445/446 

In carrying out this directive, entries of 
cotton, wool and man-made Tiber textile 
products listed in the table above, which 
have been exported during previously 
established restraint periods which ended on 
|une 3a 1985, shall to the extent of any 
unfilled balances, be charged against the 
restraint limits established for such goods 
during those periods. In the event the limits 
established for those periods have been 
exhausted by previous entries, such goods 
■hall be sublect to the limits set forth in this 
directive. 

Textile products in Categories 313.314,336. 
337. 351. 445/448, 613. 814pt 10 . 635, 636, 641. 
and 647 which have been exported to the 
United States before July 1.1965 shall not be 
sub|ect to this directive. 

Textile products in Categories 313, 314,336. 
337, 351. 445/446, 613. 614pt n . 635. 636. 641 


• All TAUSA. in Category 604 except 310 5049 
' All T-S-U.&A. in Category 330 axcept tkwe 

listed in footnote 2. page 1. 

• Ail TS.U.SA- In Category 631 except tbo*e 
Usted in footnote 3 above. 

• All T-SwU.SA. in Category 369 except 366*2640 
(formerly 3662740) 

•• In Category *14. all T&.U2LA. number* except 
33860*1. 

"In Category 014. all T.S U.SA number* except 
3388081. 
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and 647 which have been released from the 
custody of the U.S. Customs Service under 
the provisions of 19 U.S.C. 1448(b) or 
Htt4(a)(l)(A) pnor to the effective day of this 
directive shall not be denied entry under this 
directive. 

The limits set forth above are subject to 
sd|U8tment in the future according to the 
provision of the bilateral agreement between 
the Governments of the United States and the 
Republic of Indonesia, which provide, in part, 
that specific limits may be increased by 
designated percentage, for swing, carryover 
and carryforward: and administrative 
irragements or adjustments may be made to 
resolve problems arising in the 
implementation of the bilateral agreement. 
Appropriate adjustments, referred to above, 
will be made to you by letter. 

A description of the textile categories in 
terms of T.&U-S-A. numbers wss published in 
the Federal Register on December 13.1982 (47 
KK 55709). as amended on April 7,1983 (48 FR 
15175). May 3,1983 (48 FR 19924). December 
14.1983 (48 FR 55807). December 3a 1983 (48 
FR 57584). April 4.1984 (49 FR 13397). June 28. 
1984 (49 FR 28822 ). July 1* * !•* («9 FR 28754). 
November 9.1984 (49 FR 44782). and tn 
Statistical Headnote 5. Schedule 3 of the 
Tariff Schedules of the United States 
Annotated (1985). 

In carrying out the above directions, the 
Commissioner of Customs shook) construe 
entry into the United States for consumption 
to include entry for consumption into the 
i mmonwealth of Puerto Rico. 

The Committee for the Implementation of 
Textile Agreements has determined that 
these actions fell within the foreign affairs 
exception to the rulemaking provisions of 5 
U£.C. 553(a)(1). 

Sincerely. 

Walter C. Lena ban. 

Chairman, Committee for Lhe terphtnealotion 
of Textiles Annulments, 

(PR Doc. 85-28479 Filed 11-5-85; 8:45 am) 

B1UJM0 COOC SSIO-Oft-M 


Announcing an Import Restraint Limit 
for Certain Cotton Textile Products 
Produced or Manufactured In Malaysia 

October 31.1985. 

On August 15.1985. a notice was 
published in the Federal Register (SO FR 
32882). announcing that on July 30.1985. 
the United States Government, under 
the terms of the Bilateral Cotton. Wool 
and Man-Made Fiber Textile of |uly 1 
and 11.1985. had requested the 
Government of Malaysia to enter into 
consultations concerning exports to lhe 
United States of cotton shop teweia in 
Category 369pt., (only TikUixA. number 
366 2840), produced or manufactured in 
Malaysia. On September 5,1985 a 
further notice was published in the 
Federal Register (50 FR 38134) which 
corrected tne levels for the ninety-day 
and prorated twelve-month periods. 

Consultations have been held but 
agreement has not been reached on a 


mutually satisfactory level for this 
category. The Government of lhe United 
States has decided, therefore, to control 
imports in Category 369pt. at the 
prorated specific limit of 142,721 pounds, 
exported during the period which began 
on October 28,1985 and extends through 
December 31.1985. In the event that 
imports in Category 36ppt.. exported 
during the ninety-day period which 
began on July 30.1985 and extends 
through October 27,1965 have exceeded 
the limit established for them during 
that period, they shall, if permitted to 
enter, be charged against the prorated 
limit. 

Accordingly, in the letter published 
below, the Chairman of the Committee 
for the Implementation of Textile 
Agreements directs the Commissioner of 
Customs to prohibit entry into the 
United States for consumption, or 
withdrawal from warehouse for 
consumption, of cotton textile products 
in Category 3b9pt., exported during the 
designated period, in excess of 142J21 
pounds. 

A description of the textile categories 
in terms of T.S.U.S.A. numbers was 
published in the Federal Register on 
December 13.1982 (47 FR 55709). as 
amended on April 7.1983 (48 FR 15175), 
May 3,1983 (48 FR 19924). December 14. 
1983 (48 FR 55807), December 30.1983 
(48 FR 57584). April 4,1984 (49 FR 
13397). June 28,1984 (49 FR 28822), July 
18,1984 (49 FR 28754), November 9,1984 
(49 FR 44782), and in Statistical 
Headnote 5. Schedule 3 of the Tariff 
Schedules of the United States 
Annotated (1985). 

Walter C. I^nahao, 

Chairman, Committee for the Implementation 
of Textile Agreements. 

October 31.1985 

Committee for the Implementation or Textile 
A g ree m ents 

Commissioner of Customs, 

Department of the Treasury, 

Washington, D C 20229. 

Dear Mr. Commissioner Under the terms of 
section 204 of the Agricultural Act of 1956. as 
amended (7 US.C. 1854). and the 
Arrangement Regarding International Trade 
in Textiles done at Geneva on December 20. 
1973. as extended on December 15.1977 and 
December 22.1981. pursuant to the Bilateral 
Cotton Wool and Man-Made Fiber Textile 
Agreement of July 1, and 11.1985, between 
the Governments of the United Suit** and 
Malaysia; and in accordance with the 
provisions of Executive Order 11651 of March 
3,1972. as amended, you are directed, 
effective on November 8,1965, to prohibit 
ontry into the United States for consumption 
and withdrawal from warehouse for 
consumption of cotton textile products in 


Category 369pL l produced or manufactured 
In Malaysia and exported during the period 
which began on October 28 and exte-nda 
through December 31,1965. in excess of the 
142.721 pounds *. 

Merchandise in Category 369pt.* exported 
during the ninety-day period which began on 
July 30.1985 and extended through October 
27.1985 which is in excess of the limit 
established for that period, shall be subject to 
this directive. 

A description of the textile categories in 
terms of T.&U.SA numbers was published in 
the Federal Register on December 13,1982 (47 
FR 55709). as amended on April 7.1383 (48 FR 
15175). May 3.1963 (48 FR 19924). December 
14.1983 (48 FR 55807). December 30, 1983 (48 
FR 57584). April 4.1984 (49 FR 13397). June 26, 
1964 (49 FR 28622). |uly 18.1984 (49 FR 28754). 
November 9. 1984 (49 FR 44782). and in 
Statistical Headnote S. Schedule 3 of the 
Tariff Schedules of the United States 
Annotated (1985). 

In carrying out the above directions, the 
Commissioner of Customs should construe 
entry into the United Slates for consumption 
to include entry for consumption into the 
Commonwealth of Puerto Rico. 

The Committee for the Implementation of 
Textile Agreements has determined that this 
action falls within the foreign affairs 
exception to the rulemaking provisions of 5 
U.S.C. 553 (a)(1). 

Sincerely. 

Walter C. I^nahon. 

Chairman. Committee for the fmpfemetrtotnm 
of Textile Ajtrecments- 

JFR Doc. 85-26480 Filed 11-5-85; 8:45 am) 
attjjMG cooc astt-oft-M 


New Import Control Limits for Certain 
Cotton* Wool and Man-Made Fiber 
Textile Products Produced or 
Manufactured In Taiwan 

October 31.1985. 

The Chairman of the Committee for 
the Lmplementatin of Textile 
Agreements (CITA), under the authority 
contained in E.0.11651 of March 3.1972. 
as amended, as issued the directive 
published below to the Commissioner of 
Customs to be effective on November 6, 
1985. For further information contact 
Russ Arnold. International Trade 
Specialist. Office of Textiles and 
Apparel. ITS. Department of Commerce, 
(202) 377-4212. 

Background 

On July 18,1985 a notice was 
published In the Federal Register (50 FR 
29248] announcing that, in June 1985, the 
American Institute in Taiwan (AIT), 
under the term* of the bilateral 
agreement of November 18,1982, had 


• to Category 389. only T&U SJV. number 
188 2840(formerly 3862740). 

* The limit hat not been ad)«*t*d to reflect any 

import* exported after )uly 29.1965. 
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requested the Coordination Council for 
North American Affairs (CCNAA) to 
enter into consultations concerning 
exports to the United States of. among 
other products, cotton underwear in 
Category 352, wool dresses in Category 
436. and man-made fiber woven fabrics 
in Category 611. produced or 
manufactured in Taiwan. 

Agreement has been reached in 
consultations held July 22-24.1985 to 
establish limits of 855.021 dozen 
(Category 352), 4,350 dozen (Category 
436) and 1,176,079 square yards 
(Category 611) for goods exported during 
1965. In the letter which follows this 
notice the Chairman of the Committee 
for the Implementation of Textile 
Agreements directs the Commissioner of 
Customs to further amend the directive 
of December 21.1984 to control imports 
in these categories at the agreed limits 
for the first time in 1985. The limits have 
not been adjusted to account for any 
imports exported during the agreement 
year which began on January 1,1965 and 
extends through December 31.1985. As 
the data become available, such 
changes will be made. 

A description of the textile categories 
in terms of T.S.U.S.A. numbers was 
published in the Federal Register on 
December 13.1982 (47 FR 55709). as 
amended on April 7,1983 (48 FR 15175), 
May 3,1983 (48 FR 19924). December 14. 
1983 (48 FR 55607), December 30,1983 
(48 FR 57584), April 4.1984 (49 FR 
13397), June 28,1984 (49 FR 26622). July 
16,1984 (49 FR 28754). November 9.1984 
(49 FR 44782), and in Statistical 
Headnote 5. Schedule 3 of the Tariff 
Schedules of the United States 
Annotated (1985). 

Walter C Leoahan, 

Chairman . Committee for the implementation 
of Textiles Agreements. 

October 31.1985. 

Committee for the Implementation of Textile 
Agreements 

Commissioner of Customs, 

Department of the Treasury. 

Washington. D.C 20229. 

Deer Mr. Commissioner This directive 
further amends, but does not cancel, the 
directive of December 21.1964, which 
directed you to prohibit entry of certain 
cotton, wool and man-made fiber textile 
products, produced or manufactured in 
Taiwan and exported in 1985. 

Effective on November 6,1985, the 
directive of December 21.1964 is hereby 
further amended to include the following 
limita for Categories 352. 438 and 611: 


Category 

!244o*e> Wmrt • 

J$2.. . 

MM) 071 

436.. . 

4 350 Oc/or 


Category 

12-Mor*h IKM • 

ail__—. 

1,176.07® tquart yarda 



1 Tha fcm*u have not boon adjjuvtod to raflad arty import* 
•iportort alter Oacarvtoar J|. 1964 m Category 352 V* 
cfwgat tor tha panod January 1 tfvoug* JiW 31. 1965 hav* 
tcKJMxd 206 042 ctorrx tor Category 436. 392 ooxen. and tor 
Category 6M. 405.249 BQuare yarda 

Textile products in Categories 352. 436 and 
811 which have been exported to the United 
States before January 1 . 1985 shall not be 
•ubiect to this directive. 

Textile products in Categories 352, 436 and 
611 which have been released from the 
custody of the U.S. Customs Service under 
the provisions of 19 U.S.C. 1448(b) or 
1464(a)(1)(A) prior to the effective date of this 
directive shall not be denied entry under this 
directive. 

The Committee for the Implementation of 
Textile Agreements has determined that 
these actions fall within the foreign affairs 
exception to the rulemaking provisions of 5 
U.S.C 553. 

Walter C Lenahan, 

Chairman . Committee for the Implementation 
of Textiles Agreements. 

[FR Doc. 85-26461 Filed 11-5-85; 545 am) 

BILLING! COOC 35KMX1-M 


Cancellation of Visa Waiver Procedure 
for Certain Cotton Fabric 

November 1.1985. 

On February 1, 1985 a notice was 
published in the Federal Register (50 FR 
4724), announcing, among other things, a 
procedure to waive the requirement, 
effective on January 1,1985. that cotton 
fabrics, wholly or in chief value cotton, 
carded, containing yam size before 
weaving of finer than 29. classified in 
T.S.U.S, provisions 320.—. through 
331.— and provided statistically in item 
34 would be required to be \isaed as 
Category 313, instead of Category 320. 

The purpose of this notice is to 
announce that the waiver procedure will 
be terminated, effective on January 1, 
1986. Cotton textile products meeting the 
foregoing description and exported on 
and after January 1.1985 will be 
required to be correctly visaed as 
Category 313. 

A description of the textile categories 
in terms of T.S.U.S-A. numbers was 
published in the Federal Register on 
December 13.1982 (47 FR 13397). June 
28,1984 (49 FR 55709). as amended on 
April 7,1983 (48 FR 15175), May 3.1983 
(48 FR 19924), December 14.1983 (48 FR 
55607), December 30.1983 (48 FR 57584). 
April 4. 1984 (49 FR 26622), July 16.1984 
(49 FR 28754). November 9.1984 (49 FR 
44762). and in Statistical Headnote 5. 


Schedule 3 of the Tariff Schedules of the 
United States Annotated (1965). 

Walter C. Lenahan. 

Chairman . Committee for the Implementation 
of Textile Agreements. 

(FR Doc. 85-26478 Filed 11-5-85; 8:45 am) 

SILLING COOC 3S10-Ofi-M 


Requesting Public Comment on 
Bilateral Textile Consultations with 
Hong Kong Concerning Man-Made 
Fiber Luggage on Category 670 pt.; 
Correction 

October 31.1965. 

On October 24. 1985 a notice was 
published in the Federal Register (50 FR 
43265) announcing that the Government 
of the United States had requested the 
Government of Hong Kong to enter into 
consultations concerning exports to the 
United States of man-made fiber luggage 
in Category 670 pt. (only T.S.U.S.A. 
numbers 706.3420, 706.4144, and 
706.4152). If further announced that, if nu 
solution is agreed upon in consultations, 
the Committee for the Implementation of 
Textile Agreements may later establsh a 
limit of 6.341.557 pounds for the entry 
and withdrawals from warehouse for 
consumption in the United States of 
man-made fiber luggage in Category 670 
pt. The limit specified should have been 
6,426,119 pounds. 

Walter C. Lenahan. 

Chairman. Committee for the Implementation 
of Textile Agreements. 

(FR Doc. 85-26477 Filed 11-5-85; 8:45 am) 

BILLING COOC 


DEPARTMENT OF DEFENSE 

Office of the Secretary 

Special Operations Policy Advisory 
Group; Meeting 

The Special Operations Policy 
Advisory Croup (SOPAG) will meet on 
15 November 1985 in the Pentagon. 
Arlington. Virginia to discuss sensitive, 
classified topics. 

The mission of the SOPAG is to 
advise the Office of the Secretary of 
Defense on key policy issues related to 
the development and maintenance of 
effective Special Operations Forces. 

In accordance with section 10(d) of 
Pub. L 92-463, the “Federal Advisory 
Committee Act." and section 552b(c)(l) 
of Title 5, United States Code, this 
meeting will be closed to the public. 
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Dated: November 1.1965. 

Linda M. Lawson. 

Alternate OSD Federal Remitter Unison. 
Department of Defense. 

|FK Doc. 85-26446 Filed 11-5-85; 845 am| 

0U.UH6 COOf Si 10-0 Mi 


Department of the Army 

Army Science Board; Closed Meeting 

In accordance with section 10 (a)(2) of 
the Federal Advisory Committee Act 
(Pub. L. 92-463). announcement is made 
of the following Committee Meeting: 

Name of the Committee: Armv Science Board 

(AM 

Dates of Meeting: 20 and 21 November 1985 
Time: 0830-1830 

Ptaoe: Science Applications Inirruitlionul 
Corporation MrXean. Virginia 22102 
Agenda: The Army Science Board Ad Hoc 
Subgroup for the Detection of Soviet Theater 
Nudear Forces will meet for briefings by 
various government agencies and 
laboratories This Meeting will be closed to 
the public in accordance with section 552b(c) 
of Title 5. U.S.C specifically subparagraph (1) 
iHereof, and Title 5. U.S.C. Appendix 1. 
Mihsection 111(d). The classified and 
^unclassified matters to be discussed are so 
cu'xtricably intertwined so as to predude 
;n!ning any portion of tlic meeting. The 
Army Science Board Administrative Officer. 
Salty Warner, may be contacted for further 
information at (302) OT5-3039/7046. 

Margaret Potter. 

Administrative Staff. Army Science Board . 

|FR Doc. 85-28410 Filed 11-5-85: 845 am) 
BILLING COOC 37W-OS-M 


DEPARTMENT Of EDUCATION 

National Advisory Council on 
Continuing Education; December 
Meeting 

agency: Niition.il Advisory Council on 
Continuing Education. 
action: Notice of meeting. 

summary: This notice sets forth the 
schedule and proposed agenda of a 
meeting of the National Advisory 
Council on Continuing Education. It also 
describes the functions of the Council. 
Notice of meetings is required under 
section 10(a)(2) of the Federal Advisory 
Committee Act. This document is 
intended to notify the general public of 
their opportunity to attend 
dates: December 4-6. 1966. 
aooress: The Contemporary Resort 
Hotel. Walt Disney World. Orlando. 
Florida 32630. 

FOR FURTHER INFORMATION CONTACT: 

Dr. William G. Shannon. Executive 
Director. National Advisory Council on 


Continuing Education. 2000 L Street. 
N.W.. Suite 56a Washington. D.C 20036. 
Telephone: (202) 634-6077. 

SUPPLEMENTARY INFORMATION: The 

National Advisory Council on 
Continuing Education is established 
under section 117 of the Higher 
Education Act (20 U.S.C 1109). as 
amended. The Council is established to 
advise the President, the Congress, and 
the Secretary of the Department of 
Education on the following subjects: 

(a) An examination of all federally 
supported continuing education and 
training programs; and 
recommendations to eliminate 
duplication and encourage coordination 
among these programs: 

(b) The preparation of general 
regulations and the development of 
policies and procedures related to the 
administration of Title 1 of the Higher 
Education Act; and 

(c) Activities that will lead to changes 
in the legislative provisions of this title 
and other federal laws affecting federal 
continuing education and training 
programs. 

The Council will meet from 9ffl a.m. 
to 5:00 p.m. on December 4, from 9:00 
a.m. to 5:00 p.m. on December 5, and 
from 9:00 a.m. to 12:00 Noon on 
December 6.1965. 

A portion of the meeting of the 
Council will be closed on December 5 
and December 6 one or more times to be 
determined by the Chairman for the 
purpose of interviewing candidates for 
the Executive Director position. The 
meetings will be closed under the 
authority of section 10(d) of the Federal 
Advisory Committee Act (Pub. L. 92-463. 
5 U.S.C. Appendix 2) and under 
exemption (6) contained in the 
Government in the Sunshine Act (Pub. L. 
94—409. 5 U.S.C. 552b(c]|6). 

Discussion will include consideration 
of the qualifications and fitness of 
candidates and will touch upon matters 
which would constitute a clearly 
unwarranted invasion of personal 
privacy if conducted in open session. 

The proposed agenda includes: 

—Visit to Disney World Training 
Facilities 

—Legislative Update 
—Executive Director Report 
—Council/OECD Conference Follow-up 
—Other Business 

Records are kept of all Council 
proceedings and are available for public 
inspection at the office of the National 
Advisory Council on Continuing 
Education. 2000 L Street. NW.. Suite 560. 
Washington. D.C. 


Signed at Washington. D.C. on October 31. 
1985. 

William C Shannon. 

Executive Director. 

|FR Doc. 65-26468 Filed 11-5-65: 845 am) 

BILLING COOf 4000-01 M 


National Advisory Council on 
Continuing Education; November 
Meeting 

agency: National Advisory Council on 
Continuing Education. 
action: Notice of meeting. 

summary: This notice sets forth the 
schedule and proposed agenda of an 
Executive Comroitee meeting of the 
National Advisory Council on 
Continuing Education. It also describes 
the functions of the Council. Notice of 
meetings is required under Section 
10(a)(2) of the Federal Advisory 
Committee Act. This document is 
intended to notify the general public of 
their opportunity to attend. 

oate; November 21-22. 1985. 
address: NACCK Conference Room. 
2000 L Street NW., Washington. D.C 
20036. 

FOR FURTHER INFORMATION CONTACT: 

Dr. William G. Shannon. Executive 
Director. National Advisory Council on 
Continuing Education, 2000 L Street, 
NW., Suite 500, Washington, D.C. 2003a 
Telephone: (202) 834-6077. 
SUPPLEMENTARY INFORMATION: The 
National Advisory Council on 
Continuing Education is established 
under Section 117 of the Higher 
Education Act (20 U.S.C. 1109). as 
amended. The Council is established to 
adivse the President, the Congress, and 
the Secretary of the Department of 
Education on the following subjects: 

(a) An examination of all federally 
supported continuing education and 
training programs, and 
recommendations to eliminate 
duplication and encourage coordination 
among these programs; 

(b) The preparation of general 
regulations and the development of 
policies and procedures related to the 
administration of Title I of the Higher 
Education Act; and 

(c) Activities that will lead to changes 
in the legislative provisions of this title 
and other federal laws affecting federal 
continuing education and training 
programs. 

The Executive Committee will meet 
from 9:00 a.m.. to 5:00 pun. on November 
21 and from 9:00 a*m. to 12:00 p jd. on 
November 22,1985. A portion of the 
meeting will be closed on November 21 
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from 2.-00 p.m. to 5:00 p.m., and on 
November 22 from 9:00 to 12:00 Noon, 
for the purpose of reviewing 
applications of candidates for the 
position of Executive Director. The 
meeting will be closed under the 
authority of section 10(d) of the Federal 
Advisory Committee Act (Pub. L 92-463. 
5 U.S.C. Appendix 2) and under 
exemption (6) contained in the 
Government in the Sunshine Act (Pub. L 
94-409. 5 U.S.C. 552(c)(6)). 

The proposed agenda includes: 

—OECD Conference Follow-up. 

—Annual Report 
—Council staff plans 
—Other business 
Records are kept of all Council 
proceedings and are available for public 
inspection at the office of the National 
Advisory Council on Continuing 
Education. 2000 L Street. NW.. Suite 560. 
Washington. DC. 

Signed at Washington. D C., on October 31. 
1985. 

William G. Shannon, 

Executive Director . 

(FR Doc. 65-28489 Filed 11-5-65: 8:45 am) 

BiLLixa coot 4000-0 i-m 


Office of Postsecondary Education 

National Graduate Fellows Program 
Application Notice for 1986 

The National Graduate Fellows 
Program (NCFP) offers fellowships to 
students at accredited institutions of 
higher education to pursue graduate 
study at the doctoral level. Applications 
are invited for awards to be made in 
1986. 

Authority for this program is 
contained in Part C of Title IX of the 
Higher Education Act of 1965. as 
amended (20 U.S.C. 1134h-k). 

Applications are invited for 12 month 
fellowship awards which are intended 
to be used during the 1988-87 academic 
year. The fellowship awards shall be 
renewable for a period not to exceed 
three additional years of study. The 
fellowship award period, which was 30 
months for the Fiscal Year 1985 
competition, has been modified for 
Fiscal Year 1980, because of anticipated 
Congressional action which will require 
the department to make 12 month 
awards. See HR 1210, “National Science, 
Engineering, and Mathematics 
Authorization Act of 1986,“ as amended 
and passed by the Senate (Sept. 28. 

1985). 

At a meeting held on September 27, 
1985, the National Graduate Fellows 
Program Fellowship Board determined 
which disciplines within the arts, the 


humanities, and the social sciences will 
be considered as eligible for fellowship 
awards under this program. The 
disciplines are contained in the NGFP 
program brochure. Those determinations 
are the statutorilymifndated 
responsibility of this Presidentially- 
appointed Fellowship Board (20 U.S.C. 
1134i(a)(2)(B)). 

Closing Date for Transmittal of 
Applications: An application for the 
NGFP must be hand-delivered or mailed 
by December 20.1985. 

Applications Delivered by Mail: An 
application sent by mail must be 
addressed to the U.S. Department of 
Education, Application Control Center, 
Attention: 84.173, National Graduate 
Fellows Program, 400 Maryland Avenue. 
SW.. Washington, D.C. 20202. 

An applicant must show proof of 
mailing consisting of one of the 
following: 

(1) A legibly dated U.S. Postal Service 
postmark. 

(2) A legible mail receipt with the date 
of mailing stamped by the U.S. Postal 
Service. 

(3) A dated shipping label, invoice, or 
receipt from a commercial carrier. 

(4) Any other proof of mailing 
acceptable to the U.S. Secretary of 
Education. 

if an application is sent through the 
U.S. Postal Service, the Secretary does 
not accept either of the following as 
proof of mailing: (1) A private metered 
postmark, or (2) a mail receipt that is not 
dated by the U.S. Postal Service. 

An applicant should note that the U.S. 
Postal Service does not uniformly 
provide a dated postmark. Before relying 
on this method, an applicant should 
check with the local post office. 

An applicant is encouraged to use 
registered or at least first class mail to 
insure that his or her application is 
received by the closing date. Each late 
applicant will be notified that his or her 
application will not be considered. 

Applications Delivered by Hand: An 
application that is hand-delivered must 
be taken to the U.S. Department of 
Education. Application Control Center. 
Room 3633, Regional Office Building 3. 
7th and D Streets, SW., Washington, 

DC. 

The Application Control Center will 
accept hamd-delivered applications 
between 8:00 a.m. and 4:30 p.m. 
(Washington, D.C. time), daily, except 
Saturdays. Sundays, and Federal 
holidays. 

An application that is hand-delivered 
will not be accepted after 4:30 p.m. on 
the closing date. 

Eligible Appl ican ts: The program 
regulations (34 CFR 650.2) require that at 
the time of application, candidates for 


NGFP fellowships must be eligible to 
begin or continue graduate study at the 
doctoral level at an accredited 
institution of higher education. 
Candidates must be citizens or nationals 
of the U.S.; be permanent residents of 
the U.S.; provide evidence from the 
Immigration and Naturalization Service 
that they are in the U.S. for other than a 
temporary purpose with the intention of 
becoming a citizen or permanent 
resident: or be permanent residents of 
the Trust Territories of the Pacific 
Islands or Northern Mariana Islands. All 
applicants must meet any additional 
requirements established by the 
Fellowship Board. These requirements 
are included in the application package 

The Fellowship Board has determined 
that an individual is eligible for a NGFP 
fellowship if applying to, accepted, or 
already enrolled in a graduate program 
with the expressed intent of obtaining a 
doctorate or other doctoral level degree 
According to the Fellowship Board, the 
NGFP Is not intended to support 
students seeking Master's degrees, 
except where such a Master's degree is 
an integral preparatory step to a 
doctorate or other doctoral level degree 

Available Funds: Fiscal year 1986 
funds have not yet been appropriated 
for this program. However, applications 
are invited to allow for sufficient time 
for the panels appointed by the NGFP 
Fellowship Board to evaluate them, and 
to complete the awards process prior to 
the end of the fiscal year, should the 
Congress appropriate funds for this 
program. 

A fellowship award consists of (1) an 
annual allowance paid to the institution 
in which the fellow is enrolled, of $6,000 
or tuition and other expenses required 
by the institution as part of the fellow s 
instructional program, whichever is less 
and (2) an annual stipend of $10,000 or 
the amount of the fellow's financial 
need, whichever is less. See 4 CFR 650.5. 
650.41, and 650.42. 

Application Forms: Application forms 
will be available for mailing on 
November 13i 1985. They may be 
obtained by writing to the National 
Graduate Fellows Program, Office of 
Postsecondary Education. U.S. 
Department of Education. P.O. Box 
44367, L'Enfant Plaza Station. 
Washington, D.C. 20026-4367. 

The Secretary urges that applicants 
not submit information that is not 
requested. 

Applications must be prepared and 
submitted In accordance with the 
regulations, instructions, and forms 
included in the application package. The 
application package is only intended to 
aid applicants in applying for assistance 
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under this competition. Nothing in the 
package is intended by the Department 
of Education to impose any paperwork, 
application content, reporting, or grantee 
performance requirements beyond those 
specifically imposed under the statute 
and regulations governing the 
competition. 

Applicable Regulations: The 
regulations applicable to this program 
include the following: 

(a) The regulations governing the 
NGFP. 34 CFR Part 650, 50 Fed. Reg. 
33220 (August 16,1985). 

(b) The Education Department 
General Administrative Regulations 
(EDGAR), 34 CFR Parts 74 and 75, 
except for the following provisions In 
EDGAR 34 Part 75. which do not apply: 

(1) Subpart C—How to apply for a 
grant 

(2) Subpart D—How grants are made. 

(3) Sections 75.580-75.592 of Subpart 
E—What conditions must be met by a 

grantee? 

Further Information: For further 
information, contact the U.S. 

Department of Education. National 
Graduate Fellows Program, P.O. Box 
44387, L Enfant Plaza Station. 
Washington, D.C. 20028-4387, (202) 732- 
2945. 

(20 U.S.C. 1134b-k). 

(Catalog of Federal Domestic Assistance No. 
84173, National Graduate Fellows Program). 

Dated: October 31.1965. 

WilUam J. Bennett. 

Se cretary of Education. 

[FR Doc. 85-26470 Filed 11-5-65; 8:45 am) 
•MJJN* COOC 400S-01-H 


ENDANGERED SPECIES COMMITTEE 

Notice of Exemption Application 

agency: Endangered Species 
Committee. 

action: Notice of Exemption 

Application. 

summary: The Consolidated Grain and 
Barge Company of St. Louis. Missouri, 
has filed an application with the 
Secretary of the Interior seeking an 
exemption from section 7 of the 
Endangered Species Act for a barge 
fleeting area on the Ohio River near 
Mound City. Illinois. 
dates: The Secretary of the Interior 
must make threshold determinations 
ncemlng the application pursuant to 
16 U.S.C. 1536(g) and 50 CFR 452.03 by 
November 17.1985. 

If the Secretary determines that the 
application qualifies for consideration 
hv the Endangered Species Committee, 
the Committee must act by May 6,1986. 


aooress: Correspondence to the 
Secretary or the Committee should be 
addressed c/o Ms. Barbara Abate. Room 
6531. U.S. Department of the Interior, 
Washington. D C 

FOR FURTHER INFORMATION CONTACT: 

Copies of the exemption application 
may be obtained from Ms. Barbara 
Abate, (202) 343-521B. Questions 
concerning the exemption process may 
be addressed to Mr. jon H. Goldstein. 
(202) 343-7258. 

SUPPLEMENTARY INFORMATION: On 

October 28.1985, the Secretary of the 
interior received the Consolidated Grain 
and Barge Company's application for an 
exemption from the requirements of 
section 7(a)(2) of the Endangered 
Species Act (Act), 16 U.S.C. 1531 et seq. 
The proposed agency action for which 
the exemption is sought is the issuance 
of a permit under Section 10 of the 
Rivers and Harbors Appropriation Act 
of 1899 by the U.S. Army Corps of 
Engineers for the establishment of a 
barge fief ting area on the Ohio River, 
right bank, near Mound City. Pulaski 
County. Illinois. 

After receipt of Consolidated's permit 
application, the Corps of Engineers 
consulted with the U.S. Fish and 
Wildlife Service, as required by section 
7 of the Act. over the potential impact of 
the fleeting proposal on the orange¬ 
footed pearly mussel [Plethobosis 
coopenanus). a species listed as 
endangered on the U.S. List of 
Endangered and Threatened Wildlife 
and Plants. On April 3.1965, the Service 
issued a biological opinion concluding, 
based on the presence of P. cooperionus 
In the portion of the mussel bed adjacent 
to the proposed fleeting site and the 
possible occurrence of P. cooperionus In 
the portion of the mussel bed within the 
proposed site, that barge fleeting as 
proposed between mile 970.3 and 971.4 
of the Ohio River Is likely to jeopardize 
the continued existence of P. 
cooperionus. On July 29, 1985 the Corps 
of Engineers denied the permit, finding 
that "the potential to adversely impact 
the P. cooperionus outweighs all other 
aspects of the proposal." 

The exemption application describes 
the system by which the applicant 
would moor the barges, indicates that 
the applicant modified the proposal 
during the permitting process, and states 
that the applicant knows of no other 
permits that are required for its 
proposed action. The applicant also 
discusses certain alternatives to the 
proposed action that it considered, and 
provides other information intended to 


fulfill the requirements of 50 CFR 
451412(e). 

Donald Paul Hodel. 

Chairman . Endangered Species Committee 
and Secretary of the Interior. 

[FR Doc. 85-28893 Piled 11-5-85; 12:31 pra| 

B4UJNO COOC 4310-NMI 


DEPARTMENT OF ENERGY 

Federal Energy Regulatory 
Commission 

\ 

[Docket Nos. CP65-300-002 et at] 

Natural Gas Certificate Filings; 

Colorado Interstate Gas Co. 

Take notice that the following filings 
have been made with the Commission: 

1. Colorado Interestate Gas Company 

(Docket No. CP85-300-002) 

October 3a 1965. 

Take notice that on October 4, 1985. 
Colorado Interstate Gas Company 
(CIG), P.O. Box 1087, Colorado Springs, 
Colorado 60944, filed in Docket No. 
CP85-300-002 a petition to amend the 
order issued )une 20,1985, in Docket No. 
CP85-300-200 pursuant to section 7(c) of 
the Natural Gas Act so as to authorize 
the addition of a delivery point to 
Peoples Natural Gas Company. Division 
of lnterNorth, Inc. (Peoples), all as more 
fully set forth in the petition to amend, 
which is on file with the Commission 
and open to public inspection. 

CIG states that pursuant to the June 
20.1985. order. CIG transports, on an 
interruptible basis, up to 3.185 Mcf of 
natural gas per day for Peoples. It is 
stated that the transportation agreement 
between the parties, dated February 11. 
1985, provides for CIG to receive gas for 
People's account at a delivery point in 
Bent County, Colorado, and redeliver 
equivalent volumes to Peoples at one or 
more of four redelivery points in El Paso. 
Douglas. Cheyenne, and Lincoln 
Counties. Colorado. 

CIG states that by amendatory 
agreement dated September 20.1985, the 
proposed delivery point would be 
located at the existing interconnection 
of CIG's and Williston Basin Interstate 
Pipeline Company’s (Williston) pipeline 
facilities in Park County. Wyoming. It is 
stated that Williston would deliver this 
released gas for People’s account to CIG 
pursuant to the authorizations granted in 
Docket Nos. CP83-254-000 and CP83- 
335-000. 

Comment date: November 20.1985. in 
accordance with the firat subparagraph 
of Standard Paragraph F at the end of 
this notice. 
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Columbia Gas Transmission Corporation 

(Docket No. CP88-20-000) 

2. Columbia Culf Transmission 
Company 

October 311966. 

Take notice that on October 8,1965. 
Columbia Gas Transmission 
Corporation (Columbia Gas). 1700 
MacCorkle Avenue, SE.. Charleston. 
West Virginia 25314. and Columbia Gulf 
Transmission Company (Columbia 
Culf). 3605 West Alabama Avenue. 
Houston, Texas 77027, filed in Docket 
No. CP06-20-000 a request pursuant to 
§ 157.205 of the Regulations under the 
Natural Gas Act (18 CFR 157.205) for 
authorization to transport natural gas 
for Continental Fibre Drum (Continental 
Fibre) under their certificates issued in 
Docket Nos. CP83-78-000 and CP83- 
496-000. respectively, ail as more fully 
set forth in the application which is on 
file with the Commission and open to 
public inspection. 

Applicants propose to transport on a 
best-efforts basis up to 320 million Btu 
equivalent of natural gas per day 
pursuant to a transportation agreement 
dated August 16,1985, among 
Applicants. Continental Fibre and West 
Ohio Gas Company (West Ohio), the 
distributor serving Continental Fibre. 
Applicants state the gas to be 
transported would be purchased by 
Continental Fibre bom Entrade 
Corporation (Entrade) pursuant to a gas 
purchase agreement dated August 12. 
1985. which provides that Entrade would 
sell up to a daily quantity of 320 million 
Btu equivalent of gas at a price of $2.60 
per million Btu which includes the cost 
of transportation into Columbia Gulfs 
system at Brath or Olia, Louisiana, or 
other points of interconnection with 
United Gas Pipe Line Company (United). 

Columbia Gulf states it would charge 
one of (he rates in its Rate Schedule T-2 
of FERC its Gas Tariff, Original Volume 
No. 1. i.e. 4 14.28 cents per dt equivalent 
of gas for the transportation service 
from onshore Louisiana to Kentucky 
plus a retainage of 1.5 percent for 
company use and unaccounted-for 
losses. 

Columbia Gas states that it would 
charge one of the rates in its Rate 
Schedule TS-1 of its Gas Tariff, Original 
Volume No. 1. for the transportation of 
Continental Fibre's gas from Kentucky 
to Van Wert. Ohio, as follows: gas 
received at Leach. Kentucky, and other 
delivery points 21.16 cents per dt Bnd 
29.93 cents per dt, respectively, provided 
the volumes are within the West Ohio's 
total daily entitlements (TCP.). It is 
explained that for volumes in excess of 
the TDE, Columbia Gas would charge 


for gas received at Leach, Kentucky, and 
other delivery points 32.50 cents per dt 
and 41.27 cents per dt. respectively. It is 
further explained that Columbia Gas 
would retain 243 per cent of the gas 
transported for company use and 
unaccounted-for losses and would also 
charge 1.25 cents per dt for the Gas 
Research Institute general research and 
development funding fee. 

Applicants also requests flexible 
authority to add or delete receipt/ 
delivery points associated with sources 
of gas acquired by the end-user. The 
flexible authority requested applies only 
to points related to sources of gas 
supply, not to delivery points in the 
market area. Applicants would file a 
report providing certain information 
with regard to the addition or deletion of 
sources of gas as further detailed in the 
application and any additional sources 
of gas would only be obtained to 
constitute the transportation quantities 
herein and not to increase those 
quantities. 

Comment date: December 18,1905, in 
accordance with Standard Paragraph C 
at the end of this notice. 

3. The Brooklyn Union Gas Company 
[Docket Na CP68-8-U00) 

October 3a 1965 

Take notice that on October 3.1985. 
The Brooklyn Union Gas Company 
(Applicant). 195 Montaque Street. 
Brooklyn. New York 11291, filed in 
Docket No. CP86-6-000 an application 
pursuant to section 7(c) of the Natural 
Gas Act and } 284.222(e) of the 
Commission's Regulations for a 
certificate of public convenience and 
necessity providing blanket 
authorization to transport, sell or assign 
natural gas, synthetic gas and liquefied 
natural gas (LNG), and perform storage- 
exchange serv ices in interstate 
commerce as if Applicant were an 
intrastate pipeline subject to Subparts C, 
D, and E of Part 284 of the Commission's 
Regulations, all as more fully set forth in 
the application which Is on Hie with the 
Commission and open to public 
inspection. 

It is submitted that Applicant was 
declared exempt from the Natural Cas 
Act and the Commission's Regulations 
thereunder pursuant to section 1(c) of 
the Natural Gas Act by order Issued 
September 21,1954, in Docket Nos. G- 
1171. et al (13 FPC1392). and in 
Honeoye Storage Corporation by letter 
order issued February 27,1975. in 
Docket Na CP74-208 and Applicant's 
rates and tanff are regulated by the New 
York State Public Service Commission. 

Applicant stales that during the year 
ended June 30,1985, it obtained 


37,572,451 dt equivalent of gas from 
sources other than interstate supplies as 
defined in S 284.222(h)(2) of the 
Regulations. Applicant proposes to 
render sales services at ceding rates 
reflecting cost factors currently on file 
with the New York Public Service 
Commission. Applicant also proposes to 
sell LNG at rates reflecting the costs 
incurred by Applicant for LNG 
purchased from Diatrigas of 
Massachusetts Corporation (DOMAC) 
under DOMACs FERC approved tariff 
It is explained that for all the proposed 
services. Applicant would charge its 
ceiling rates. Applicant requests flexible 
authority to establish future negotiated 
rates not exceeding these ceiling rates 
as warranted by circumstances at the 
time specific sales or services arc 
rendered. Applicant also requests 
abandonment authorization for all 
proposed sales and services. 

Applicant states that the sales and 
services for which authorization is 
sought would not jeopardize its ability 
to meet long-term local service 
obligations, but would promote 
increased use of existing facilities, 
improve Applicant’s operating load 
factors, and foster a more efficient 
economic and dynamic interstate gas 
market. 

Comment date: November 2a 1985, in 
accordance with Standard Paragraph F 
at the end of this notice. 

4. Pacific Interstate Transmission 
Company 

(Docket No. CP88-22-000| 

October 30,1985. 

Take notice that on October 9.1985. 
Pacific Interstate Transmission 
Company (PITCO), 720 West Eighth 
Street. Los Angelas, California 60017. 
filed in Docket No. CP86-22-000 a 
petition to amend the certificate issued 
April 2 1976, In Docket No. CP76-104 
pursuant to section 7(c) of the Natural 
Gas Act so as to change the name of the 
only customer served on its Southwest 
Division from Pacific Lighting Cas 
Supply Company to Southern California 
Gas Company, and for authorization to 
make conforming changes fin its tariff 
sheets in its Original Tariff Volume 2, all 
as more fully set forth In the application 
which is on file with the Commission 
and open to public inspection. 

PITCO states that it has been 
informed that its customer. Pacific 
Lighting Gas Supply Company, would be 
merged into Southern California Gas 
Company on or about January 1,1986, 
and that Southern California Gas 
Company would be the surviving 
corporation. PITCO has requested that 
the Amendment to its Certificate be 
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elective when it is informed by 
Southern California Gas Company that 
th(? merger is effective. 

It is stated that the change in name of 
the customer would not modify any of 
the terms and conditions under which 
F1TCO sells gas to such customer. It is 
further stated that the change in name is 
solely the product of a corporate 
reorganization of PlTCO's customer. 
Additionally, it is explained, the 
customer’s use of the gas would not 
change in as much as all gas purchased 
by Pacific Lighting Gas Supply Company 
was resold to Southern California Gas 
Company in any case. 

Comment date: November 20,1985. in 
accordance with the first subparagraph 
of Standard Paragraph P at the end of 
this notice. 

5. United Gas Pipe Line Company 
[Docket No. CP85-864-000) 

October 30.1985. 

Take notice that on September 6,1985. 
United Gas Pipe Line Company (United), 
P O. Box 1478, Houston. Texas 77001, 
filed in Docket No. CP85-804-000 an 
application pursuant to section 7(c) of 
the Natural Gas Act for a certificate of 
public convenience and necessity 
authorizing the construction and 
operation of facilities and the 
trmsportation/exchange of natural gas 
for Tennessee Gas Pipeline Company, a 
Division of Tenneco Inc. (Tennessee), on 
a firm basis for a term not to exceed 10 
years, all as more fully set forth in the 
application on file with the Commission 
and open to public inspection. 

United states that Tennessee has 
proposed in Docket Nos. CP85-108-000 
et al. to construct and operate a new 
offshore and onshore pipeline system 
w hich would consist of approximately 
82 miles of 20-inch pipeline extending 
from an interconnection with 
Tennessee’s mainline in Refugio County, 
Texas, to a platform in Mustang Island 
area Block 847, offshore Texas. United 
indicates that Tennessee intends to use 
the new pipeline to attach and transport 
new reserves it will purchase offshore. 

United states that the onshore portion 
of Tennessee's proposed pipeline system 
w ould consist of approximately 30.2 
miles of 20-inch pipeline at an estimated 
total cost of $15,388,000. United further 
states that it has an existing pipeline 
located in the same vicinity as the 
onshore portion of Tennessee's 
proposed system which has substantial 
unused capacity. 

Therefore. United states that as an 
alternative to Tennessee constructing 
the onshore portion of its proposal in 
Docket No. CP85-108-000 et al , United 
proposes to utilize its existing 20-inch, 


24-inch and 28-inch pipelines from near 
Aransas Pass. San Patricio County, 
Texas, to Refugio in Refugio County. 
Texas (known as United's Mustang 
Island line) to transport Tennessee's 
offshore gas reserves. To implement the 
proposed transportation service. United 
also proposes to construct 
approximately 1.27 miles of 30-inch 
pipeline from the terminus of Mustang 
island line to Tennessee's mainline 
system near Refugio, Texas. United 
further proposes to replace 
approximately 938 feet of 20-inch 
pipeline and to hydrostatically test the 
entire Mustang Island line to uprate its 
maximum allowable operating pressure. 
By primarily utilizing existing facilities. 
United asserts that it can provide its 
proposed transportation service at a 
cost to Tennessee which is lower than 
the cost of Tennessee constructing 
onshore facilities as proposed in Docket 
Nos. CP85-108-000, et al 

For the proposed transportation 
service, United proposes to charge 
Tennessee its Rate Schedule T rate for 
Type I service under which the demand 
charge is currently $0.57 per Mcf and the 
commodity charge is currently 5.22 cents 
per Mcf. United also proposes a demand 
quantity of 241.900 Mcf per day for the 
service which United asserts would be 
sufficient to accommodate the volumes 
of gas that Tennessee intends to 
transport from offshore. Contrasted with 
its proposed transportation rate, United 
asserts that the unit cost of the onshore 
portion of Tennessee's proposed system 
would exceed 14 cents per Mcf based on 
Tennessee's estimate of proven 
reserves. 

Comment date: November 20.1985, in 
accordance with Standard Paragraph F 
at the end of this notice. 

8 . K N Energy, Inc. 

[Docket No. CP88-4-000] 

October 31,1985. 

Take notice that on October 2.1985, K 
N Energy. Inc. (K N), P.O. Box 15265, 
Lakewood. Colorado 80215, filed in 
Docket No. CP86-4-000 a request 
pursuant to S 157.205 of the Regulations 
under the Natural Gas Act (18 CFR 
157.205) for authorization to construct 
and operate four sales taps for delivery 
of gas to end-users for Irrigation, 
commercial and domestic usages, under 
the certificates issued in Docket Nos. 
CP83-140-000, CP83-140-001 and CP83- 
140-002 pursuant to section 7 of the 
Natural Gas Act. all as more fully set 
forth in the request on file with the 
Commission and open to public 
inspection. 

The proposed sales taps are to be 
located along K N jurisdictional 


pipelines in Phelps and Adams Counties, 
Nebraska, and Wallace and Wichita 
Counties, Kansas, and would provide for 
an estimated total annual volume of 
1,640 Mcf, it is explained. 

K N indicates that the natural gas 
delivered would be consumed from its 
general system supply and such volume 
would have no significant impact on K 
N's current deliveries. The gas delivered 
and sold by K N to the various end users 
would be priced in accordance with the 
currently filed rate schedules authorized 
by the applicable state or local 
regulatory body having jurisdiction, it is 
stated. 

Comment date: December 16.1985. In 
accordance with Standard Paragraph G 
at the end of this notice. 

7. Mid Louisiana Gas Company 
(Docket No. 0*86-380001 
October 31,1985. 

Take notice that on October 15,1985, 
Mid Louisiana Gas Company (Mid 
Louisiana), 300 Poydras Street, New 
Orleans, Louisiana 70130, filed In Docket 
No. CP88-36-000 a request pursuant to 
1 157.205 of the Regulations under the 
Natural Gas Act (18 CFR 157.205) for 
authorization to construct and operate 
facilities necessary to establish a new 
delivery point to serve an existing 
customer, Crown Zellerbach 
Corporation (Crown Zellerbach), under 
Mid Louisiana'a certificate issued in 
Docket No. CP82-539-000 pursuant to 
section 7 of the Natural Gas Act all as 
more fully set forth In the request on file 
with the Commission and open to public 
inspection. 

Mid Louisiana states that Crown 
Zellerbach has requested it to establish 
a new delivery point at the 
interconnection of facilities owned by 
Its affiliate. Creole Gas Pipeline 
Corporation, and Crown Zellerbach's St. 
Francisville. Louisiana plant located in 
West Feliciano Parish, Louisiana. It is 
further stated that such delivery point 
would permit the delivery of high 
pressure gas required by Crown 
Zellerbach for new cogeneration 
facilities it has Installed and also allow 
Mid Louisiana to maintain its 
certificated level of service to Crown 
Zellerbach. 

Mid Louisiana indicates that the 
maximum daily volume to be delivered 
at the proposed point would be 17,000 
Mcf of gas per day. Mid Louisiana 
asserts that no increase or decrease is 
proposed in the total daily and annual 
volumes it is authorized to deliver to 
Crown Zellerbach. Mid Louisiana 
further asserts that it has sufficient 
capacity to accomplish the deliveries 
without detriment or disadvantage to 
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existing customers and that establishing 
the new point is not prohibited by its 
currently effective tariff. 

Comment date: December 16,1985, in 
accordance with Standard Paragraph C 
at the end of this notice. 

8. Consolidated Gas Transmission 
Corporation 

(Docket No 0*6-003 000] 

October 31.1985. 

Take notice that on October 1.1985, 
Consolidated Gas Transmission 
Corporation (Consolidated). 445 West 
Main Street, Clarksburg. West Virginia 
26301. filed in Docket No. CPd6~003-000 
a request pursuant to ( 157.205 of the 
Commission's Regulation (10CFR 
157.205) for authorization to construct 
and operate facilities necessary to sdd a 
new delivery point to New York State 
Electric and Gas Corporation (NYSEG), 
its existing jurisdictional customer, all 
as more fully set forth in the request on 
fite with the Commission and open to 
public inspection. 

Consolidated proposes to add a new 
delivery point on NYSEG's existing 12- 
inch Main No. 603040. near the town of 
Hopewell in Ontario County, New York, 
to be known as the Canandaigua 
connection. The new delivery point, it is 
indicated, would be adjacent to a 
delivery point to be established by 
Tennessee Gas Pipeline Company, a 
Division of Tenneco Inc^ to serve 
Consolidated. Its existing jurisdictional 
customer. From the interconnection with 
Tennessee, Consolidated proposes to 
construct and operate the facilities 
necessary to redeliver the gas to 
NYSEG, including a connecting pipeline, 
ressure regulating facilities, and gas 
eating facilities. The estimated cost for 
all delivery facilities required would be 
$350,000. 

It is explained that NYSEG has agreed 
to reimburse Consolidated for the cost 
of constructing all associated facilities, 
up to $350,000. It is stated that a 
maximum daily quantity of 16.000 dt 
equivalent of natural gas would be 
delivered to NYSEG at this point. 

Consolidated indicates that NYSEG 
has requested the delivery point and 
additional sales quantities to meet the 
total current and future requirements of 
its customers in the vicinity of 
Canandaigua. New York, and that its 
requirements-type service to NYSEG. 
under Rate Schedule RQ of its FERC 
Gas Tariff. Original Volume No. 1, 
permits such an increase in deliveries. 
Consolidated asserts that NYSEG has 
advised it that the volumes it would 
purchase at the new delivery point 
would be used for its system supply, to 


meet its market requirements in 
Canandaigua and the surrounding area. 

Comment date: December 16,1985. in 
accordance with Standard Paragraph G 

at the end of this notice. 

• 

9. Columbia Gulf Transmission 
Company 

(Docket No CP38-01MOO) 

October 31.1965 

Take notice that on October 8,1985. 
Columbia Gulf Transmission Company 
(Applicant). 3805 West Alabama 
Avenue. Houston. Texas 77027. filed In 
Docket No. CP88-C19-000 a request 
pursuant to 5 157.205 of the Regulations 
under the Natural Gas Act (18 CFR 
157.205) for authorization to transport 
natural gas on behalf of Yorktowne 
Paper Mills, Inc. (Yorktowne). under the 
certificate issued in Docket No. CP83- 
496-000 pursuant to section 7 of the 
Natural Gas Act. all as more fully set 
forth in the request which is on file with 
the Commission and open to public 
inspection. 

Applicant proposes to transport up to 
900 million Btu of natural gas per peak 
day. less retainage. on behalf of 
Yorktowne for its plant in York. 
Pennsylvania, pursuant to a gas 
transportation agreement dated July 1, 
1985. It is stated that Columbia Gas 
Transmission Corporation (Columbia 
Transmission) is also participating in 
this transportation agreement and has 
obtained authorization in Columbia 
Transmission Docket No. CP84-332-001 
and is utilizing its flexible authority to 
add a receipt point from Applicant 

Applicant proposes to charge for its 
transporation service one of the rates 
set forth in Rate Schedule T-2 of its 
F.E.R.C. Gas Tariff. Original Volume No. 
1. The current rates are said to be: 
offshore to Kentucky—23.92 cents per dt 
equivalent of natural gas per day and 
1.69 percent retainage; lateral onshore to 
Kentucky—14.28 cents per dt equivalent 
of natural gas per day and 1.50 percent 
retainage; Rayne, Louisiana, to 
Kentucky—12.76 cents per dt equivalent 
of natural gas per day and 1.50 percent 
retainage; and Corinth. Mississippi, to 
Kentucky—6.38 cents per dt equivalent 
of natural gas per day and 0.75 percent 
retainage. 

Applicant also requests flexible 
authority to add or delete receipt/ 
delivery points associated with sources 
of gas acquired by the end-user. The 
flexible authority requested applies only 
to points related to sources of gas 
supply, not to delivery points in the 
market area. Applicant will file a report 
providing certain information with 
regard to the addition or deletion of 
sources of gas as further detailed In the 


application and any additional sources 
of gas would only be obtained to 
constitute the transportation quantities 
herein and not to Increase those 
quantities. 

Applicant indicates that Yorktowne is 
purchasing the gas from Exxon 
Corporation (Exxon). Applicant explains 
that the gas transportation agreement 
specifies the point of receipt by 
Applicant, the point of redeiivery to 
Columbia Transmission, and a further 
point of redeiivery to Columbia Gas of 
Pennsylvania, Inc., the distribution 
company serving Yorklowne. It is 
further explained that no gas was 
released by Applicant for sale by Exxon 
to Yorktowne. 

Applicant further requests that 
continuation of transportation be 
allowed through the later of (1) any 
extension of the existing authority to 
transport under $157,209 of the 
Commission regulations. (2) and/or such 
period of time as may be established by 
the Commission in any final rule issued 
in Docket No. RM85-1 or (3) up to the 
end of the term of the transportation 
agreement, which would be in effect for 
a term of one year and month to month 
thereafter subject to termination upon 
proper notice to the other parties at any 
time subsequent to the first anniversary 
of the agreement 

Comment date: December 16,1985. in 
accordance with Standard Paragraph G 
at the end of this notice. 

10. Tennessee Gas Pipeline Comnpny. A 
Division of Tenneco Inc. 

(Docket No. 0*6-23-000) 

October 31.1965. 

Take notice that on October 9,1985. 
Tennessee Gas Pipeline Company, a 
Division of Tenneco Inc. (Tennessee). 
P.O. Box 2511, Houston, Texas 77001, 
filed in Docket No. CP86-23-000 a 
request pursuant to $ 157.205 of the 
Commission's Regulations under the 
Natural Gas Act (18 CFR 157.205) for 
authority to transport natural gas for 
Bishop Pipeline Corporation (Bishop) on 
behalf of Kimberly Clark Corporation 
(Kimberly-Clark) and Conley Frog and 
Switch Company. Inc. (Conley Frog) 
(collectively called Kimberly-Clark, et 
o/.), under its certificate issued in 
Docket No. CP82-413-000 pursuant to 
section 7 of the Natural Gas Act. all as 
more fully set forth in its request on file 
with the Commission and open to public 
inspection. 

Tennessee indicates it is filing the 
instant request for authorization under 
the prior notice procedure to continue 
the low priority transportation service 
beyond October 31,1985, for as long as 
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permitted under applicable existing or 
future regulations. 

It is slated that Tennessee proposes to 
transport natural gas for Bishop, on 
behalf of Kimberly-Clark, et a/., from 
reserves purchased by Bishop in 
Wharton County. Texas, and Lafourche 
Parish, Louisiana. Tennessee states that 
it has agreed to receive, on an 
interruptible basis, up to a total of 10.000 
Mcf of gas per day at the various receipt 
points. Tennessee states that it would 
transport and deliver for the account of 
Kimberly-Clark, ef o/.. an equivalent 
quantity of gas at either an existing 
point of interconnection between the 
facilities of Tennessee and (1) Texas 
Gas Transmission Corporation (Texas 
Gas): at Tennessee’s Meter No. 1-1034 in 
A< adia Parish. Louisiana, or (2) 

Columbia Gulf Transmission Company 
at Tennessee's meter No. 1-1034 in 
Acadia Parish. Louisiana. It Is indicated 
that under separate agreements with 
Kimberly-Clark and/or Bishop, and 
Conley Frog and/or Bishop. Texas Gas 
would transport and deliver such 
volumes to Memphis Light Gas and 
Water Division (Memphis Light). 

M mphis light would then transport and 
deliver said respective volumes to 
kmbeHy-Clark’s Memphis Hill Plant 
located in Memphis, Tennessee, and to 
Conley Frog's plant located in Memphis. 
Tennessee. 

In addition. Tennessee requests 
flexible authority to add and/or delete 
sources of supply and receipt points if 
such altered service is on behalf of the 
same end-user, at the same end-user 
location, and within the maximum daily 
end annual volumes authorized for the 
basic service. Within 30 days of the 
addition or deletion of any gas suppliers 
and/or receipt points, Tennessee 
indicates that it would file certain 
information in this docket, where 
applicable to the changes in serv ice. 

Tennessee states that it would charge 
the rate set forth in its Rate Schedule 
H KU of 17.14 cents per Mcf. Also, 
Tennessee slates that it would retain 
221 percent of the volume received from 
die New Taiton field, Wharton County. 
Texas, and 0.9 percent of (be total 
quantity of gas received from the Little 
Temple field and the Bully Camp field, 
both in LaFourche Parish. Louisiana, 
into its system for fuel and lost and 
unaccounted-for volumes. Further, the 
rates are exclusive of the Gas Research 
Institute surcharge. 

Tennessee estimates the peak day. 
average day and annual volumes to 
Kimberly-Clark and Conley Frog as 
follows: 

'mberiy-CJark 

Ptttk day: 4 jDOO Mcf 


Average day: 3.250 Mcf 
Annual: 1.200.000 Mcf 

Conley Frog 

Peak day: 400 Mcf 
Average day: 270 Mcf 
Annual: 100.000 Mef 

Tennessee indicates that Kimberly- 
Clark requires gas for boiler fuel and 
paper machine drying at Us Memphis 
I fill Plant in Memphis, Tennessee, and 
Conley Frog requires gas as fuel for its 
steel heating furnaces and for space 
heating at its plant, also in Memphis, 
Tennessee. Tennessee enclosed en 
affidavit from Kimberly-Clark indicating 
that the requested volumes would 
supply the total gas needs of the plant. 

Tennessee has also submitted an 
affidavit from Memphis Light indicating 
it has sufficient capacity to transport the 
gas without deteriment to its other 
customers. 

Tennessee has also indicated that 
Tennessee constructed the hot taps 
necessary to connect the gas to its 
system at a cost of $59,500 which would 
be reimbursed by Bishop. 

Comment date: December 1ft 1965, in 
accordance with Standard Paragraph G 
at the end of this notice. 

Standard Paragraphs 

F. Any person desiring to be heard or 
make any protest with reference to said 
filing should on or before the comment 
date file with the Federal Energy 
Regulatory Commission. 825 North 
Capitol Street. NE., Washington. D.C. 
2042ft a motion to intervene or a protest 
in accordance with the requirements of 
the Commission's Rules of Practice and 
Procedure (18 CPR 385.211 and 385.214) 
and the Regulations under the Natural 
Gas Act (18 CFR 157.10). All protests 
filed with the Commission will be 
considered by it in determining the 
appropriate action to be taken but will 
not serve to make the protestants 
parties to the proceeding. Any person 
wishing to become a party to a 
proceeding or to participate as a party in 
any hearing therein must file a motion to 
intervene in accordance with the 
Commission's Rules. 

Take further notice that, pursaunt to 
the authority contained in and subject to 
jurisdiction conferred upon the Federal 
Energy Regulatory Commission by 
sections 7 and 15 of the Natural Gas Act 
and the Commission's Rules of Practice 
and Procedure, a hearing will be held 
without further notice before the 
Commission or its designee on this filing 
if no motion to intervene is filed within 
the time required herein, if the 
Commission on its own review of the 
matter finds that a grant of the 
certificate is required by the public 


convenience and necessity. If a motion 
for leave to intervene is timely filed, or if 
the Commission on its own motion 
believes that a forma! hearing 1 b 
required, further notice of such hearing 
will be duly given. 

Under the procedure herein provided 
for, unless otherwise advised, it will be 
unnecessary for the applicant to appear 
or be represented at the hearing. 

G. Any person or the Commission's 
staff may, within 45 days after the 
issuance of the instant notice by the 
Commission, file pursuant to Rule 214 of 
the Commission's Procedural Rules (18 
CFR 385.214) a motion to intervene or 
notice of intervention and pursuant to 
S 157.205 of the Regulations under the 
Natural Gas Act (18 CFR 157J205) a 
protest to the request If no protest is 
filed within the time allowed therefor, 
the proposed activity shall be deemed to 
be authorized effective the day after the 
time allowed for filing a protest If a 
protest is filed and not withdrawn 
within 30 days after the time allowed for 
filing a protest the instant request shall 
be treated as an application for 
authorization pursuant to section 7 of 
the Natural Gas Act 
Kouaslh F. Plumb. 

Secretary. 

|PR Doc. 86-28503 Filed 11-6-85. &4S em| 

BILLING COOC f7l7-Ot~* 


(Docket Nos. CP88-11-000 et at] 

Small power production and 
cogeneration faculties; qualifying 
status; certificate applications, ate.; 
University of San Francisco et ai. 

Comment date: Thirty days from 
publication in the Federal Register, in 
accordance with Standard Paragraph E 
at the end of this notice. 

Take notice that the following filings 
have been made with the Commission. 

1. University of San Francisco 
(Docket No. QF8S-11-0001 
October 23.196S. 

On October 7.1985. University of San 
Francisco (Applicant), of 2299 Golden 
Gate Avenue. San Francisco. California 
94117. submitted for filing an application 
for certification of a facility as a 
qualifying cogeneration facility pursuant 
to { 292.297 of the Commission's 
regulations. No determination has been 
made that the submittal constitutes a 
complete filing. 

The topping-cycle cogeneration 
facility will be located on the campus of 
the University of San Prandsco In San 
Francisco. California. It will consist of a 
reciprocating engine with a heat 
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recovery boiler. Heat will be recovered 
from the engine jacket and exhaust 
stack to produce steam for use by the 
University for space heating. The . 
electric power production capacity of 
the facility will be 1.5 MW. The primary 
energy source will be natural gas, The 
instalation of the facility will begin in 
mid 1986. 

Z Novo Electric Systems Corporation 

(Docket No. QF88-22-000) 

October 23.1965. 

On October 10.1985, Novo Electric 
Systems Corporation (Applicant), of 600 
W. Lindsay Street, Stockton. California 
95203. submitted for filing an application 
for certification of a facility as a 
qualifying cogeneration facility pursuant 
to § 292.207 of the Commission's 
regulations. No determination has been 
made that the submittal constitutes a 
complete filing. 

The topping-cycle cogeneration 
facility will be located on the Yolo 
Bypass, south of CR 18, Yolo County. 
California. The facility will consist of 
three natural gas fired spark ignition 
reciprocating engines and necessary 
heat recovery system. Heat recovered 
from the engine cooling and exhaust 
systems will be used to process waste 
water from oil and gas operations in the 
immediate geographical area. The 
electric power production capacity of 
the facility will be 300 kW. 

3. Harden Manufacturing Co. 

(Docket No. QF85-741-000) 

October 30.1965. 

On September 30.1985, Harden 
Manufacturing Company (Applicant), of 
312 W. Third Avenue, Gastonia. North 
Carolina 28052 submitted for filing an 
application for certification of a facility 
as a qualifying small power production 
facility pursuant to S 292.207 of the 
Commission's regulations. No 
determination has been made that the 
submittal constitutes a complete filing. 

The approximately 1.000 kilowatt 
hydroelectric facility is located in 
Gaston County, North Carolina. 

A separate application is required for 
a hydroelectric project license, 
preliminary permit or exemption from 
licensing. Comments on such 
applications are requested by separate 
public notice. Qualifying status serves 
only to establish eligibility for benefits 
provided by PURPA. as implemented by 
the Commission's regulations. 18 CFR 
Part 292. It does not relieve a facility of 
any other requirements of local. State or 
Federal law, including those regarding 
siting, construction, operation, licensing 
and pollution abatement. 


4. Hemet Unified School District 
[Docket No. QF88-17-000) 

October 30.1985. 

On October 9,1985. Hemet Unified 
School District (Applicant), of 2350 W. 
Latham Avenue. Hemet California 
92343 submitted for filing an application 
for certification of a facility as a 
qualifying cogeneration facility pursuant 
to l 292.207 of the Commission’s 
regulations. No determination has been 
made that the submittal constitutes a 
complete filing. 

The topping-cycle cogeneration 
facility will be located at Hemet High 
School. 41701 Stetson Avenue, Hemet. 
California 92343. The facility will 
consists of a natural gas fueled 
reciprocating engine/genera tor. Heat 
recovered from engine exhaust gas and 
cooling jacket water be used for heating 
the school swimming pools. The electric 
power production capacity will be 100 
kilowatts. The installation of the facility 
will begin In June 1988. 

5. Northwestern Pacific Power Company 
(Docket No. QF88-28-000| 

October 30.1965. 

On October 11,1965, Northwestern 
Pacific Power Company (Applicant), of 
Four Embarcadero Center. Suite 1980, 
San Francisco, California 94111 
submitted for filing an application for 
certification of a facility as a qualifying 
small power production facility pursuant 
to { 292.207 of the Commission's 
regulations. No determination has been 
made that the submittal constitutes a 
complete filing. 

The 30 megawatt hydroelectric facility 
will be located near Taylorsville in 
Plumas County, California. 

A separate application is required for 
a hydroelectric project license, 
preliminary permit or exemption from 
Licensing. Comments on such 
applications are requested by separate 
public notice. Qualifying status serves 
only to establish eligibility for benefits 
provided by PURPA. as implemented by 
the Commission's regulations. 18 CFR 
Part 292. It does not relieve a facility of 
any other requirements of local State or 
Federal law. including those regarding 
siting, construction, operation, licensing 
and pollution abatement. 

6. Northwest Power Company (Excelsior 
Ditch Diversion Dam) 

(Docket No. QF88-27-000) 

October 30.1965. 

On October 11,1985, Northwest 
Power Company (Applicant), of Four 
Embarcadero Center, Suite I960, San 
Francisco. California 94111 submitted 
for filing an application for certification 


of a facility as a qualifying small power 
production facility pursuant to S 292.207 
of the Commission's regulations. No 
determination has been made that the 
submittal constitutes a complete filing 

The 14.0 megawatt hydroelectric 
facility will be located near Nevada City 
in Nevada County. California. 

A separate application is required for 
a hydroelectric project license, 
preliminary permit or exemption from 
licensing. Comments on such 
applications are requested by separate 
public notice. Qualifying status serves 
only to establish eligibility for benefits 
provided by PURPA. as implemented by 
the Commission's regulations. 18 CFR 
Part 292. It does not relieve a facility of 
any other requirements of local, State or 
Federal law, including those regarding 
siting, construction, operation, licensing 
and pollution abatement 

7. Northwest Power Company (Nevada 
County) 

[Docket No. QFB8-25-000) 

October 3a 1985. 

On October 11.1985, Northwest 
Power Company (Applicant), of Four 
Embarcadero Center, Suite 1980, San 
Francisco. California 94111 submitted 
for filing an application for certification 
of a facility as a qualifying small power 
production facility pursuant to 5 292.207 
of the Commission's regulations. No 
determination has been made that the 
submittal constitutes a complete filing. 

The 3.5 megawatt hydroelectric 
facility will be located near Nevada City 
in Nevada County, California. 

A separate application is required for 
a hydroelectric project license, 
preliminary permit or exemption from 
licensing. Comments on such 
applications are requested by separate 
public notice. Qualifying status serves 
only to establish eligibility for benefits 
provided by PURPA, as implemented by 
the Commission's regulations, 18 CFR 
Part 292. It does not relieve a facility of 
any other requirements of local. State or 
Federal law, including those regarding 
siting, construction, operation, licensing 
and pollution abatement 

8. Northwest Power Company (Sierra 
County) 

[Docket No. QF86-2a~000| 

October 30.1985. 

On October 11,1985, Northwest 
Power Company (Applicant), of Four 
Embarcadero Center. Suite 1980. San 
Francisco. California 94111 submitted 
for filing an application for certification 
of a facility as a qualifying small power 
production facility pursuant to $ 292-2CT 
of the Commission's regulations. No 
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determination has been made that the 
submittal constitutes a complete filing. 

The 5.0 megawatt hydroelectric 
facility will be located near Downieville 
in Sierra County, California. 

A separate application is required for 
a hydroelectric project license, 
p.viiminary permit or exemption from 
iicen9ing. Comments on such 
applications are requested by separate 
public notice. Qualifying status serves 
only to establish eligibility for benefits 
provided by PURPA. as implemented by 
the Commission's regulations. 18 CFR 
Part 292. It does not relieve a facility of 
any other requirements of local, State or 
Federal law, including those regarding 
siting, construction, operation, licensing 
and pollution abatement. 

9. Northwest Power Company (Nevada 
County) 

(Docket No. QFB6-30-000| 

October 30.1985. 

On October 11,1985, Northwest 
Power Company (Applicant), of Pour 
Fmbarcadero Center, Suite i960, San 
F~andsco. California 91111 submitted 
for filing an application for certification 
of s facility as a qualifying small power 
production facility pursuant to 3 292.207 
of the Commission's regulations. No 
determination has been made that the 
submittal constitutes a complete filing. 

The 5.0 megawatt hydroelectric 
facility will be located near Washington 
in Nevada County, California. 

A separate application is required for 
a hydroelectric project license, 
preliminary permit or exemption from 
licensing. Comments on such 
applications are requested by separate 
public notice. Qualifying status serves 
only to establish eligibility for benefits 
provided by PURPA, as implemented by 
the Commission's regulations, 18 CPR 
Part 292. It does not relieve a facility of 
any other requirements of local. State or 
Federal law, including those regarding 
siting, construction, operation, licensing 
and pollution abatement. 

10. Northwest Power Company (Yuba 
County) 

IDocket No QFWV-29-OOOl 
October 30.1985 

On October 11.1985, Northwest 
Power Company (Applicant), of Four 
Fjnbarcadero Center, Suite 1980. San 
Francisco. California 94111 submitted 
for filing an application for certification 
of a facility as a qualifying small power 
production facility pursuant to S 292.207 
of the Commission's regulations. No 
determination has been made that the 
submittal constitutes a complete filing. 

The 7A megawatt hydroelectric 
facility will be located near 


Campionville in Yuba County. 

California. 

A separate application is required for 
a hydroelectric project license, 
preliminary permit or exemption from 
licensing. Comments on such 
applications are requested by separate 
public notice. Qualifying status serves 
only to establish eligibility for benefits 
provided by PURPA, as implemented by 
the Commission's regulations, 16 CFR 
Part 292. It does not relieve a facility of 
any other requirements of local State or 
Federal law, including those regarding 
siting, construction, operation, licensing 
and pollution abatement. 

11. Northwest Power Company (Nevada 
County) 

(Docket No Ql 86-24-000) 

October 30.19835 

On October 11.1985, Northwest 
Power Company (Applicant), of Pour 
Embarcadero Center. Suite 1980, San 
Francisco. California 94111 submitted 
for filing an application for certification 
of a facility as a qualifying small power 
production facility pursuant to { 292.207 
of the Commission's regulations. No 
determination has been made that the 
submittal constitutes a complete filing. 

The 25.8 megawatt hydroelectric 
facility will be located near Washington 
in Nevada County. California. 

A separate application is required for 
a hydroelectric project license, 
preliminary permit or exemption from 
licensing. Comments on such 
applications are requested by separate 
public notice. Qualifying status serves 
only to establish eligibility for benefits 
provided by PURPA. as implemented by 
the Commission's regulations. 18 CFR 
Part 292. It does not relieve a facility of 
any other requirements of locaL State or 
Federal law. including those regarding 
siting, construction, operation, licensing 
and pollution abatement. 

12. Rameda Inn 

(Docket No. QP86-21-OOQ) 

October 3a 1966. 

On October 11. 1985. Ramada inn 
(Applicant), of 91 Bonita Road, Chula 
Vista. California 62010. submitted for 
filing an application for certification of a 
facility as a qualifying cogeneration 
facility pursuant to 5 262.207 of the 
Commission's regulations. No 
determination has been made that the 
submittal constitutes a complete filing. 

The topping-cycle cogeneration 
facility will be located at 91 Bonita 
Road. Chula Vista. California. The 
facility will consist of a reciprocating 
engine fueled by natural gas. and 
necessary heat recovery system. Heat 
recovered will be utilized In swimming 


pool heating, space heating and pre¬ 
heating of domestic hot water. The 
electric power production capacity of 
the facility will be 00 kW. 

U. Weber-Box Elder Conservation 
District 

(Dorket No. QF86-45-000) 

October 31,198S 

On October 17.1985. Weber~Box Elder 
Conservation District (Applicant), of 
1483 Wall Avenue, Ogden. Utah 84404 
submitted for filing an application for 
certification of a facility as a qualifying 
small power production facility pursuant 
to 3 292.207 of the Commission's 
regulations. No determination has been 
made that the submittal constitutes a 
complete filing. 

The 1.800 kilowatt hydroelectric 
facility will be located in Weber County. 
Utah. 

A separate application is required for 
a hydroelectric project license, 
preliminary permit or exemption from 
licensing. Comments on such 
applications are requested by separate 
public notice. Qualifying status serves 
only to establish eligibility for benefits 
provided by PURPA as implemented by 
the Commission's regulations 18 CFR 
Part 292. it does not relieve a facility of 
any other requirements of local, Slate or 
Federal law. including those regarding 
siting, construction, operation, licensing 
and pollution abatement. 

14. Placid Refining Company and 
Lumnous Crest. Inc, 

(Docket No QF86~3t-000) 

October 31.1965. 

On October 15.1965, Placid Refining 
Company. 3900 Thanksgiving Tower. 
Dallas. Tcxos 7S201 and Lummus Crest. 
Inc. 3000 Post Oak Blvd.. Houston. 
Texas 77227. submitted for filing an 
application for certfication of a facility 
as a qualifying cogeneration facility 
pursuant to 5 292.207 of the 
Commission's regulations. No 
determination has been made that the 
submittal constitutes a complete filing. 

The facility will be located at the 
Placid Refining Company's Post Allen 
Refinery in West Baton Rouge Parish, 
Louisiana. The facility is a topping cycle 
cogeneration facility. This primary 
energy sources of the facility will 
process refinery gas and natural gas. 
The net electric power production 
capacity of the facility will be 11.3 
megawatts. Construction of the facility 
is scheduled to begin in January of 1988 
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15. Passaic Valley Water Commission 

(Docket No. QF86-48-000| 

October 31.1965. 

On October 18.1985, Passaic Valley 
Water Commission (Applicant), of 1525 
Main Avenue, Clifton, New Jersey 07011, 
submitted for Tiling an application for 
certification of a facility as a qualifying 
small power production facility pursuant 
to 5 292.207 of the Commission's 
regulations. No determination has been 
made that the submittal constitutes a 
complete filing. 

The 13.4 megawatt hydroelectric 
facility will be located in Passaic 
County. New Jersey. 

A separate application is required for 
a hydroelectric project license, 
preliminary permit or exemption from 
licensing. Comments on such 
applications are requested by separate 
public notice. Qualifying status serves 
only to establish eligibility for benefits 
provided by PURPA. as implemented by 
the Commission's regulations, 18 CFR 
Part 292. It does not relieve a facility of 
any other requirements of local. State or 
Federal law. including those regarding 
siting construction, operation, licensing 
and pollution abatement. 

18. Freeport-McMoRan Inc. and 
Gunnison Capital. Ltd. 

(Docket No QF86-23-OOOJ 
October 31.1985 

On October 15,1985. Freeport- 
McMoRan Inc., 1615 Poydras Street, 

New Orleans. Louisiana. 70161 and 
Gunnison Capital Ltd.. 3050 Post Oak 
Blvd.. Suite 1175, Houston, Texas 77056, 
submitted for filing an application for 
certification of a facility as a qualifying 
cogeneration facility pursuant to 
5 292.207 of the Commission's 
regulations. No determiantion has been 
made that the submittal constitutes a 
complete filing. 

The facility will be located in Santa 
Barbara County. California, 
approximately six miles southwest of 
Santa Maria. The facility is a bottoming 
cycle cogeneration plant. The thermal 
output will be the production of 
pozzolan from oil impregnated 
diatomaceous earth. Waste heat will be 
used to produce steam to drive a turbine 
generator for the production of 
electricity. The primary energy source of 
the facility will be volatiles from the 
crude oil impregnted in the 
diatomaceous earth. The net electric 
power production capacity of the facility 
(s 49.9 megawatts. 


17. Clinton Energy Limited Partnership 

(Docket No. QF86-48-000] 

October 31.1985. 

On October 18.1985. Clinon Energy 
Limited Partnership (Applicant), c/o 
Energy Initiatives, Inc. 95 Madison 
Avenue. Morristown, New Jersey 07960 
submitted for filing an application for 
certification of a facility as a qualifying 
cogeneration facility pursuant to 
S 292.207 of the Commission's 
regulations. No determination has been 
made that the submittal constitutes a 
complete filing. 

The proposed topping-cycle 
cogeneration facility will be located at 
the Clinton Holiday Inn, Route 173, 
Clinton. New Jersey 08809. The facility 
will consist of a natural-gas fired 
Caterpiller engine-generator set and 
associated heat recovery unit. Low 
presure steam from the heat recovery 
unit will be used for the refrigeration 
and heating needs at the Holiday Inn. 
The electric power production capacity 
of the facility will be 325 kW. The 
primary energy source will be natural 
gas. Clinton Energy Limited Partnership 
includes Energy Initiatives. Inc. (EU) 
which has 40% partnership interest in 
the facility. EU is a wholly owned 
subsidiary of Jersey Central Power 8 
Light Company, which is a member of 
the General Public Utility Corporation. 
The facility commenced its installation 
on August 15.1965 with a scheduled 
start up date of November 15,1985. 

18. American Recovery Systems 

(Docket No QF86-32-000| 

October 31.1965. 

On October 15.1985. American 
Recovery Systems, 195 F.M. 949, Scaly, 
Texas 77474. submitted for filing an 
application for certification of a facility 
as a qualifying cogeneration facility 
pursuant to $ 292.207 of the 
Commission's regulations. No 
determination has been made that the 
submittal constitutes a complete filing. 

The facility will be located at 9223 
Highway 225 at Miller Cutoff Road, 
LaPorte, Texas. The facility is a 
combined cycle-topping cycle 
cogeneration facility. It will consist of a 
combustion gas turbine, a waste heat 
recovery boiler and an extraction/ 
condensing steam turbine generator set. 
Extraction steam-will be used in an 
ammonia absorption refrigeration unit. 
The primary energy input to the facility 
will be natural gas. The net electric 
power production capacity of the facility 
is 51.857 kilowatts. 


19. Andersoa-Tully Company 

[Docket No. QF88-42-000] 

October 31,1985. 

On October 18,1985, Anderson-Tully 
Company. (Applicant), of 1242 North 
Second Street. Memphis, Tennessee 
38107, submitted for filing an application 
for certification of a facility as a 
qualifying cogeneration facility pursuant 
to S 292.207 of the Commission's 
regulations. No determination has been 
made that the submittal constitutes a 
complete filing. 

The proposed topping-cycle 
cogeneration facility is located at the 
Applicant's address in Memphis. 
Tennessee. The facility will consist of a 
wood-fired boiler, and a back pressure 
steam turbine-generator. The exhaust 
steam is used in the plant-process to dry 
lumber. The electric power production 
capacity of the facility will be 260 kW. 
The primary energy source will be 
biomass in the form of kiln dried 
hardwood scrap. The installation of the 
facility is expected to begin on 
November 1,1985. No electric utility or 
electric utility holding company will 
have any ownership interest in the 
facility. 

Standard Paragraphs 

E. Any person desiring to be heard or 
to protest said filing should file a motion 
to interv ene or protest with the Federal 
Energy Regulatory Commission. 825 
North Capitol Street NIL. Washington, 
D.C. 20426, in accordance with rules 211 
and 214 of the Commission's Rules of 
Practice and Procedure (18 CFR 385.211 
and 385.214). All such motions or 
protests should be filed on or before the 
comment date. Protests will be 
considered by the Commission in 
determining the appropriate action to be 
taken, but will not serve to make 
protestants parties to the proceeding. 
Any person wishing to become a party 
must file a motion to intervene. Copies 
of this filing are on file with the 
Commission and are available for public 
inspection. 

Kenneth F. Plumb. 

Secretary. 

(FR Doc 85-26502 Filed 11-5-85. 845 am) 

0IUINO COOC S717-01-M 


(Docket No. C184-556-0051 

Cenergy Exploration Co.; Application 
for Extension and Modification of 
Special Marketing Program and 
Request for Expedited Action 

November 1.1965- 

Take notice that on October 28,1985, 
Cenergy Exploration Company 
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(he reinafter Applicant) filed an 
application pursuant to section 7 of the 
Nature! Gas Act (NCA) and the 
provisions of 18 CFR Parts 157 and Rule 
20" seeking an amendment of the 
certificate of public convenience 8nd 
necessity authorizing Applicant’s 
special marketing program to (1) extend 
the term thereof and (2) remove 
limitations on the customer eligibility 
ertieria. Applicant requests an extension 
of the Cenergy SMP Program until 
October 31.1986. The modification 
requested by Applicant is to remove the 
restrictions on eligibility criteria for 
purchases under the Cenergy SMP 
Program. In particular. Applicant 
rvqucsts expansion of the customer 
eligibility criteria to eliminate the 
limitation on access to any gas 
customers. 

It appears reasonable and consistent 
with the public interest in this case to 
prescribe a period shorter than normal 
for the filing of protests and petitions to 
intervene. Therefore, any person 
desiring to be heard or to make any 
protests with reference to said applicant 
should on or before November 14.1985. 
file with the Federal Energy Regulatory 
Commission. Washington, D.C. 20428. a 
petition to intervene or a protest in 
accordance with the requirements of the 
Commission's Rules of Practice and 
Procedure (18 CFR 385.211. 385.214). All 
protests Tiled with the Commission will 
be considered by it in determining the 
appropriate action to be taken but will 
not serve to make the protestants 
parties to the proceeding. Any person 
wishing to become a party to a 
proceeding or to participate as a party in 
any hearing therein must file a petition 
to intervene in accordance with the 
Commission's Rules. 

Under the procedure herein provided 
for, unless otherwise advised, it will be 
unnecessary for Applicant to appear or 
be represented at the hearing. 

Knnneth F. Plumb, 

Secretory. 

(KK Doc. BS*-28510 Filed 11-5-85: MS sm) 

ftUJMG COOC *717-01-41 


(Docket No. TASS-1-32-000, 001) 

Colorado Interstate Gas Co.; Proposed 
Change In Rates Under Purchased Gas 
Adjustment Clause Provision 

November l, 1985. 

Take notice that Colorado Interstate 
Gas Company (C1G). on October 25, 

1985, tendered for filing proposed 
changes in its FERC Gas Tariff. Original 
Volume No. 1. The proposed changes 
would decrease the commodity rates 
under CIG's jurisdictional rate schedules 


by 1.99 cents per Mcf. This filing reflects 
an annual decrease in purchased gas 
costs of approximately $2.9 million. 

The Tiling was made to enable C1G to 
reflect In its rates, pursuant to section 21 
of CIG's FERC Gas Tariff, Original 
Volume No. 1, decreased purchased gas 
costs it will experience as the result of 
rate filings made by certain of its 
pipeline suppliers. 

CIG requests that the instant Tiling be 
mode effective on November 1,1985. 

Copies of the Tiling have been served 
upon the Company's jurisdictional 
customers and other interested persons, 
including public bodies. 

Any person desiring to be heard or to 
protest said Tiling should file a motion to 
intervene or a protest with the Federal 
Energy Regulatory Commission. 825 
North Capitol Street, NE.. Washington, 
D.C 20426. in accordance with Rules 211 
and 214 of the Commission's Rules of 
Practice and Procedure (18 CFR 385.211, 
385.214). All such motions or protests 
should be Tiled on or before November & 
1985. Protests will be considered by the 
Commission in determining the 
appropriate action to be taken, but will 
not serve to make protestants parties to 
(he proceeding. Any person wishing to 
become a party must Tile a motion to 
intervene. Copies of this Tiling are on file 
with the Commission and are available 
for public inspeciton. 

Kenneth F. Plumb, 

Secretary. 

(FR Doc. 85-28511 Filed 11-5-85; MS am) 

BILLING COOC «717-©V4I 


(Docket Nos. CP84-217-003 and CPS4-210- 
002 ] 

Columbia Gas Transmission Corp. and 
Texas Eastern Transmission Corp.; 
Petition To Amend 

November 1.1985. 

Take notice that on October 31.1985, 
Columbia Gas Transmission 
Corporation (Columbia), 1700 
MacCorkle Avenue. SF., Charleston. 
West Virginia 25314. and Texas Eastern 
Transmission Corporation (Texas 
Eastern), P O. Box 2521. Houston. Texas 
77252 (Petitioners), filed in Docket Nos. 
CP84-217-003 and CP84-210-002. 
respectively, a petition to amend further 
the Commission’s order issued on April 
12,1984, in Docket Nos. CF84-217-000 
and CP84-210-000. as amended 
February 8.1985. In Docket Nos. CP84- 
217-002 and CP84-210-001, pursuant to 
section 7(c) of the Natural Gas Act so as 
to authorize an extension of the 
transportation service presently being 
provided to Carnegie Natural Gas 
Company (Carnegie) from October 31, 


1985, to October 31.1986, all as more 
fully set forth In the petition to amend 
which is on file with the Commission 
and open to public inspection. 

Petitioners state that Carnegie 
requested Petitioners to continue to 
transport up to 55.900 dt equivalent of 
natural gas per day for Carnegie. 

Carnegie would deliver the gas to Texas 
Eastern by displacement. Texas Eastern 
would receive the gas from Carnegie at 
Texas Eastern's M and R station Nos. 
1275 and 008 in Greene County, 
Pennsylvania. Texas Eastern would then 
transport and redeliver the gas to 
Columbia for the account of Carnegie, at 
a point of interconnection between 
Texas Eastern and Columbia. M and R 
station No. 077, located In Fairfield 
County. Ohio. Columbia would then 
transport the gas to Columbia Gas of 
Ohio, Inc., which would In turn transport 
and deliver the gas to Carnegie at four 
M and R stations located in Lorain and 
Scioto Counties in Ohio. Carnegie would 
then deliver the gas to United States 
Steel Corporation. 

Any person desiring to be heard or to 
make any protest with reference to said 
petition to amend should on or before 
November 13,1985, file with the Federal 
Energy Regulatory Commission. 
Washington, D.C. 20428, a motion to 
Intervene or a protest in accordance 
with the requirements of the 
Commission's Rules of Practice and 
Procedure (18 CFR 385.214 or 385.211) 
and the Regulations under the Natural 
Gas Act (18 CFR 157.10). All protests 
filed with the Commission will be 
considered by it in determining the 
appropriate action to be taken but will 
not serve to make the protestants 
parties to the proceeding. Any person 
wishing to become a party to a 
proceeding or to participate as a party In 
any hearing therein must file a motion to 
intervene in accordance with the 
Commission's Rules. 

Kenneth F. IMumb, 

Secretary. 

(FR Doc. 85-28512 Filed 11-5-85; M5 am) 
ftUJMO COOC *717-01-11 


l Docket No. ER8G-62-0001 

Connecticut Light and Power Co.; 

Filing 

November 1,1965. 

Take notice that on October 25,1985 
Connecticut Light and Power Company 
(CLAP) tendered for filing for Itself and 
as successor by merger with the Harford 
Electric Light Company (HELCO) 

Notices of Termination of the following 
Rate Schedules: 
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CLAP'S Rate Schedule FERC No. 2G9 
CUFi Rate Schedule FERC No. 284 
CLAP'S Rate Schedule FERC No. 267 
ClAPs Rate Schedule FERC No, 222 
CLAP’S Rate Schedule FERC No. 250 
ClAPs Rate Schedule FERC No. 265 

Any person desiring to be heard or to 
protest said filing should Hie a motion to 
intervene or protest with the Federal 
Energy Regulatory Commission. 825 
North Capital Street. ME.. Washington. 
DC 20426 in accordance with Rules 211 
and 214 of the Commission’s Rules of 
Practice and Procedure (18 CFR 385.211. 
385.214). All such motions or protests 
should be filed on or before November 
12.1985. Protests will be considered by 
the Commission in determining the 
appropriate action to be taken, but will 
not serve to make protestants parties to 
the proceeding. Any person wishing to 
become a party must file a motion to 
intervene. Copies of this application arc 
on file with the Commission and are 
available for public inspection. 

Kenneth F. Plumb, 

Secretary r. 

|FR Doc. 85-26513 Filed 11-5-65; 845 am) 

billing COOC §717-01-44 


(Docket Na ER86-39-OOOJ 

The Connecticut Light and Power Co.; 
Filing 

November 1.1985. 

Take notice that on October 21.1985. 
the Connecticut Light and Power 
Company (“CLAP*’) tendered for filling 
proposed changes to the fuel adjustment 
clause in its FERC Electric Tariff Resale 
Service Rate W-2 pursuant to which is 
provides service to: Second Taxing 
District. City of Norwalk; Third Taxing 
District City of Norwalk; and the Town 
of Wallingford. In addition, the 
Company filed proposed changes to the 
fuel adjustment clause In its FERC 
Electic Tariff Resale Service Rate F-2 
pursuant to which it provides service to 
Bozrah Light and Power Company. In 
order to permit these changes to the fuel 
adjustment clauses in CLAP’S wholesale 
tariffs. CUP has also requested a 
waiver of the requirements of § 35.14 of 
the Commission's Regulations. 

CUP states that the revisions to the 
tariffs are being filed so that the fuel 
cost savings resulting from the 
generation of test energy by the 
Millstone Unit 3 nuclear generating 
until, in which the Company has on 
ownership interest and which is 
expected to being producing test energy 
shortly after January 1,1986. will be 
treated as a reduction in plant 
investment rather than as a reduction in 
fuel costs to be flowed through to 


customers under the fuel adjustment 
clauses. 

Copies of the filing were served upon 
the Company's jurisdictional customers 
and the Connecticut Department of 
Public Utility Control. 

Any person desiring to be heard or to 
protest said filing should Hie a motion to 
intervene or protest with the Federal 
Energy Regulatory Commission, 825 
North Capitol Street. NFL, Washington. 
D.C. 20426, in accordance with Rules 211 
and 214 of the Commission's Rules of 
Practice and Procedure (18 CFR 385.211. 
385.214). All such motions or protest 
should be filed on or before November 
12.1985. Protests will be considered by 
the Commission in detemiing the 
appropriate action to be taken, but will 
not serve to make protestants parties to 
the proceeding. Any person wishing to 
become a party must file a motion to 
intervene. Copies of this application are 
on file with the Commission and are 
available for public inspection. 

Kenneth F. Plumb. 

Secretary. 

[FR Doc. 85-28514 Pllnd 11-5-85; 8:45 «m| 

BILLING COOC 6717-OI-H 


[Docket No. C185-35-000 J 
Consolidated Fuel Supply, Inc.; Filing 

October 31.1985. 

Take notice that on October 25.1985. 
Consolidated Fuel Supply. Inc. 
("Consolidated") 888 South Greenville 
Avenue. Suite 100, Richardson. Texas. 
75081. Hied an application pursuant to 
sections 4 and 7 of the Natural Gas Act 
(**NGA M ), 15 U.S.C. 717c. 717f, and 
provisions of 18 CFR Part 157, for a 
blanket certificate of public convenience 
and necessity authorizing Consolidated 
to engage In a spot sales marketing 
program hereinafter referred to as the 
Consolidated Fuel Program, and for 
interim authority pending consideration 
of the underlying permanent application, 
as fully set forth in the application on 
Tile with the Federal Energy Regulatory 
Commission ("Commission") and 
available for public inspection. 

Approval of the application would: (1) 
Authorize sales of natural gas for resale 
in interstate commerce; (2) permit 
partial abandonment of certain natural 
gas sales; (3) confer pregranted 
abandonment authorization for sales of 
natural gas pursuant to the requested 
certificate; (4) authorize transportation 
of natural gas by interstate pipeline 
companies able and willing to 
participate in the Consolidated Fuel 
Program: and (5) confer pregranted 
abandonment authorization for the 
transportation service allowed under the 


requested certificate. Consolidated also 
requests the Commission to declare that 
with respect to Consolidated and its 
activities, the Commission will only 
assert NGA jurisdiction over 
jurisdictional transactions not otherwise 
exempt from the NGA. 

Consolidated proposes to sell natural 
gas qualifying for die sections 102,103, 
107 and 108 rates under the Natural Gas 
Policy Act of 1978 ("NCPA"). 15 U.S.C 
3301 et seq . Only contractually 
committed gas will be sold under the 
Consolidated Fuel Program. 
Consolidated or participating producer*, 
will secure from the purchasers 
temporary releases of "surplus" gas in 
order to meet market demand for 
natural gas with spot sales. Releasing 
producers will be absolved from take-or- 
pay liability for any volumes of gas 
released and sold under the 
Consolidated Fuel Program. 
Transportation arrangements for the 
released gas will be made on a case-by 
case basis. 

Any person desiring to be heard or to 
make protest with reference to this 
application should on or before 
November 13,1985. file with the Federal 
Energy Regulatory Commission, 
Washington. D.C.. 20426. a motion to 
intervene or protest in accordance with 
the requirements of the Commission's 
Rules of Practice and Procedure (18 CFR 
385.211. 385.214). All protests Tiled with 
the Commission will be considered by it 
in determining the appropriate action to 
be taken but will not serve to make the 
protestants parties to the proceeding. 
Persons wishing to become parties to a 
proceeding or to participate as a party in 
any hearing therein must file a petition 
to intervene in accordance with the 
Commission's Rules. 

Under the procedure herein provided 
for, unless the Applicant is otherwise 
advised, it will be unnecessary for 
Applicant to appear or to be represented 
at a hearing in this proceeding. 

Kcnnrth F. Plumb, 

Secretary. 

(FR Doc. 85-26515 Filed 11 5-65; tl*45 «m| 

BILLING COC€ §717-01-44 


(Dock*! Nos. ES86-01-000 et al l 

Electric Rate and Corporate 
Regulation Filings: Consumer Power 
Co. et al. 

October 30.1985. 

Take notice that the following filings 
have been made with the Commission: 
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1. Consumer Power Company 
(Docket No. ES86-01-000) 

Take notice that on October 15.1955, 
Consumers Power Company filed an 
application pursuant to section 204 of 
the Federal Power Act seeking authority 
to issue and sell, or guarantee, up to 
Sm000 v 000 in secured and/or 
unsecured short-term debt including but 
not limited to, notes, drafts, debentures 
and commercial paper. The issuance of 
the notes, drafts, debentures and 
commercial paper would be issued from 
time to time, until and including 
December 31.1986, with maturities of 
364 days or less. 

Comment date: November 15,1985, in 
accordance with Standard Paragraph E 
at the end of this notice. 

2. Iowa Electric light and Power 
Company 

{Docket No. ES88-02-000) 

Take notice that on October 18,1985, 
the Iowa Electric Light and Power 
Company (Applicant), filed an 
application pursuant to section 204 of 
the Federal Power Act with the Federal 
Energy Regulatory Commission seeking 
authority to issue short-term notes in the 
aggregate principal amount of 
$65,000,000. The short-term notes will be 
issued to commercial banks and/or 
commercial paper dealers as necessary 
and will have a term not in excess of 
one year with a final maturity date of 
not later than December 31.1988. 

Comment date: November 15,1985, in 
accordance with Standard Paragraph E 
at the end of this notice. 

3. Iowa Power and light Company 

(Docket No. ES86-03-000) 

Take notice that on October 16,1985, 
Iowa Power and Light Company 
(Applicant) filed an application, 
pursuant to section 204 of the Federal 
Power Act, for authorization for 
authority to negotiate privately with the 
County of Louisa. Iowa, for the purpose 
of financing the Company's undivided 
Interest in certain pollution control 
facilities at Louisa Power Station Unit 1 
through the issuance of the County's 
Pollution Control Revenue Bonds 
( Bonds"). A loan agreement between 
the County and the Applicant would 
commit the County to issue and sell to 
underwriters its Bonds in an aggregate 
principal amount equal to the cost of the 
Company's ownership interest in such 
facilities. The repayment obligation of 
the application would be evidenced by 
riebt obligations bearing identical terms 
with, and pledged to support the 
payment of. such Bonds. 


Comment date: November 15,1985. in 
accordance with Standard Paragraph E 
at the end of this notice. 

4. UtiliCorp United Inc. 

(Docket No. ES88-04-000] 

Take notice that on October 21,1985, 
UtiliCorp United Inc. (Applicant) Bled 
an application with the Commission 
pursuant to section 204 of the Federal 
Power Act seeking authority to issue 
from time to time through December 31, 
1988, short-term debt outstanding at any 
one time of no more than $300,000,000 in 
the aggregate. All debt will have Bnal 
maturities of not later than December 
31,198& 

Comment date: November 20,1985, in 
accordance with Standard Paragraph E 
at the end of this notice. 

Standard Paragraphs 

E. Any person desiring to be heard or 
to protest said filing should Ble a motion 
to intervene or protest with the Federal 
Energy' Regulatory Commission, 825 
North Capitol Street. N.IL, Washington. 
D.C. 20428, in accordance with Rules 211 
and 214 of the Commission's Rules of 
Practice and Procedure (18 CFR 385.211 
and 385.214). All such motions or 
protests should be Bled on or before the 
comment dote. Protests will be 
considered by the Commission in 
determining the appropriate action to be 
taken, but will not serve to make 
protestants parties to the proceeding. 
Any person wishing to become a party 
must file a motion to intervene. Copies 
of this filing are on file with the 
Commission and are available for public 
inspection. 

Kenneth F. Plumb. 

Secretary . 

(FR Doc. 85-26405 Filed 11-5-85; 8:45 am) 

BtLUMQ COOC 


[Docket No. CP86-62-000I 

El Paso Natural Gas Company; Notice 
of Application 

November 1.1985. 

Take notice that on October 22.1985, 
El Paso Natural Gas Company (El Paso), 
Post Office Box 1492, El Paso, Texas 
7997a filed in Docket No. CP88-82-000 
an application pursuant to section 7(c) 
of the Natural Gas Act for a limited-term 
certificate of public convenience and 
necessity authorizing E) Paso to 
continue or implement certain specific 
arrangements for the transportation and 
delivery of natural gas in interstate 
commerce under section 7 of the Natural 
Gas Act, through and including June 30, 
1988, with pregranted abandonment 
authorization, which transportation and 


delivery arrangements have commenced 
or were contemplated to commence 
pursuant to the Commission's self- 
implementing Regulations and are 
scheduled to terminate on or after 
November 1,1985. all as more fully set 
forth in the application on file with the 
Commission and open for public 
inspection. 

El Paso states that on October 9.1985, 
the Commission issued its Final Rule in 
Docket No. RMB5-1-000. El Paso notes 
that with certain limited exceptions, any 
interstate pipeline which wishes to 
provide any sort of self-implementing 
transportation service for any third 
party after October 9,1985. can do so 
only on the conditions (1) that it offer to 
provide nondiscriminatory access to its 
transportation capacity to all comers, 
and (2) that its customers be given the 
option to reduce or convert existing firm 
sales entitlements. El Paso further notes 
that a pipeline which wishes to avoid 
such conditions can do so either by 
refusing to transport other than under 
existing separately certificated or 
"grandfathered" self-implementing 
arrangements, or by agreeing to do so 
only under individual certificates 
granted on a case-by-case basis. 

El Paso states that the existing and 
contemplated arrangements provide 
customers on El Paso's interstate 
pipeline access to low-priced spot 
market gas. It is further stated that the 
termination of such arrangements would 
have an adverse effect on those 
customers; indeed, in some cases, such 
arrangements may provide the only fuel 
source which is low enough in cost to 
permit customers to continue economic 
operation. In addition, it is indicated 
that termination of certain existing 
transportation services on behalf of 
intrastate and other interstate pipelines 
would adversely affect those pipelines 
and their respective suppliers and 
customers. El Paso explains that it seeks 
to avoid the adverse consequences that 
would follow from the termination of 
existing or contemplated arrangements: 
that its interstate customers continue to 
be afforded the opportunity to receive 
low-priced spot market gas. and that 
other pipelines, their suppliers and 
customers are not denied the benefits 
which they receive through 
transportation services provided by FJ 
Paso. However, at the same time, El 
Paso asserts that it is unable now to 
accept the non-discriminatory access 
and customer contract demand 
conversion/reduction option conditions 
until the full consequences of such 
conditions are much better defined and 
understood. Therefore. In order to 
continue after October 9,1985, to 
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provide those existing and contemplated 
transportation serv ices which are not 
already separately certificated or clearly 
"grandfathered.** El Paso requests 
Section 7(c) authorization, it is indicated 
that the proposal covers transportation 
services for 17 low priority end users. 18 
intrastate pipelines and local 
distribution companies, and 3 interstate 
pipelines. (See Appendix) 

Effective November 1,1985. or shortly 
thereafter, unless (he requested 
authorization herein is expeditiously 
granted. El Paso states that it would be 
compelled to terminate a substantial 
number of transportation services. Such 
transportation services it is asserted 
were originally undertaken or were 
contemplated to be undertaken during 
the limited term of the authorization 
requested herein, pursuant to section 
311 of the Natural Gas Policy Act of 1978 
or under El Paso's existing blanket 
certificate authorizing service in 
accordance with the existing Order No. 
319, Order No. 234 and Subpart G of Part 
284 programs. El Paso, therefore, 
requests specific authorization under 


sections 7(c) and 7(b) of the Natural Gas 
Act to continue or implement those 
transportation services through June 30. 
1988. by which time it is expected that 
the current uncertainties would have 
been resolved. 

Any person desiring to be heard or to 
make any protest with reference to said 
application should on or before 
November 12.1985, file with the Federal 
Energy Regulatory Commission. 
Washington. D C. 20426. a motion to 
intervene or a protest in accordance 
with the requirements of the 
Commission's rules of practice and 
procedure (18 CFR 385.214 or 385.211) 
and the Regulations under the Natural 
Gas Ad (18 CFR 157.10). All protests 
tiled with the Commission will be 
considered by it in determining the 
appropriate action to be taken but will 
not serve to make the protestants 
parties to the proceeding. Any person 
wishing to become a party to a 
proceeding or to participate as a party in 
any hearing therein must file a motion to 
intervene in accordance with the 
Commission's rules. 


Take further notice that, pursuant to 
the authority contained in and subject to 
the jurisdiction conferred upon the 
Federal Energy Regulatory Commission 
by sedions 7 and 15 of the Natural Gas 
Act and the Commission's rules of 
pradice and procedure, a hearing will 
be held without further notice before the 
Commission or its designee on this 
application if no motion to intervene is 
filed within the time required herein, if 
the Commission on its own review of the 
matter finds that a grant of the 
certificate and permission and approval 
for the proposed abandonment are 
required by the public convenience and 
necessity. If a motion for leave to 
intervene is timely filed, or if the 
Commission on its own motion believes 
that a formal hearing is required, further 
notice of such hearing will be duly 
given. 

Under the procedure herein provided 
for, unless otherwise advised, it will be 
unnecessary for El Paso to appear or be 
represented at the hearing. 

Kenneth F. Plumb. 

Secretary. 


Appendix Paso Natural Gas Company Proposed Transportation Services 


Part 157, Suopart F— Section 157.209(e) 


Stepper 

Contract 

Pocfcaf No / 
commenced 

•dentey * 

Reset 

]il 

OutarV 

dlh* 

Coda* 

1 Apache Powder Company 

04-01-85 

ST8S-HS8 

TEU-1 

$ 1717 

UyrWe A7 - . - 

• 2. COO 



08-02-85 

0589 

San Aran Triangle Commodty 


2 Ariom (Mac Service Company 

10-01-85 

ST 

T-2 

4366 

Ctoptoceneni n~i< Part Rate 

3000 


10-01-85 

0569 

San juan Tnangia CorwroVy . _... .. 


3 ASAROOl tee _ _ . _ _ 

04-01-85 

STBS-1183 

TCVM 

1529 

Mwnhna—TX 

• • 15.000 


08-01-8$ 

1717 






0569 

San Joan Commoday 


A CAN-AM Corporation. Pate Lime Owtepn 

04-01-85 

ST85-1143 

TEU-1 

1717 


•5.500 

05-24-85 

0589 



S CAN-AM Corporation. Paul Urae OMaion .. _ — 

07-00-85 

STBS-1475 

TEU-1 

1717 

Marure—A7 " ... ... 

3,000 


07-08-85 




6 Choo Moot Company 

04 01-86 

ST86-1187 

TEU-1 

1562 

M^Tfcne NM_ -. . 

••14,000 

7 Ft Pma Ftertrtr Comply . 

10-01-86 

05-30-86 

ST 

t-2 - 

0589 

.4385 

San Jutei Tnangte Commottoy - -. 

1500 


10-01-86 

0589 

Sen Juan Tnengte CommotRy _ 


8 0 Paso Gaa Martnang Co on Bahed ot Border Steal 

08-00-85 

ST 

T-2 

2072 

Otaptecement—Parted Rate 

3,000 

RcangMAft 


0806-65 


0586 

San Joan Triangle Commodty 


9 r.ont tnr _ __ 

10-02-85 

ST 

T-2 

4386 

Oiftp»ecerrwnl—Ore-Part Rate .» . 

500 



10-02-66 

0669 



10 Intprteh Coneohdated Coppe* Cevwpe«vy 

04-01-86 

STBS-1229 

TEU-1 

.1717 

Merer*—AZ 

••6.000 


05-28-85 

0669 

Apte* Tf *e**tF* 


11 XFNNffiOTT - T „. _ _ 

04-01-86 

ST 

TEU-1 

1717 

llpnhna AT 

••2.500 


0589 



13 Magma Copper Company 

04-01-85 

ST06-1O79 

TEU-t 

1717 

Mantne—A? ... . 

•10,000 


05-0885 



13 Magma Copper Company 

09-13-85 

ST 

T-1 

1717 

fteiWM—AZ 

•5,000 



9-13-85 





14 Dodge Corporates 

04-01-85 

ST66-1076 

TEU-1 

,1717 

Ue*mne—A2 ... ... _ _ 

•25 000 



05-08-85 

1552 

UuWre^U . . 


15 Pubhc Serve# Company of Nee Mmnoo 

08-07-85 

ST 

TEU-1 

0997 

Short ttoU 

40,000 


09-16-85 

0589 



16 Salt Rhmr Agncufttr ai Improvement Power OefciCf 

10-01-85 

ST 

T-2 

4385 

Oteptecemant—One-Ptet Rate . 

50.000 


10-01-85 

0589 

Sy Juan Tnangte Commodwy 


17 Santa Fe Gaa Me*«eng on Bahad d tuceon Etectnc 

09-13-85 

ST 

T-1 

.1717 

Mamene AZ L - —| 

30000 

Power Company 


09-13-85 


0689 

San Juan Tnengte CommodTy . 



ktoneto* toe rate •chock** contained In 0 Paeo’a FERC Gm Tar*. OnpnaJ Volume No. 1*A appte a hto to to* Trarapcrtebor Seneca Agreement (TSAL «*ch TSA ate be Nad pueuart to 
Part 154 oi the Commeaon 4 Reojute** 

* Rata* elfectwe July 1. Oodipt No RP8S-56 

* ktontthoa me type & charge ky trarnportrtor s«r»ce pertormed by EL Paao 

* Woumoft ahmen are ncMM of hgh pnonty re<jL»r«ment* wr*ch may be otherwttw' yaxfatNreO under Order 319 arrangement* 

* Maemum vommet through May 1986 From May 18. 1986 through March 31. 1980 the mumum rovwi are cma-haS ot toe above Mated vohmt 

* Ujumn vonme through May 15, 1985 From May >6. 1986 through March 31, 1988 the mtmum voHsnee are 5.000 Met par day 
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Part 284. Subpart B—Section 284 101 


SNpp* 


Contract 


No' 


Oofl**/ 


Coda* 




t 0 PMO Gil WaMnQ Go on M 0 f E ac4 Ucwtan 
Gn Company. Ctoarans UStoat Company. toe Qty at 
Darning, New Uettco. to* Ctty of Socorro. No* Meidco, 
RdW Got Allocator flto Grandv Nal^al Gat Amoco 
bon end to# Town of Banaoa Areoaa. 

2. Gat Company o' New Wixo _ 

3 Gas Company of New Mwk» - 


4 La* Ouoaa. C<y ot 

5 Uanptoc,-„— 


0 l tyrtitoag. Oy of 
r UnaQiy of 


a *r*too TrtJOJ uaety Authority _ 

* Pacific Qas and Etodnc Company 
to Pactot ugfrimg Gaa Supply Company _ 
ti Prfrohna Gas Pipefne Company _ 


t? Santa Fa Gaa Ma io tny Acang i 
Natuiaf Gaa oof^orabon 
11 SoiAhem Umon G*» Company — 


10-03-06 


10-02-41 

17-20-79 


KW-SS 
11-17-M 
10-U3-SS 
10-01-SS 
10-03-S6 
06-17 05 
07-31-65 


H Soutoweto Gaa Corporation ... 
16 Waeiar Tfansmnamn Company 
1- Weaur Tr^natmmon Company 
Mi Wrtooa. Cay of _ 


O0-J3-S5 

lo-ot-as 

00 - 17-05 

00-01-05 
01-15-55 
10-0?-05 
10-03-86 


ST 

10-82-85 

ST 

02-27-50 


ST 

10-02-55 
STM-724 
03-14-54 
♦0-03-55 

10-01-56 

ST 

10-00-55 

STfS-1710 
OB-i 2^55 
ST85-1550 
05-01-W 
SI 

10-5-55 


ST 

05-13-55 

ST 

10-51-55 

ST 

10-0S-55 

S7 

05-01-55 
STBS 1554 
07-17-55 
ST 

10-C2-86 

ST 

10-03-55 


T5A/T-* 


TSA/T-2 

SPR 


TSA/T-2 

TSA/T-7 

TSA/T-2 

TSA/T-2 

TSA/T-1. 

T-2 

TSA/T-2 

TSA/T-1 


TSA/T-1 

TSArr-» 

TSA/T-1, 

T-2 

TSA/T-2 

SPR 

TSA/T-2 

TSA/T^2 


14385 


.4355 

0569 

1552 

0717 

0397 

2296 

1452 

5075 


ONplacamem—Ona-Pan Rita 


San Juan TnangS* Cmaextoy 


Baca Haul—N aa 
S nort KaUL. 


Field Gathering 


0397 

1452 


Danydmfion Only——— 
Otapfacamem—On^Part Rale - 
San Juan Tnangla Commodity - 
Srv>i Haul. 


4365 

0559 

065 

0589 

1776 

2072 

.2072 

0569 

OM7 

.1529 

07055 


Pnx+nmfl . . _ . 

Ottpiaeamanl—Ono-Ptrt Rala 
San Juki Tnangla CnmmodRy- 
Ompiaco^wni--One-Part Rato 
San Juan Triangle CommotKy. 


San Juan Trtangto Commo<*v 


Oap*aeamonf—Parted Rasa 
San Juan Triang* Commoto*. 
Short Hat* _ 


TX _ 


0279 

2072 


Baca HauF-T)L~- 

San Juan Tnangla ConeaocMy - 

Snort Had ---- 

tape GRi---- 


07056 

2072 


San Juan Tnangla Commodify 
BacA HatJ— tx_ 


-2072 

0589 

07066 

0397 

4366 

0689 

4356 

0589 


Oarla ce manl—One-Part Rato- 
San Juto Triangle Commodity 


San Juan TnengtoC 

Back Haul—TX- 

WtHaji 


San Juan Triangle CoramocHy- 


3.150 


9.000 

90.000 


2300 
7S0 
000 
ajooo 
2.0» 
I5Q figp 

-vc/m 

20.000 

19000 

20.000 

9JOOO 

% 

KuUJO 

7.000 

500 


San Juan Triangle Oomm j tTy 


l to Traraportaaon Samoa Agreemem (TSAi and toe ap cdn a h ta rau icheddi conia m ml ei 0 Pwc i FERC Gas Tae8. Ocpnw 
•am achaduto (SPR) lo oe enntamad In 0 Pasoa FERC Gaa Tartfl, Third Reread Volume No 2 Sucn agreemama w« be faad purMnl to Pari 1 54 of me 

* Ratoa erteciwe July 1, 1965. Docket No RP8S-58 

* toenmee toe type of crarge tor kanaporteiiori aarvtce pretormed by 0 Paao 

‘ “- 1 -““-- i tor the monr -- “ 


No 1 -A or 0) tpecM) 
CSoamemon'i Regulaiionv 


' rne maomum auaretea per day tori 


s fronton at Saptortow and October are 62.000 and 72.000 ranpe c thery 

Part 284. Suspart G—Section 284.221 



► typo agreement 0 Tranaportalcn Service Agreemam r$AJ and toa i__ 

t ftchwluto (SPR) to be o omatoad In 0 Paao** FERC Gae Tarft riwd RwimU Vokmm No f Sect* i 
■ ft alee e*1«ebv» July 1. 1565 Oocm4 No RP65-66 

* toerttoee toe type ct charge tor die traneportabon earvioe performe d by Fi Paao 


J m El Paao e FERC Gaa Tardl Ongmal VoMne No 1 -A or (to apeciel 
edi be Ned ptseuar* to Part 1M of toe Commaaen*! ReguAabona 


|FR Doc A&-28510 Filed 11-6-85:8:45 am] 

LUNG COOE 6717-01-41 


[Docket Nos, ER8S-51S-C04 and ER8S-515- 
005) 

Florida Power and Light Co.; Order 
Granting Rehearing in Part, Denying 
Rehearing In Part and Establishing 
Hearing Procedures 

Issued: October 31,1985 

On August 14.1985, Seminole FJectric 
Cooperative, Inc. (Seminole) and certain 


Florida Cities (Cities) 1 filed in Docket 
Nos. ER85-515-004 and ER85-515-005. 
respectively, requests for rehearing of 
the Commission's order issued in th is 
proceeding on July 15,1985.32 FERC 


‘Cltte* include GtrtocrtviHt. Starke. Kto«ixwnce. 

Si Cloud. Lakeland and Vero Beach. Florida: 
Gainetvillc Resifina) Utiiitirr. the Sebrlns Ihduien 
OmmUfion. tV Orlando IMliiiet Cnmmitalon and 
tha Fort Pierce UUlitkB Authority 
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1161,059. In thoi order, the Commission 
accepted for filing, without suspension 
or hearing, to become effective May 1, 
1985, Florida Power and Light 
Company's (FP&L) revised daily 
capacity charges for short-term 
interchange service under FP&L’s 
interchange agreements with Seminole 
and the Cities. 1 The Commission also 
granted FP&L's request for waiver of the 
notice requirements and terminated the 
dockets.* 

On rehearing, Cities request that the 
Commission suspend FP&L's filing for 
one day, to become effective subject to 
refund, and initiate a hearing on the 
issue of the appropriate return on equity. 
In support Cities contend that: (1) The 
Commission's inclusion of transmission 
fixed costs in its analysis of the rates is 
contrary to the service contracts and 
therefore violates the Mobile-Sierra 4 
doctrine, 12) the order failed to provide a 
reasoned basis for attributing 
transmission fixed costs to these 
interchange services, and (3) the 
Commission erroneously failed to 
establish a just and reasonable return 
on equity. Absent suspension and the 
imposition of a refund obligation, Cities 
request that the Commission establish 
expedited hearing procedures. 

Seminole also renews its initial 
requests for (1) A one day suspension 
and refund obligation. (2) consolidation 
of this proceeding with the proceeding in 
Docket No. ER85-38CMXK) (concerning 
rates for transmission services), and (3) 
summary disposition on the issue of 
return on equity. In support of its 
request for suspension and a refund 
obligation, Seminole states that: (1) The 
order of July 15.1985, is based on an 
erroneous finding that Seminole had not 
alleged that FP&L's rate level is 
unreasonable. (2) Seminole already 
compensates FP&L for transmission 
fixed costs under a 1984 Amended 
Transmission Agreement, (3) 
transmission fixed cost charges are not 
properly includible in evaluating these 
interchange rates, and (4) the finding in 
the order that the rates will not yield 
excessive revenues is a mere assertion 
without record support. Finally. 

Seminole contends that FP&L's filing 
was made in the context of a formula 


’Cttic* are all served under Service Schedule B. 
Sralnolc take* service under Service Schedule B 
end. for purchase* only of short-term Interchange 
power for the purpose of obtaining replacement 
power end energy. Service Schedule B~&. 

‘On September 13.1985, the Commission issued 
an order grunting rehearing for the purpose of 
further camkkratJon. That order erroneously 
referred to the requests for rehearing as subdockets 
>003 and >004 of ERB5-515 

'UnitedGat Pipeline Co. v. Mobile Cat Service 
Opu 350 U&, 332 096*) and FPC v. Sierra Pacific 
Power Co.. 350 U-S. 348 (1950). 


rate and, therefore, may be suspended, 
notwithstanding that the charges would 
be decreased.* 

Discussion 

The contention that the Commission 
erred in determining that FP&L's charges 
are not a formula rate and that the 
revised charges may not be subject to 
refund is not correct. While FP&L’s daily 
capacity charge may be set by reference 
to a formula, the actual rate itself is not 
a formula but a fixed charge. Further, as 
we noted in the order of July 15.1985, 
the annual revision to the charge h&9 not 
operated as an automatic adjustment 
clause, but has been subject to the filing 
and notice requirements of section 205 
of the Federal Power Act. Therefore, we 
again reject the argument that FP&L's 
filing involves a formula rate. 

Cities' contention that our evaluation 
of FP&L's rates violates the Mobile- 
Sierra doctrine is also incorrect. That 
doctrine holds taht a rate filing made in 
violation of contractual obligations is 
invalid. It does not establish any 
standard by which the Commission must 
evaluate the justness and 
reasonableness of rate filings. Thus, 
while FP&L may be bound to develop a 
rate for interchange services by 
reference to certain cost components, 
the Commission is not barred in 
assessing the reasonableness of the 
price, from considering other variables 
pertinent to the service at issue. 

With respect to the allegations that 
the Commission improperly "allocated" 
transmission fixed costs to the Service 
Schedule B rates and failed to 
adequately quantify its determination 
that the inclusion of those costs results 
in rates that will not yield excessive 
revenues, we also find intervenors' 
arguments unpersuasive. 

In Fort Pierce Utilities Authority v. 
FERC 730 F.2d 778 (D.C. Circuit 1984), 
the intervenors argued that it was 
improper to allocate any fixed costs to 
certain wheeling services provided by 
FP&L because FP&L could decline to 
provide the services if it did not 
anticipate having enough transmission 
capacity to wheel interchange power to 
customers who purchase such power 
from a different utility. They contended 
that provision of the wheeling services 
did not require FP&L to plan, construct, 
or maintain any additional transmission 
capacity. The Commission reversed the 
finding in the initial decision that the 
services should be regarded as firm.* 


•One ally, "rate increases" can be made subject 
to refund under section 215 of the Federal Power 
Act. 

•21 FKKC at 81.245. 


However, the Commission found that 
while the offer to provide services was 
not firm, the "services do in a sense 
become firm once they are 
undertaken." 7 The Commission 
therefore permitted FP&L to include 
fixed costs in developing the rates. The 
court disagreed that the services were 
fairly characterized as firm and 
indicated that the services might not 
contribute to FP&L's peak load or 
require FP&L to incur a planning or 
construction function to meet additional 
capacity. Thus, the court found that the 
Commission's decision appeared to 
contradict the prior Commission orders 
In Kentucky Utilities Company , 15 FERC 
\ 01.002 (1981). reh. denied lb FERC 
161.222 (1981). In Kentucky Utilities, the 
Commission discussed the general 
principle that In developing rates, fixed 
costs should not be allocated to services 
that do not cause the utility to plan, 
construct, or maintain capacity. The 
court concluded that the Commission 
had not adequately explained any 
distinction between the rates at issue in 
Fort Pierce and the rates at issue in 
Kentucky Utilities (where the 
Commission did not allocate fixed cost*) 
both of which were for interruptible 
transmission service. As a result it 
remanded the proceeding for further 
consideration and a fuller explanation. 

The proceeding in Fort Pierce was 
subsequently settled by the parties. 
Thus, the Commission did not have an 
opportunity to reconsider or to expand 
upon its reasoning with respect to 
pricing of coordination services. 

The services at issue in the instance 
docket do not cause the utility to plan or 
construct new capacity. The services an? 
offered only when existing capacity, 
constructed to meet native load, is 
temporarily available. These 
transactions are commonly known as 
coordination services or opportunity 
sales. Applying the general rule 
enunciated in Kentucky Utilities , it 
would not be appropriate to allocate 
any fixed costs in developing the rates. 

However, if FP&L (or another utility) 
was limited to recovering only the 
variable costs of providing coordination 
services, it would have been little, if 
any. incentive to provide the service 
since the recovery of only incremental 
costs provides no benefit to the 
supplier's native load. To provide that 
incentive, the Commission allows 
utilities to price coordination sales at a 
rate which includes, in addition to 
variable costs, a contribution to the 


'id 
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utility*! fixed costs.* That is not to say 
that fixed costs property allocated to 
native load customers will be permitted 
to be allocated again to coordination 
services. The contribution provided by 
ruordinatum sales to fixed costs is not 
an allocation of fixed costs to the 
service. 

The Commission will generally permit 
rates for coordination services to 
recover, in addition to variable costs, an 
a (Mount up to the contribution to fixed 
costs that would have been made by 
requirements customers using the same 
facilities. As a benchmark, this permits 
the Commission to compare the same or 
orher services offered by the utility or by 
or her sellers to determine the 
reasonableness of the rate. Such pricing 
provides an incentive for utilities to use 
temporarily idled capacity (while 
nvaoiding any overrecovery of costs) 
because the contribution to fixed costs 
derived from the sale benefits the native 
load customers in the form of revenue 
credits. 

Thus, in evaluating FP&L*s rates for 
c< ordination service under Service 
Schedule B. we do not. as alleged by 
Cities, allocate fixed costs to the 
service. Rather, we have evaluated the 
rates in light of the policy that some 
contribution to fixed costs by 
coordination customers is appropriate. 
H } AL must use both its production and 
transmission facilities when it sells 
under Service Schedule B and. therefore, 
the contribution is evaluated against 
both production and transmisson 
investment. Since the rates paid by firm 
requirements customers provide the 
company with a 100 percent contribution 
to capital costs, this is an appropriate 
benchmark for comparison. Here, the 
proposed rates produce a contribution of 
less than 100 percent of the fixed 
production and transmission costs. 

Thus, proposed rates are below the 
benchmark and produce an earned 
return below that advocated by 
Seminole and Cities. 

Nonetheless. Intervenors argue on 
rehearing that the rate level for Service 
Schedule B is excessive. Because we 
shall set the Service Schedule B-S rates 
for healing in any event, as discussed 
below, we shall also set the Service 
Schedule B rates for hearing. The issue 
1 s whether the filed rate, which is within 
a zone delineated by the contribution to 
bxed costs made by the seller's 
requirements customers at the top. and 
by no contribution to fixed costs (#>. a 


• We recentl) explained tbu in w Natter of 
Inquiry. He^uhtwa of Eirctnuty Saks for HeMitr 
onj Transmission Service [Notice of Inquiry)* 
Docket No RMBS-TMXX) fPtoiw H. SO FR 23*15 «1 
n 144 |um 4.1*881 


rate restricted to the seller's variable 
costs) at the bottom, is unfust and 
unreasonable. 

With regard to the Schedule B-S rates, 
Seminole has raised on rehearing an 
argument not raised in its intervention. 
Seminole points out that Service 
Schedule B-S excludes all transmission 
costs in recognition of the fact that 
Seminole compensates FP&L for 
transmission costa related to Service 
Schedule B-S under a different rote 
schedule.* Thus, evaluation of the rates 
under Serv ice Schedule B-S should 
consider production investment costs 
only. Upon further consideration, we 
conclude that Seminole is correct that 
evaluation of the Service Schedule B-S 
rates without reference to transmission 
fixed costs is appropriate, given the 
existence of a specific, concurrent rate 
schedule under which Seminole 
contributes to the transmission fixed 
costs that we attributed to Service 
Schedule B-S. 

Our review of FP&L's submittal with 
respect to Service Schedule B-S, using 
only production investment, indicates 
that the rates have not been shown to be 
just and reasonable and may be unjust, 
unreasonable, unduly discriminatory or 
preferential, or otherwise unlawful. 
Accordingly, we shall set these rates for 
hearing. Inasmuch as FP&L’s proposed 
rate represents a decrease from the 
existing level, any change in rate shall 
become effective on a prospective basis. 
For the same reason, any change in the 
Service Schedule B rates shall also be 
prospective. With regard to Cities* 
request for expedited hearing 
procedures, we believe that matters of 
scheduling are best left in this case to 
the discretion of the presiding 
administrative law judge. 

Seminole has presented no arguments 
with respect to its request for summary 
disposition of the return on equity issue 
that was not previously considered and 
rejected in the order of July 15.1865. 
With regard to consolidation, the above 
discussion makes it apparent that these 
rates raise different issues than live 
transmission rates at issue in Docket 
No. ER85-380-000. Thus, rehearing on 
these issues is denied. In all other 
respects, Seminole and Cities have 
made no arguments which were not 
previously considered and rejected in 
the order of July 15.1985. Thus, in all 
other respects, rehearing will be denied. 

The Commission Orders 

(A) Except as indicated above. Cities' 
and Seminole's Bequests for rehearing 
are hereby denied. 


• The IBM Amended Agreement." 


(B) Pursuant to the authority 
contained In ond subject to the 
jurisdiction conferred upon the Federal 
Energy Regulatory' Commission by 
section 4029a) of the Department of 
Energy* Ogonization Act and by the 
Federal Power Act particularly sections 
205 and 206 thereof, ond pursuant to the 
Commission’s rules of practice and 
procedure and the regulations under the 
Federal Power Act (18 CFR.. Chapter I), 
a public hearing shall be held 
concerning the justness and 
reasonableness of FP&LTs Service 
Schedule B and B-S rates. 

(C) A presiding administrative law 
judge, to be designated by the Chief 
Administrative Law Judge, shall 
convene a conference in this proceeding 
to be held within approximately Fifteen 
(15) days from the date of this order, in a 
hearing room of the Federal Energy 
Regulatory Commission. 825 North 
Capitol Street. NE., Washington. D.C. 
20426. The Presiding Judge is authorized 
to establish procedural dates and to rule 
on all motions (except motions to 
dismiss), as provided in the 
Commission’s rules of practice and 
procedure. 

(D) Docket No. EK8S-515-004 and 
ER85-515-005 are hereby terminated. A 
new Docket No. ER85-515-006 is hereby 
initiated in which the above mentioned 
hearing will be held. 

(E) The Secretary shall promptly 
publish this order in the Federal 
Register. 

By the Commission. 

Kenneth F. Plumb. 

Secretary. 

(FR Doc. 85-20517-Fi!ed 11-5-85; 8:45 «m) 

SILLING COOC •717-Q1-44 


tProject Nos. 8568-001 st al.) 

Surrender of Preliminary Permits; 
Independence Electric Corp. et at 

October 11.1985. 

Take notice that the following 
preliminary permits have been 
surrendered effective as described in 
Standard Paragraph 1 at the end of this 
notice. 

1. Independence Electric Corporation 
[Project No. 8568-0011 
Take notice that Independence 
Electric Corporation. Permittee for the 
proposed Lode and Dam No. 12 Hydro 
Project No. 8568. has requested that its 
preliminary permit be terminated. The 
permit was issued on May 22.1985. and 
w'ould have expired April 30.1967. The 
project would have been located cm the 
Kentucky River near Irvine, Estill 













46172 Federal Register / Vol. 50, No. 215 / Wednesday, Novembei 6. 1965 / Notices 


County, Kentucky The Permittee cites 
lh«l the proposed project is not 
economically feasible as the basis for 
the surrender request. 

The Permittee tiled the request on 
October 11.1965. 

2. Independence Electric Corporation 
(Project No. 85fl6O01| 

Take notice that Independence 
Electric Corporation, Permittee for the 
proposed Lock and Dam No. 9 Hydro 
Project No. 8566. has requested that its 
preliminary permit be terminated. The 
permit was issued on May 6.1985. and 
would have expired April 30,1987. The 
project would have been located on the 
Kentucky River near Valley View. 
Madison County, Kentucky. The 
Permittee cites that the proposed project 
is not economically feasible as the basis 
for the surrender request. 

The Permittee filed the request on 
October 11,1985. 

3. Independence Electric Corporation 

[Project No. 8567-001) 

Take notice that Independence 
Electric Corporation. Permittee for the 
proposed Lock and Dam No. 10 Hydro 
Project No. 8567, has requested that its 
preliminary permit be terminated. The 
permit was issued on May 22.1985, and 
would have expired April 30.1987. The 
project would have been located on the 
Kentucky River near Winchester, Clark 
County, Kentucky. The Permittee cites 
that the proposed project is not 
economically feasible a6 the basis for 
the surrender request. 

The Permittee filed the request on 
October 11.1985. 

4. Mega Renewables 

[Project No. 8518-0011 

Take notice that Mega Renewables. 
Permittee for the proposed Hamilton 
Branch Project No. 8518. has requested 
that its preliminary* permit be 
terminated. The preliminary permit was 
issued on December 11.1964. and would 
have expired on May 31.1966. The 
project would have been located on 
Hamilton Branch, near Westwood, in 
Lassen County. California. 

The Permittee filed the request on 
September 9.1985. 

Standard Paragraphs 

I. The preliminary permit shall remain 
in effect through the thirtieth day after 
issuance of this notice unless that day is 
a Saturday. Sunday or holiday as 
described in 18 CFR 385.2007 in which 
case the permit shall remain in effect 
through the first business day following 
that day. New applications involving 
this project site, to the extent provided 


for under 18 CFR Part 4. may be filed on 
the next business day. 

Kenneth F. Plumb, 

Secretary. 

[FR Doc- 85-26408 Filed 11-5-85; 8:45 am) 
BtlUMO COOS S717-0I-M 


(Docket No. ER85-401-002) 

Jersey Central Power 6 Light Co.; 
Notice of Compliance Filing 

November 1,1985. 

Take notice that on October 21,1985 
Jersey Central Power and Light 
Company tendered for filing, in 
accordance with the Commission's order 
of September 18.1985. a report on 
amounts refunded under ER8S-401-000. 
Schedule 1 is a summary of refunds 
including interest. Schedule 2 details the 
monthly billing determinants and 
revenues under prior, present and 
settlement rates. Schedsule 3 details the 
monthly revenue refunds and associated 
interest. 

Any person desiring to be heard or to 
protest said filing should file a motion to 
intervene or protest with the Federal 
Energ> r Regulatory Commission. 825 
North Capital Street. NWashington. 
DC 20426 in accordance with Rules 211 
and 214 of the Commission's rules of 
practice and procedure (18 CFR 385.211. 
385.214). All such motions or protests 
should be filed on or before November 
12,1985. Protests will be considered by 
the Commission in determining the 
appropriate action to be taken, but will 
not serve to make protestants parties to 
the proceeding. Any person wishing to 
become a party must file a motion to 
intervene. Copies of this application are 
on file with the Commission and are 
available for public inspection. 

Kenneth F. Plumb. 

Secretary. 

|FR Doc 65-28518 Filed 11-5-85; 8:45 urn) 

Stl UNO COOt «7l7-4»-H 


[Docket No. ER86- 17-000) 

Kansas Power and Light Co.; Notice of 
Amended Filing 

November 1.1985. 

Take notice that on October 24.1985 
Kansas Power and Light Company 
(KPAL) tendered for filing six copies of 
Schedule WSM-12/83 intended to 
amend the contract KPAL filed on 
October 7.1985 between it and the City 
of Chapman. 

Any person desiring to be heard or to 
protest said filing should file a motion to 
intervene or protest with the Federal 
Energy Regulatory Commission, 825 
North Capital Street. NR, Washington, 


DC 20426 in accordance with rules 211 
and 214 of the Commission's rules of 
practice and procedure (18 CFR 385.211 
385.214). All such motions or protests 
should be filed on or before November 
12,1985. Protests will be considered by 
the Commission in determining the 
appropriate action to be taken, but will 
not serve to make protestants parties to 
the proceeding. Any person wishing to 
become a party must file a motion to 
intervene. Copies of this application are 
on file with the Commission and are 
available for public inspection. 

Kenneth F. Plumb, 

Secretary. 

|FR Doc 85-26519 Piled 11-5-85: 845 am| 
SIUJMG coot S717-OI-«• 


I Project No. 3195-012] 

Joseph M. Keating; Appeal Rejection 

November 1.1985. 

On September 13.1985, the Acting 
Director. Office of Hydropower 
licensing, granted an extension of time 
to start construction for the Sayles Flat 
Project No. 3195. 32 FERC J 62^83 (1985) 
On October 16,1985, June Carver 
appealed this grant of an extension of 
time. 

Under the Commission's Rules of 
Practice and Procedure, 18 CFR 385.1902 
(1985), an aggrieved party may appeal 
staff action within 30 days of that 
action. An entity becomes a party to a 
proceeding upon the filing, and 
subsequent granting, of a motion to 
intervene. See 18 CFR 385.214 (J985). 

June Carver has not filed o motion to 
intervene in this proceeding, and, 
therefore, is not a party. Moreover, her 
appeal was not filed within the 3aday 
limit. Accordingly, the petition for 
appeal filed by June Carver :s rejected. 
Kenneth F. Plumb, 

Secretary. 

|FR Doc 85-28520 Filed 11-5-85: 645 ami 

BIUJNQ COOC «717-0MS 


(Docket No. RPA8-6-000) 

Mountain Fuel Resources, Inc.; 
Proposed Change In FERC Gas Tariff 

November 1.1985. 

Take notice that Mountain Fuel 
Resources, Inc. (MFR) on October 29. 
1985. tendered for filing and acceptance 
Second Substitute Original Sheet No. 8 
to its FERC Cas Tariff. Original Volume 
No 3. 

MFR's filing is made pursuant tc 18 
CFR 154.63 and 154.209(d)(l)(i) and in 
response to a letter order issued July 15 
1985. by the Director of the Office of 
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Pipeline and Producer Regulations 
(OPTO) in Docket Nos. ST85-710-000, 
ST85-972-000 and ST85-1159-000. 

MFR proposes to revise its Statement 
of Rates to clarify that its Temporary 
Transportation Charge is applicable to 
service performed on behalf of end users 
pursuant to 18 CFR 157.209, intrastate 
pipelines and local distribution 
mmpanies pursuant to subpart B of Part 
284,18 CFR 284.102, and transportation 
on behalf of interstate pipelines 
pursuant to subpart C of Part 284,18 
CFR 284m 

MFR has requested waiver of the 
Commission's regulations to allow an 
effective date of July 1,1984. 

MFR has served a copy of this filing 
upon its Jurisdictional customers and the 
Wyoming and Utah Public Service 
Commissions, 

Any person desiring to be heard or to 
piotest said filing should file a motion to 
intervene or protest with the Federal 
Kneigy Regulatory Commission, 825 
North Capital Street, NE., Washington, 
DC, 20426, in accordance with Rules 211 
and 214 of the Commission's Rules of 
Practice and Procedure (18 CFR 385.211, 
385.214). All such motions or protests 
should be filed on or before November 8, 
1985. Protests will be considered by the 
Commission in determining the 
appropriate action to be taken, but will 
not serve to make protestants parties to 
the proceeding. Any person wishing to 
become a party must file a motion to 
intervene. Copies of this filing are on file 
with the Commission and are available 
for public inspection. 

Kenneth F. Plumb. 

Secretary. 

|FR Doc. 85-28521 Piled 11-6-65; 8* * * § 45 am) 

B'LLJMG COOi §717-01-41 


I Docket No. ER86-66-000] 

Pennsylvania Power A Light Co.; Filing 

October 31.1985. 

Take notice that Pennsylvania Power 
6 Light Company (PPAL) tendered for 
filing on October 30.1985. pursuant to 

§ 35,12 of the Federal Energy Regulatory 
Commission’s (Commission) regulations. 

18 CFR 35.12, an unexecuted 
Transmission Service Agreement 
(Agreement) dated October 2a 1985 
between the Company and Westwood 
Energy Properties Limited Partnership 
(WEP). The Agreement sets forth the 
terms and conditions under which PP&L 
will transmit electric energy from WEFs 
waste-fired generating facility in Frailey 
Township. Pennsylvania to Metropolitan 


Edison Company. PPAL requests an 
effective date for the Agreement as the 
date upon which the Commission 
accepts the Agreement for filing. 

Copies of PP&L's filing have been 
served upon WEP and the Pennsylvania 
Public Utility Commission. 

Any persons desiring to be heard or 
protest said filing should file a Motion to 
Intervene or protest with the Federal 
Energy Regulatory Commission, 825 
North Capitol Street. NE., Washington. 
D.C. 20428 in accordance with Rules 211 
and 214 of the Commission's rules of 
practice and procedure (18 CFR 385.211 
and 385.214). All such motions or 
protests should be filed on or before 
November 15,1985. Protests will be 
considered by the Commission in 
determining the appropriate action to be 
taken, but will not serve to make the 
protestants parties to the proceeding. 
Any person wishing to become a party 
must file a Motion to intervene. Copies 
of this filing are on file with the 
Commission and are available for public 
inspection. 

Kenneth F. Plumb. 

Secretary . 

(FR Doc 85-26406 Filed 11-5-85; 8:45 am) 

BflUMQ COOC §717-01-11 


(Docket No. ST85-1 524-0001 

Producer's Gas Co.; Application for 
Approval of Rates and Charges for 
Performing NGPA Section 311 
Services 

November 1.1985. 

Take notice that on August 13.1985. 
Producer's Gas Company (Producer's), 
an Oklahoma intrastate pipeline, filed 
for approval of rates and charges for 
sales and transportation services 
through its so-clled Anadarko System. 
The filing was made pursuant to 
S 284.123(b)(2) of the Commission's 
regulations, which provides for the 
determination of fair and equitable rates 
for service authorized under section 311 
of the Natural Gas Policy Act. 

Producer's requested approval of 
maximum system-wide rates of 25.2 
cents per MMBtu for service on the 
Anadarko System, effective August 13, 
1985. 

On October 11.1985, Producer’s filed 
an amendment to its application for 
approval of rates and charges. In the 
amendment. Producer's states that its 
August 13.1985 application for approval 


of rates on the Anadarko System applies 
to the following ongoing NGPA section 
311 transactions: 


S«rrtc# for 

Docket No 

0 Paso Natural Gaa Co - 

STSI-IOS-OOO. STSt-IOS- 
001 

Southern Natural Gat Co- 

ST62-193-0C0, ST02-1S3- 

001. ST62-193-002 

PamandN Eastern Pipe**# 

ST62-194-000. STO 194- 

Co 

001. ST82-194-002. 

Tennessee Gas Ptpetne Co _ 

ST83~3?7-000, STB3-S27- 

001 

Northwest Pipatme Co*p 

STM-524-000. STM-524- 

001 

TrantwtUam Pipehne Co_ 

ST82-195-000. STW-105- 

001, ST62-195-OQ2. 

AMR CO __ 

STW-141-000. $183-141- 

001. 

Southern Nabs* Gat Co — 

ST63-441-000. ST83-441- 

001 

Washington Gat b^tt _ 

ST83-4534-000, ST83 634- 
001 

Mwiww River Trtname 

STM-165-000 

Hon 


Emoa. Inc __— ... .. 

STM-219-000 

TX Poe L*na Co ... 

S7M-72S-000 

MtcNyan Contofidaled Gat 

STBS-70-000 

Co 


titichgen Coneokdaled Gaa 

STBS-1116-000 

Co 


Connecticut Natural Gas 

ST86-12J1-000 

Corp 


Oaylon Power § ug* C©..— 

STBS-1224-000. 

Concmoatj Gat § Electro Co 

STBS-1607-000 

Pacific light S Gat Suppry 

STBS-1606-000 

Co 


raonrmrn m(Mni rUDC 

STBS-1962-000. 

Service Co. 


Honda Gaa Tranemewon Co - 

STBS-429-COO 

Honda Gat Tramrraaaon Co 

ST63-SM-000 

A/cadiam Gaa Ppe Una Sys¬ 

STB4-101-000 

tem* 


Arcadem Get Hpe Une Sys¬ 

ST83-461-000. 

tems 


Natural Gas Pipeline Co „_ 

STB4-113B-000 

National HW Supply Co _ 

STB5-615-000 


Any person desiring to be heard or to 
protest said filings should file a motion 
to intervene or a protest with the 
Federal Energy Regulatory Commission, 
825 North Capitol Street, NE., 
Washington. DC, 20428, in accordance 
with Rules 211 and 214 of the 
Commission's Rules of Practice and 
Procedure (18 CFR 385.211, 385.214). All 
such motions or protests should be filed 
on or before November 15,1985. Protest 
will be considered by the Commission in 
determining the appropriate action to be 
taken, but will not serve to make 
protestants parties to the proceeding. 
Any person wishing to become a party 
must file a motion to intervene. Copies 
of these filings are on file with the 
Commission and are available for public 
inspection. 

Kenneth F. Plumb, 

Secretary . 

(FR Doc. 85-28522 Filed 11-5-85; 8:45 am] 
BILLING COOC §717-01-44 
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(Docket No. CIS* 35-000) 

Texican Natural Gas Co.; Application 
of Texican Natural Gas Company for 
Blanket Certificate of Public 
Convenience and Necessity, for an 
Order Permitting end Approving 
Abandonment and Pre-Granted 
Abandonment, and for Expedited 
Consideration 

October 31.1985 

Take notice that on October 25.1965. 
Texican Natural Css Company 
(Texican) filed an application pursuant 
to sections 4 and 7 of the Natural Css 
Act (NCA). provisions of 18 CKR Parts 
154,157 and 284, and Rule 801 of the 
Commission's Rules of Practice ami 
Procedure seeking a blanket certificate 
of public convenience and necessity 
authorizing: (1) Sale* for resale of 
natural gas in interstate commerce by 
producers to Texican and by reseller/ 
agents who may purchase such gas from 
Texican for resale under this proposed 
program, (2) sales for resale of natural 
gas in interstate commerce by 
producers, with Texican acting as their 
marketing agent: (3) blanket partial 
abandonment and pre-granled 
abandonment of certain sales of natural 
gas: (4) transportation of natural gas 
under Section 7(c) of the NGA and the 
Commission's regulations promulgated 
thereunder, and (5) pre-granted 
abandonment of such transportation, all 
as more fully-described in the 
Application which is on file with the 
Commission arui open for public 
inspection. The Applicant also requests 
that said application In* processed on an 
expedited basis so that the requested 
authorization is approved at the earliest 
possible date a no. to that end. waives 
its right to a hearing pursuant to the 
“shorten procedures" addressed at 18 
CFR 385.80 i. 

Texican stales that the certificate and 
abandonment authority sought in the 
Application, if grunted, will enable 
Texican: To purchase natural gas 
subject tn the Commission's NCA 
authority for which the maximum lawful 
price is higher than th*t established 
under Section 109 of the Natural Gas 
Policy Act: to resell such gas to any 
purchaser on a short-term basis for use 
or resale by thHt purchaser; to act as a 
agent rather than purchaser, in safes by 
producers for resale of such natural gas; 
and to have such gas. as well a* gas 
which is no longer within the 
Commission's NGA sales authority, 
transported on a nondiscriminntory 
basis in interstate commerce on a short¬ 
term. spot-market basis, to any willing 
and able purchaser, including firm sales 
customers of interstate pipelines. 


Texican states that the requested 
authority is necessary, notwithstanding 
Order No. 438, * 1 because, inter alia, the 
blanket transportation authority offered 
in Order No. 438 is not mandatory and it 
appears that at least some interstate 
pipelines will decline to accept the 
Order No. 438 certificate; Order No. 436 
does not provide for pre-granted sales 
and abandonment authority covering 
regulated categories of gas, such as 
NGPA section 102(d) gas; and. in any 
event, the requested authority is 
consistent with the Commission's goals 
set forth in Order No. 438 because the 
Application requests elimination of the 
supply, market and transportation 
restrictions previously imposed on 
special marketing programs. 

Texican state that if pipelines do not 
accept the Order No. 438 certificate, 
substantial volumes of gas will be 
unable to move in the interstate market 
on and after November 1.1985. Texican 
states that without the requested 
authority, it is likely that many 
consumers will not be able to purchase 
competitively-priced natural gas during 
the winter heating period because of a 
luck of sufficient transportation 
authority. Therefore, Texican states that 
the granting of the Application will be in 
the public interest and public 
convenience and necessity. 

It appears reasonable and consistent 
with the public interest in this case to 
prescribe a period shorter than normal 
for the filing of protests and petitions to 
intervene. Therefore, any person 
desiring to be heard or to make any 
protest with reference to said 
Application should, on or before 
November 13, 1985. file with the Federal 
Energy Regulatory Commission. 
Washington. DC 20428. a motion to 
intervene or protest in accordance with 
the requirements of the Commission's 
Rules of Practice and Procedure (18 CFR 
385.214). All protests filed with the 
Commission will be considered by it in 
determining the appropriate action to be 
taken but will not serve to make 
protestanLs parties to the proceeding. 
Any person wishing to become a party 
to a proceeding or to participate as a 
party in any hearing must file a motion 
to intervene in accordance with 
Commission's Rules. 

Under the procedure herein provided 
for. unless otherwise advised, il will be 


1 Order No 436. Rrx»Uli(m of Natural Cos 
Pipeline* After Partial Wellhead Decontrol. No 
RMS5-1-000(issuedOctobers. MBS) 


unnecessary for the Applicant to appear 
or be represented at the hearing. 

Kimneth F. Plumb. 

Secretory. 

[FR Doc 85-28523 Filed 11-5-85; 8:45 dm] 

BILLING COOC 4717-0 VM 


(Project No. 4154-002) 

Throe City Mississippi River 
Hydropower Agency; Rejecting Lefe- 
Flled Appeal 

November 1.1985. 

In a letter dated August 29,1985. the 
Director, Office of Hydropower 
Licensing (Director), dismissed the 
application for license of the Three Gty 
Mississippi River Hydropower Agency 
(Three City) for Project No. 4154. The 
Director's additional information 
required pursuant to 54 32(f) of the 
Commission's regulations. 18 CFR 4.32(0 
(1985). Three City has appealed the 
Director's dismissal and has requested 
that the application be reinstated. 

Pursuant to Rule 1902 of the 
Commission's Rules of Practice and 
Procedure. 18 CFR 385.1902 (1985). staff 
action may be appealed to the 
Commission within 30 days of that 
action. Under this rule, an appeal would 
have to be filed by September 30,1985. 
See 18 CFR 385 2007 (1985). Three City’s 
appeal was filed on October 3,1985. and 
is therefore untimely. 

Three Gty has neither filed a motion 
for extension of time. See 18 CFR 
385.2008 (1985), nor has it provided any 
explanation for its late filing. 
Accordingly, notice is hereby given that 
the appeal of Three City filed on 
October 8,1986. is rejected. 

Kenneth F. Plumb. 

Secretary, 

[FR Doc 85-26524 Filed 11-5-85: 8 45 t»m| 

SIU.MO COOf 4M7-Oi-4i 


Transcontinental Gas Pipe Line Corp.; 
Informal Settlement Conference 

I Docket Nos. CPUS-190-000, CP98-264-000 
and CPS5-294-000) 

November 1.1085. 

Take notice that on November 19. 
1985. at 10:00 am., an informal 
settlement conference will be convened 
to discuss the possibilities of settlement 
in the abovc-captioned case. The 
conference will be held at the offices of 
the Federal Energy Regulatory 
Commission. 825 North Capitol Street 
NE., Washington. D C. 20128. 

All interested parties and Commission 
Staff are invited to attend; however, 
attendance at the conference will not 
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confer party status. Any person wishing 
to become a party to these proceedings 
must file a motion to intervene in 
accordance with Rule 213(d) of the 
Commission's Rules of Practice and 
Procedure (18 CFR 385.214(d)). 

Take further notice that on November 
19.1985. at 2:00 p.m., a formal 
prehearing conference shall be 
convened before Presiding 
Administrative Law Judge Bruce L 
Birchman for the purpose of establishing 
a procedural schedule in the 
consolidated proceedings. 

For further information contact 
Demetrios G. Pulas, Jr., or Edward 
l^Duc, Office of the General Counsel, 
Federal Energy Regulatory Commission. 
825 North Capitol Street NE.. 
Washington. D C 20428. (202) 357-5758 
or 357-8615. 

Kenneth F. Plumb. 

St'cretary. 

|FR Doc. 85-26525 Filed 11-5-85; 8:45 am) 

BILLING COOC «7t7-Ot-4l 


l Docket Nos. CP83-437-003 and G-1628- 
0011 

United Gas Pipe Line Co.; Proposed 
Changes in FERC Gas Tariff 

October 30.1985. 

Take notice that on October 24.1985. 
United Gas Pipe Line Company (United) 
has filed revised service agreements 
between United and the Utility Board of 
the Town of Citronelle, Alabama 
[Citronelle) and between United and the 
Okalossa County (Florida) Gas District 
(Okaloosa) to permit Citronelle and 
Okaloosa the option of purchasing 
supplies of natural gas from other 
suppliers, notwithstanding their 
obligation under the service agreements 
to purchase their full requirements from 
United up to the authorized maximum 
daily quantities (MDO). 

It is indicated that the presently 
authorized MDO for Citronelle is 8,999 
Mcf and that under the terms of the 
revised service agreement, Citronelle 
would be permitted to purchase up to 
4"8 Mcf of gas per day from other 
suppliers for a two-year period. It is 
further indicated that the presently 
authorized MDO for Okaloosa is 30.991 
Mcf and that under the terms of the 
revised service agreement. Okaloosa 
would be permitted to purchase up to 
1.633 Mcf of gas per day from other 
suppliers for a two-year period. United 
states that it would provide 
transportation services for Citronelle 
and Okaloosa under certain 
circumstances under Section 311 of the 
Natural Gas Policy Act. United avers 
that it is still obligated to provide 


service to Citronelle and Okaloosa to 
the extent that Citronelle and Okaloosa 
do not choose to exercise the option to 
purchase gas from other suppliers. 

United asserts that the revised service 
agreements stem from and are 
consistent with the settlement of 
complaints brought before the 
Commission by certain similarly- 
situated full requirements customers of 
United. It is stated that complaints were 
filed against United by the City of 
Pensacola. Florida, in Docket Nos. G- 
232 and CP83-336; by the Utilities Board 
of the City of Bay Minette, Alabama, in 
Docket No. RP83-103; by the City of 
Brewton, Alabama, in Docket No. CP83- 
379: and by the City of Fairhope. 
Alabama, in Docket No. RP83-110. It is 
indicated that these complaints were 
substantially identical in that each of 
the complainants was a municipal utility 
full requirements customer of United 
that sought to eliminate or modify the 
obligation to purchase its full 
requirements from United so that it 
might obtain supplemental supplies of 
natural gas. United states that during the 
course of negotiations to resolve the 
issues raised by the complainants, it 
became clear that other similarly- 
situated municipal full requirements 
customers were interested in this matter 
and were prepared to file complaints 
similar to those of the four 
complainants, if necessary. Accordingly. 
United agreed to make available to 
Citronelle and Okaloosa settlements on 
the same terms a8 those it offered the 
customers that had filed complaints, it is 
stated. When a final settlement was 
reached In the on-the-record 
proceedings, each of the complainants 
filed a stipulation and agreement with 
the Commission containing provisions 
for limited waiver of the complainant's 
obligation to purchase its full 
requirements from United and a notice 
of withdrawal of the complaint, it is 
asserted. It is further asserted that the 
Commission issued a Notice Of 
Termination of the proceedings on 
March 7.1985. United avers that 
because Citronelle and Okaloosa had 
not filed complaints themselves, they 
were not covered by the procedures. 
United further avers that the filings for 
Citronelle and Okaloosa are not only 
consistent with, but actually a part of 
the resolution of the complaints filed by 
Pensacola and the other municipalities. 

United states that its service 
obligations to the municipalities are not 
changed as a result of the settlement 
and the service agreements tendered for 
filing. United avers that each of the 
municipalities is given the option under 
defined circumstances to purchase a 
portion of its requirements from other 


suppliers; however. United remains 
obligated to provide service to 
Citronelle and Okaloosa to the extent 
that these municipalities do not choose 
to exercise their respective options to 
purchase gas from other suppliers. 

Any person desiring to be heard or to 
protest said filing should file a motion to 
intervene or a protest with the Federal 
Energy Regulatory Commission. 825 
North Capitol Street NE.. Washington, 
D.C. 20426, in accordance with Rules 211 
and 214 of the Commission’s Rules of 
Practice and Procedure (18 CFR 385.211. 
385.214). All such motions or protests 
should be filed on or before November 8, 
1985. Protests will be considered by the 
Commission in determining the 
appropriate action to be taken, but will 
not serve to make protestants parties to 
the proceeding. Any person wishing to 
become a party must file a motion to 
interv ene. Copies of this filing are on file 
with the Commission and are available 
for public inspection. 

Kenneth F. Plumb. 

Secretary. 

[FR Doc 85-26528 Filed 11-5-85; 8:45 am) 

BILLING COOC 


ENVIRONMENTAL PROTECTION 
AGENCY 

(OPTS-51592; FRL-2811-2) 

Certain Chemicals Premanufacture 
Notices 

Correction 

In FR Doc. 85-24400. beginning on 
page 41580 in the issue of Friday, 
October 11.1985, make the following 
corrections: 

1. On page 41580. second column, 
under the heading DATES: 

a. In the fourth line of premanufacture 
notices, remove "and 85-1523". 

b. In the sixth line. "85-3" should read 
"86-3". 

c. In the seventh line, "81-10" should 
read "86-10". 

2. On page 41580. third column, P 85- 
1518, third line, "ployester" should read 
"polyester". 

3. On page 41581: 

a. In the first column. P 85-1523, third 
line, "polyster" should read "polyester". 

b. In the third column, P 88-7, fifth 
line, "propaneodiol" should read 
"propanediol". 

BILUNG COOC lSOS-OMkl 
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(OPTS-51593; FRL-2914-1] 

Certain Chemicals Premanufacture 
Notices 

Correction 

In FR Doc. 85-25126. beginning on 
page 42773 in the issue of Tuesday. 
October 22,1985, make the folio wing 
corrections: 

On page 42773, 6ecood column, in 
P 88-23, first line, “Veisico" should read 
"Velsicol". 

BILLING COOC IMS-OI-U 


IOPTS-42011D; TSH-FRL 2888-8 
2-Chlorotoluene; Decision Not To Test 

Correction 

In FR Doc. 85-23624, beginning on 
page 40445 in the issue of Thursday. 
October 3.1985. make the following 
corrections: 

1- On page 40448, second column, 
under the heading A. Manufacture and 
Use , third line, “15.2* C" should read 
“159.2* C\ 

2. On page 40447, third column, 
second complete paragraph, second line. 
“LCW should read "LC*“. 

BILLING COOC 1505-01 -N 


IOPP-68125; FRL-2913-9] 

Intent to Cancel Registrations of 
Pesticide Products Containing Carbon 
Tetrachloride, Carbon Disulfide, and 
Ethylen Dichloride 

Correction 

In FR Doc. 85-15123 beginning on page 
42997 in the issue of Wednesday. 
October 23,1985, make the following 
correction: 

On page 42998, in the table, under the 
heading of “Product name**, eighteen 
lines from the bottom, "Bisulphine" 
should read “Bilsulphide". 

BILLING COOC 1505-Bi ll 


(PF-423, PH-FRL 2919-2) 

Pesticide Tolerance Petitions 

agency: Environmental Protective 
Agency (EPA). 
action: Notice. 

summary: EPA has received pesticide 
petitions relating to the establishment 
and/or withdrawal of tolerances for 
certain pesticide chemicals in or on 
certain agricultural commodities. 
address: By mail, submit comments 
identified by the document control 
number [PF-423J and the petition 


number, attention Product Manager 
(PM-15), at the following address. 
Information Services Section (TS-757C), 
Program Management and Support 
Division. Office of Pesticide Programs, 
Environmental Protection Agency. 401 
M St, SW., Washington. DC 20460. 

In person, bring comments toe 
Information Services Section (TS- 
757C), Environmental Protection 
Agency. Rm. 238. CM #2,1921 
Jefferson Davis Highway, Arlington, 
VA 22202. 

Information submitted as a comment 
concerning this notice may be claimed 
confidential by marking any part or all 
of that information as "Confidential 
Business Information" (CB1). 

Information so marked will not be 
disclosed except in accordance with 
procedures set forth in 40 CFR Part 2. A 
copy of the comment that does not 
contain CBI must be submitted for 
inclusion in the public record. 
Information not marked confidential 
may be disclosed publicly by EPA 
without prior notice. All written 
comments filed in response to this 
notice will be available for public 
inspection in the Information Services 
Section office at the address given 
above, from 8 a.m., to 4 p.m.. Monday 
through Friday, except legal holidays. 
FOR FURTHER INFORMATION CONTACT. By 
mail: 

George LaRocca (PM-15). Registration 
Division (TS-7B7C), Environmental 
Protection Agency. Office of Pesticide 
Programs. 401 M St., SW.. 

Washington, DC 20400. 

Office location and telephone number 
Rm. 204, CM #2,1921 Jefferson Davis 
Hwy.. Arlington. VA 22202, (703-557- 
2400). 

SUPPLEMENTARY INFORMATION: EPA has 

received pesticide (PP), and feed 
additive (FAP) petitions relating to the 
establishment and/or withdrawal of 
tolerances for certain pesticide 
chemicals in or on certain agricultural 
commodities. 

t. Initial Filing 

PP6F3309. Hocehat-Roussel Agri-Vet 
Co.. Route 202-206 North, SommerviUe, 
NJ 08878. Proposes amending 40 CFR 
180.422 by establishing a tolerance for 
the combined residues of the Insecticide, 
(l/ttS)3((l7^(l',2',2',2\- 
tetrabromoethyl))-2^- 
dimethylcyclopropanecarboxylic acid 
(S)-aIpha-cyano-3-phenoxybenzyl ester 
and its metabolites, (5)-alpha-cyan0'3- 
phenoxy benzyl (l/l3/?)-c/s,fra/w-2,2- 
dimethyl-3-(2,2-dibromovinyI) 
cyclopropanecarboxylate calculated as 
parent, in or on the commodity soybeans 
at 0.02 part per million (ppm) 


(negligible). The proposed analytical 
method for determining residues is gas 
chromatography. 

U. Petition Withdrawal 

PP 3F2S25 ft FAP 3H&3S8. EPA issued 
a notice published in the Federal 
Register of April 13,1983 (48 FR 15951) 
which announced that FMC Corp., 2000 
Market St, Philadelphia. PA 19103 had 
submitted pesticide petition (PP) 3F2825 
and feed additive petition (FAP) 3H5386 
to the Agency proposing to amend 40 
Part 180 (PP 3F2825) and 21 CFR Part 581 
(FAP 3H5388) by establishing tolerance:) 
for residues of the insecticide (±) cyano 
(3-phenoxyphenyi)methy! (±) cia/trans 
3-(2,2-dichloroethenyl)-2.2 
dimethylcyclopropanecarboxylate in or 
on the commodities as follows: 



FMC has withdrawn this petition 
without prejudice to future filing in 
accordance with 40 CFR 180.8. 

Authority: 21 U.S.C 348<l 
Dated October 21,1965. 

Douglas D. Gampt. 

Director. Ragisiro/jon Division. Office of 
Pesticide Programs. 

[FR Doc. 85-26449 Filed 11-5-85; 0:45 ajn| 
BILLING COOC B5S0-NMI 


[PP 4G2979/T500; PH-FRL #2919-1) 

American Cyanamld Co.; Renewal of 
Temporary Tolerance 

agency: Environmental Protection 
Agency (EPA). 
action: Notice. 

summary: EPA has renewed a 
temporary tolerance for residues of the 
herbicide AC 252^14.2.(4, 5-dihydro-4- 
methyl4-(l-methylethyl)-5-oxo-l//- 
imidazol'2~yl]'3quinoiiriecarboxylic 
acid in or on the raw agricultural 
commodity soybeans. 

date: This temporary tolerance expires 
September 18,1986. 

FOR FURTHER INFORMATION CONTACT By 

mail: 

Robert Taylor, Product Manager (PM) 
25, Registration Division (TS-767C). 
Office of Pesticide Programs, 
Environmental Protection Agency. 401 
M St., SW., Washington, DC 20460. 


























Federal Register / Vol. 50, No. 215 / Wednesday, November 6, 1985 / Notices 


46177 


Office location and telephone number. 

Rm. 245, CM ±2,1921 Jefferson Davts 

Highway, Arlington, VA. (703-657- 

1800 ). 

SUPPLEMENTARY INFORMATION: EPA 

issued a notice published in the Federal 
Register of July 18.1984 (49 FR 29132) 
stating that a temporary tolerance had 
been extended for residues of the 
herbicide AC 252, 214. 2-(4.5-dihydru di¬ 
methyl-4-{l-methylethy I)-5-oxo-l//- 
tni!d3Zol-2-yll-3-qumormeacarboxyUc 
acid in or on the raw agricultural 
commodity soybeans at 0.05 part per 
million (ppm). 

This tolerance was renewed in 
response to pesticide petition PP 4C2979. 
submitted by American Cyanamid 
Company. Agricultural Research 
Division, P.O. Box 400. Princeton. NJ 
08540. 

The company has requested a 1-year 
renewal of the temporary tolerance to 
permit the continued marketing of the 
above raw agricultural commodity when 
treated in accordance with the 
provisions of experimental use permit 
241-EUP-108, which is being renewed 
under the Federal Insecticide. Fungicide, 
and Rodenticide Act (F1FRA) as 
amended, (Pub. L. 95-386.92 Stat. 819; 7 
U S.C. 138). 

The scientific data reported and other 
relevant material were evaluated, and it 
was determined that a renewal of the 
temporary tolerance will protect the 
public health. Therefore, the temporary 
tolerance has been renewed on the 
c ondition that the pesticide be used in 
accordance with the experimental use 
permit and with the following 
provisions: 

1. The total amount of the active 
ingredient to be used must not exceed 
the quantity authorized by the 
experimental use permit 

2 . American Cyanamid must 

: mediately notify the EPA of any 
findings from the experimental use that 
have a bearing on safety. The company 
must also keep records of production, 
distribution, and performance, and on 
request make the records available to 
any authorized officer or employee of 
the EPA or the Food and Drug 
Administration. 

This tolerance expires September 18. 
1388. Residues not in excess of this 
amount remaining in or on the above 
raw agricultural commodity* after this 
expiration date will not be considered 
actionable if the pesticide is legally 
•tppllod during the term of. and in 
accordance with, the provisions of the 
< xperinsental use permit and temporary 
iterance. This tolerance may be 
re voked if the experimental use permit 
Is revoked of if any experience with or 


scientific data on this pesticide indicate 
that such revocation is necessary* to 
protect the public health. 

The Office of Management and Budget 
has exempted this notice from the 
requirements of section 3 of Executive 
Order 12291. 

Pursuant to the requirements of the 
Regulatory Flexibility* Act (Pub. L 90- 
534, 94 Stat. 1184. 5 U.S.G 601-812). the 
Administrator has determined that 
regulations establishing new tolerance 
or raising tolerance levels or 
establishing exemptions from tolerance 
reuirements do not have a significant 
economic impact on a substantial 
number of small entities. A certification 
statement to this effect was published In 
the Federal Register of May 4.1981 (46 
FR 24950). 

Authority*: 21 U&C 346o(j). 

Dated October 21.1985. 

Douglas D. Campt. 

Director . Registration Division. Office of 
Pesticide Programs, 

(FR Doc 85-28448 Fiied 11-5-85; 8:45 am) 
S'LUWO COOf tWC-SO-N 


(PP 5G3203/T501; FRL-2919-91 

Nor-Am Chemical Co.; EatabHshment 
of Temporary Tolerance 

aoency: Environmental Protection 
Agency (EPA). 
action: Notice. 

summary: EPA has established a 
temporary tolerance for residues of the 
insecticide 3,6-bis (2-chlorophenyl) 

1.2,4.5-tetrazine in or on the raw 
agricultural commodity strawberries. 
This temporary tolerance was requested 
by Nor-Am Chemical Co. 
date: This temporary tolerance expires 
October 1.1988. 

FOR FURTHER INFORMATION CONTACT: 

By mail: 

Jay Ellenberger. Product Manager (PM) 
12, Registration Division (TS-767C). 
Office of Pesticide Programs. 
Environmental Protection Agency. 401 
M St.. SW„ Washington. DC 2046a 
Office location and telephone number 
Rm. 202, CM #2,1921 Jefferson Davis 
Highway, Arlington . VA. (703-557- 
2386). 

SUPPLEMENTARY INFORMATION: Nor-Am 
Chemical Co., 3509 Silverside Rd. P.O. 
Box 7495. Wilmington, DE19803. has 
requested in pesticide petition PP 
5G3203 the establishment of a temporary 
tolerance for residues of the insecticide 
3.8-bts (2-chlorophenyl) 1,2.4,5-tetrazJne 
in or on the the raw* agricultural 
commodity strawberries at 3j0 parts per 
million (ppm). 


This temporary tolerance will permit 
the marketing of the above raw 
agricultural commodity when treated in 
accordance with the provisions of 
experimental use permit 45639-EUP-29, 
which is being issued under the Federal 
Insecticide, Fungicide, and Rodenticide 
Act (FIFRA] as amended (Pub. L 95-398, 
92 Stat. 819; 7 U.S.C. 136). 

The scientific data reported and other 
relevant material were evaluated and it 
was determined that establishment of 
the temporary tolerance will protect the 
public health. Therefore, the temporary 
tolerance has been established on the 
condition that the pesticide be U3ed in 
accordance with the experimental use 
permit and with the following 
provisions: 

1. The total amount of the active 
ingredient to be used must not exceed 
the quantity authorized by the 
experimental use permit. 

2. Nor-Am Chemical Co. must 
immediately notify the EPA of any 
findings from the experimental use that 
have, a hearing on safety. The company 
must also keep records of production, 
distribution, and performance and on 
request make the records available to 
any authorized officer or employee of 
the EPA or the Food and Drug 
Administration. 

This tolerance expires October 1, 

1986. Residues not in excess of this 
amount remaining in or on the raw 
agricultural commodity after this 
expiration date will not be considered 
actionable if the pesticide is legally 
applied during the term of. and in 
accordance wilh, the provisions of the 
experimental use permit and temporary 
tolerance. This tolerance may be 
revoked if the experimental use permit 
is revoked or if any experience with or 
scientific data on this pesticide indicate 
that such revocation is necessary to 
protect the public health. 

The Office of Management and Budget 
has exempted this notice from the 
requirements of section 3 of Executive 
Order 12291. 

Pursuant to the requirements of the 
Regulatory Flexibility Act (Pub. L. 96- 
534. 94 Stat. 1164. 5 U.S.C. 610-612), the 
Administrator has determined that 
regulations establishing new tolerances 
or raising tolerance levels or 
establishing exemptions from tolerance 
requirements do not have a significant 
economic impact on a substantial 
number of small entities. A certification 
statement to this effect was published in 
the Federal Register of May 4,1981 (46 
FR 24950). 

Authority: 21 U.S.C. 246*(D 
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Dated: October 3a 1«85. 

Douglas D. Campt, 

Director, Registration Division, Office of 
Pesticide Programs. 

[FR Doc. 85-26451 Filed 11-5-05; 8:45 am) 

B4LUNQ COOC 0540-5041 


IPF-424; PH-FRL-2910-91 

PPG Industries Inc., et al.; Pesticide 
Tolerance Petitions 

agency; Environmental Protection 
Agency (EPA). 
action: Notice. 


summary: EPA has received pesticide 
petitions relating to the establishment 
and/or amendment of tolerances for 
certain pesticide chemicals in or on 
certain raw agricultural commodities. 

address: By mail, submit comments 
identified by the document control 
number (PF-424) and the petition 
number, attention Product Manger (PM) 
named in each petition, at the following 
address: 

information Services Section (TS-757C), 
Program Management and Support 
Division, Office of Pesticide Programs, 
Environmental Protection Agency, 401 
M St, SW., Washington, D.C. 20460. 

In person, bring comments to: 
Information Services Section (TS- 
757C). Rm. 236. CM #2.1821 Jefferson 
Davis Highway. Arlington. VA 22202. 
Information submitted as a comment 
concerning this notice may be claimed 
confidential by marking any part or all 
of that information as "Confidential 
Business Information" (CBI). 

Information so marked will not be 
disclosed except in accordance with 
procedures set forth in 40 CFR Part 2. A 
copy of the comment that docs not 
contain CBI must be submitted for 
inclusion in the public record. 
Information not marked confidential 
muy be disclosed publicly by EPA 
without prior notice. All written 
comments filed in response to this 
notice will be available for public 
inspection in the Information Services 
Section office at the address given 
above, from 8 a m. to 4 p.m.. Monday 
through Friday, except legal holidays. 
FOR FURTHER INFORMATION CONTACT: 

By mail: Registration Division (TS- 
767C). Attn: (Product Manager (PM) 
named in each petition). 
Environmental Protection Agency. 
Office of Pesticide Programs. 401 M 
St., SW.. Washington, D.C. 20400. 

In person: Contact the PM named in 
each petition at the following office 
location/telephone number 


F*oduc< ntAnflQv 


PM-,2 V Htrvy J*coby_ 
PM-2S MounHo* 


Otoe* toctton/MMQho#* nu 


Rm. 227. CM §2 (703-667-1900) 
Rm 247. CM #2 (702-557-1030) 



AOcJwm 


EPA. 1«1 Jtfl«r»on 
H«y. AAvtoa VA 22201 
Oa 


SUPPLEMENTARY INFORMATION: EPA has 

received pesticide petitions (PP) relating 
to the establishment and/or amendment 
of tolerances for certain pesticide 
chemicals in or on certain agricultural 
commodities. 

I. Initial Filings 

1. PP5F3299. PPG Industries Inc., One 
PPG Place, Pittsburgh, PA 15272. 
Proposes amending 40 CFR Part 180 by 
establishing a tolerance for residues of 
the herbicide lactofen. 1- 
(oarboethoxy)ethyl-5-(2~chloro-4- 
(trifluoromethyl) phenoxy)-2- 
nitrobenzoate in or on the commodity 
soybeans at 0.01 parts per million (ppm). 
The proposed analytical method for 
determining residues is electron capture 
gas chromatography. (PM-23) 

2. PP6F3305 . Rhone-Poulenc IntL, 
Agrochemical Division. P.O. Box 125, 
Black Horse Lane, Monmouth function. 
NJ 08852. Proposes amending 40 CFR 
180.399 by establishing a tolerance for 
the combined residues of the fungicide 
iprodione [3-(3.5-dichlorophenyl)-Af-{l* 
methylethyl)-2.4-dioxo-l- 
imidazolidinecarboxamide), its isomer 
(3>(l'methylcarboxamide). and its 
metabolite (3-(3.5-dichlorophenyl)-2,4- 
dioxo-l-imidazolidinecarboxamide) in 
or on the commodity broccoli at 25 ppm. 
The proposed analytical method for 
determining residues is gas-liquid 
chromatography using a "Ni electron 
capture detector. (PM-21) 

D. Amended Petitions 

1. PP5F3241, EPA Issued a notice 
published in the Federal Register of May 
29.1985 (50 FR 21935) which announced 
that Rhone-Poulenc Inc. proposed 
amending 40 CFR 180.399 by 
establishing a tolerance for the 
combined residues of the fungicide 
iprodione and its metabolite in or on the 
commodity almond hulls at 2.0 ppm. 

Rhone^Poulenc has amended the 
petition by adding the commodity 
almonds, nutment at 0.3 ppm. The 
proposed analytical method for 
determining residues is gas-liquid 
chromatography using a •’Ni electron 
capture detector. (PM-21) 

2. PP4F3069, IC1 Americas Inc., 
Concord Pike & New Murphy Rd.. 
Wilmington, DE19897. EPA issued a 
notice published in the Federal Register 
of May 23.1984 (49 FR 21798) which 
announced that ICU Americas Inc. 
proposed amending 40 CFR 100.411 by 


establishing tolerances for the residues 
of the herbicide fluazifopbutyl (±)-2-(4- 
|5-(trifluoromethyl)-2- 
pyridinyljoxyjphenoxy) propanoic add 
(fluazifop), both free and conjugated, 
and of (±)-butyl 2-(4-[5- 
(trifluoromcthyl)-2- 
pyridinyl|oxy]phenoxy] propanoate 
(fluazifop-butyl). all expressed as 
fluazifop. in or on the commodity carrots 
at 0.2 ppm. 

IC1 Americas Inc. has amended the 
petition by increasing the tolerance level 
in or on carrots from 0.2 ppm to 2.0 ppm. 
The proposed analytical method for 
determining residues is high pressure 
liquid chromatography (HPLC). (PM-23) 

Authority: 21 U.S.C. 346a. 

Dated: October 23.1965. 

Douglas D. CampL 

Director, Registration Division, Office of 
Pesticide Programs. 

(FR Doc. 85-26447 Plied 11-5-05; 545 am] 
atlUNQ COOC 0560-5041 


1OPTS-42O70; TSH-FRL #2904-1) 

Sodium N-Metriyt-N-Otooyttaorine; 
Decision Not To Test 

agency: Environmental Protection 
Agency (EPA). 

action: Notice. 

summary: This notice is EPA's response 
to the Interagency Testing Committee s 
(ITC) recommendation that EPA 
consider requiring health-effects testing 
of sodium W-methyl-Moleoyltaurine 
(SMOT, CAS No. 137-20-2) under 
section 4(a) of the Toxic Substances 
Control Act (TSCA). EPA is not 
initiating a rulemaking at this time under 
section 4(a) of TSCA to require health or 
environmental effects testing of SMOT 
EPA’s analysis of available data 
indicates that few people are exposed to 
this chemical, exposure levels are low, 
and only small amounts of this chemical 
are released to the environment. 
Existing information on health effects 
does not suggest potential for an 
unreasonable risk at expected exposure 
levels. 

FOR FURTHER INFORMATION CONTACT: 

Edward A. Klein, Director. TSCA 
Assistance Office (TS-799), Office of 
Toxic Substances. Environmental 
Protection Agency. Rm. E-543. 401 M SL, 
SW.. Washington, DC 20480. Toll Free: 
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(^00-424-9065). In Washington. DC: 
(554-1404). Outside the USA: 

• Operator—202-554-1404). 

SUPPLEISBITARV INFORMATION: EPA is 

not initiating a rulemaking under section 
4(a) of TSCA lo require testing of SMOT 
fnr the reasons presented below 

t Background 

A. ITC Recommendation 

Section 4(e) of TSCA (Pub. L 94-4*9. 

90 Stat. 2003 ct seq ; 15 U.S.C. 2601 et 
. ^•1 established the ITC to recommend 
to KPA a list of chemicals to be 

•nsidered for testing under section 4(a) 
of the Act 

The ITC designated SMOT for priority 
; i^deration in its 15th Report, 
pi 1 1 dished in the Federal Register of 
N v umber 29.1964 (49 FR 40931). This 
notice constitutes EPA's response to the 
11C designation of SMOT. The ITC 
recommended that SMOT be considered 
fur a staged health effects testing 
r »gram consisting of short-term 
gt> no toxicity, sensitization in 
if propriate test systems, and chronic 
toxidty/oncogenictty (conditional upon 
ihr results of the short term tests). The 
basis of these recommendations was as 
fellows: production of 300.000 to 3.1 
million pounds per year, potential for 
w orker exposure in the textile and 
pt stickle formulation industries, and 
potential for consumer exposure via the 

mpound's use in products such as 
hi us*!hold detergents, rug shampoos, 
laundry soaps and surface coatings. The 
riC concluded that there was a lack of 
nufficient data to characterize the effects 
of uncem for SMOT. No environmental 
eifects tests were recommended by the 
iTC because several studies of SMOT or 
SMOT analogs indicated rapid 
U-gradation, including one in which 
SMOT was found to be degraded by 75 
Percent in Chesapeake Bay water within 
1-4 days (Ref. 1). 

D Regulator^’ Development 

Under section 4(a)(1) of TSCA. EPA 
shall by rule require testing of a 
chemical substance to develop 
•<;>propriate test data if the Agency finds 

that: 

(A)(i) the manufacture, distribution in 
n rnmerce. processing, use. or disposal of a 
‘ hemicsl substance or mixture, or that any 
combination of such activities, may present 
an unreasonable risk of injury to health or the 

* n v irunmenl. 

(ii) there are insufficient data and 
experience upon which the effects of such 
manufacture, distribution in commerce, 
priH vising, use. or disposal of such substance 
or mixture or of any combination of such 
*»• ti vitie* on health or the environment can 
« * onabJy be determined or predicted, and 


(Ui) testing of such substance or mixture 
with respect to such effects is necessary to 
develop such date; or 

(H)(. j a chemical substance or mixture is or 
will be produced in substantial quantities, 
and (I) it enters or may reasonably be 
anticipated to enter the environment in 
substantial quantities or (If) thorp is or may 
be significant or substantial human exposure 
to suiih substance or mixture. 

(ii) there are insufficient data and 
experience upon which the effects of the 
manufacture, distribution in commerce, 
processing, use. or disposal of such substance 
or mixture or of any combination of such 
activities on health or the environment can 
reasonably be determined or predicted, and 

(til) testing of such substance or mixture 
with respect to such effects la necessary to 
develop such date. 

EPA uses a weight-of-evidence 
approach in making a section 
4frt)(l)(A)(») rinding: both exposure and 
toxicity information are considered in 
determining whether available data 
support a finding that the chemical may 
present an unreasonable risk. For the 
finding under section 4(a)(l)(B)(i). EPA 
considers only production, exposure, 
and release information to determine 
whether there is or may be substantial 

reduction ami significant or substantial 

uman exposure or substantial release 
lo the environment For the findings 
under sections 4(a)(l)(A)(ii) and (B)(ii), 
EPA examines toxicity and fate studies 
to determine whether existing 
information is adequate to reasonably 
determine or predict the effects of 
human exposure to, or environmental 
release of, the chemical. In making the 
finding under section 4(a)(l )f A)(iii) or 
(B)(tii) that testing is necessary. EPA 
considers whether ongoing testing will 
satisfy the information needs for the 
chemical and whether testing which the 
Agency might require would be capable 
of developing the necessary information. 

EPA's process for determining when 
these findings apply is described in 
detail in EPA's first and second 
proposed test rules as published in the 
Federal Register of July 18.1980 (45 FR 
4B524) and June 5.1981 (46 FR 30300). 
The section 4(a)(1)(A) findings are 
discussed at 46 FR 30300 and 48524 and 
the section 4(a)(1)(B) findings are 
discussed at 46 FR 30300. 

In evaluating the ITC's testing 
recommendations for SMOT, EPA 
considered all available relevant 
information including the following: 
Information presented in the ITC*s 
report recommending testing 
consideration; production volume, use. 
exposure, and release information 
reported by manufacturers of SMOT 
under the TSCA section 8(a) Preliminary 
Assessment Information Rule {40 CFR 
Part 712 Y. health and safety studies 


submitted under the TSCA section 8(d) 
Health and Safety Data Reporting Rule 
(40 CFR Part 718) on SMOT; published 
and unpublished data available to the 
Agency. 

11. Review of Available Data 

A. Physical Characteristics 

SMOT (CAS No. 137-20-2) is an 
anionic surfactant produced in the form 
of a fine white powder with a sweet 
odor (Ref. 2). Its estimated melting point 
is 76.5'C. estimated boiling point is 
387 C. estimated vapor pressure is 14.45 
x 10 ’nun Hg. estimated solubility in 
water is 9.2 mg/L, calculated log K(OW) 
is 4.29. and calculated log K(OC) is 4.08 
(Ref. 3). 

B. Production 

An industry estimate of 1983 
production of SMOT is approximately 
1.2 million pounds (Ref. 4). while the 
U.S. International Trade Commission 
(USITC) reported the 1983 production 
volume for a group of taurine-derived 
anionic surfactants to be 2277 million 
pounds (Ref. 5). The taurine derivatives 
included were SMOT; Af-(coconut oil 
acyl)-/V-methyltaurine. sodium salt; N- 
cyclohexyl-A T -palmitoyltaurine, sodium 
salt; A’-methyl/V-palmitoyltaurine, 
sodium salt; and Mmethyl-AMtall oil/ 
ocyl)taurinc. sodium salt. Sales of 
SMOT have remained steady for the 
past 4 years (Ref. 6). SMOT is produced 
by six firms: Crown-Metro. Inc., CAF 
Corp.. Hart Products Corp., Fmetex. Inc., 
Grifftex Chemicals, and CNC Chemical 
Corp. American Hoechst. Inc., imports 
SMOT. U.S. production is conducted at 
six sites by batch processes (Ref. 7), The 
largest producer is GAF Corp. (Ref. 8). 

C Human Exposure 

Four of the six producers that 
responded to queries about production 
reported very similar methods (Refs. 9 
through 12). It is likely, therefore, that 
production methods are consistent 
throughout the industry. The following 
production details were supplied by the 
largest manufacturer (well over 50 
percent of U.S. production) (Refs. 8 and 
9.) 

SMOT is manufactured on a batch 
basis. Batches are produced for 
approximately 3 weeks, which is defined 
as a campaign. Ten to twelve campaigns 
are run each year. The starting materials 
are charged into a reactor and allowed 
to react. When reaction is complete the 
aqueous product is discharged. The 
process is designed and operated so that 
there is no intentional release of the 
product. The substance is handled in 
solution: therefore, fugitive releases are 
unlikely. A total of 6 workers at one 
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plant are involved in the manufacture of 
the solution. Because of the physical 
form, worker exposure is limited to 
inadvertent releases such as spills or 
splashes, and therefore chemical gloves, 
protective aprons, and chemical goggles 
are considered sufficient. 

Approximately 10 percent of the product 
is sold in this form. An additional 10 
percent is further diluted with water or 
water/alcoho) for the slurry and gel 
forms. 

The solid form is produced by the 
drum drying of the solution. Nine 
workers are potentially exposed during 
this phase. This step in the processing 
results in the evolution of steam which 
is controlled and released to the 
environment. The material is then 
bagged or drummed in an enclosed 
process. Although the product is capable 
of minor dusting, losses in this phase of 
manufacturing, including workplace and 
environmental release, account for only 
500 lbs. per year (Ref. 9). 

Although the above description 
concerns only one SMOT manufacturer, 
confidential information submitted by 
the other manufacturers leads the 
Agency to conclude that manufacturing 
worker exposure to SMOT is not 
substantial. 

The major users of SMOT are the 
textile and pesticide-formulating 
industries (Ref. 8). In textile mills many 
different surfactants including SMOT 
are used for the washing of fabrics 
before dyeing, during the dyeing per se, 
and for washing after dyeing (Ref. 13). 
Only the liquid form of SMOT is used in 
textile mills (Ref, 14). One worker on 
each of the three shifts dilutes the 32- 
percent SMOT (concentration received 
from manufacturer) to 1-2 percent 
before mixing it with the wash water or 
dye bath. The resulting concentration in 
the baths is approximately 0.07 percent 
(Ref. 14). Protective clothing is available 
for these workers, but the extent to 
which it is used varies from mill to mill. 
At times workers are required to cut 
swatches from the damp fabric to check 
the color. Although they wear gloves for 
this operation, they may remove them in 
the process of rinsing the swatch and 
thereby come in contact with SMOT 
(Ref. 13). According to the National 
Occupational Hazard Survey conducted 
by the National Institute for 
Occupational Safety and Health (1972- 
1974), approximately 585 textile workers 
are potentially exposed to SMOT (Ref. 
15). 

A minor application of SMOT is in the 
production of black and white 
photographic paper. Worker exposure 
for this entire industry has not been 
determined. However. EPA believes the 
exposure to be very slight because of the 


high degree of automation of the process 
and the need for enclosure of the 
process because of light sensitivity. In 
the production process of one of the 
largest producers of this type of 
photographic paper. 11 employees are 
potentially exposed during the process 
of mixing chemicals. Each one is 
exposed approximately 9 times per year 
for about 3 minutes per exposure or 27 
minutes of exposure per worker per 
ear. This is equivalent to 5 worker 
ours per year (Refs. 16 and 25). 

The only confirmed TSCA use of 
SMOT in a consumer product is black 
and white photographic paper in which 
SMOT is encapsulated in the coating at 
a concentration of less than 0.01 percent. 
This paper is developed by the wet 
process (Refs. 17 and 18). 

Although the ITC believed SMOT was 
used as a component of mg shampoos, 
laundry soaps, household detergents, 
and surface coatings (49 FR 46931), EPA 
could find no evidence of these uses. 

Pesticide formulators use the dry or 
flake form of SMOT which consists of at 
least 07 percent SMOT, 19-20 percent 
sodium chloride. 8-9 percent sodium 
oleate, 1-3 percent water, and a trace of 
sodium sulfate (Ref. 9). The particles are 
approximately 0.5 to 1 mm in diameter 
therefore, dusting and worker inhalation 
are minimal (Ref. 19). There are 
approximately 20 sites with six workers 
per site in the U.S. where pestidde- 
formulating workers could be potentially 
exposed to SMOT (Ref. 20). 

D. Health Effects 

1. Acute oral toxicity . Seidenfaden 
(Ref. 21) reported that the oral LDm of 
SMOT in mice was 3.7 g/kg body 
weight. 

Hopper et al. (Ref. 22) found the oral 
LDbo in Harlan strain albino mice to be 
6*03 g/kg body weight The mice (10/ 
group) received 0.5 cc of solution/20 g 
body weight. All deaths occurring within 
72 hours of treatment were considered 
compound related. Hopper et al. (Ref. 

22) also determined that the intravenous 
LDbo value for SMOT in mice is 0.35 g/ 
kg. Animals were observed for 24 hours 
after treatment in this case. 

Other acute oral toxicity studies for 
SMOT with similar results are included 
in Ref. 9. 

2. Primary dermal irritation. In a 
study of dermal irritation, six New 
Zealand white rabbits of mixed sex 
were employed. One-half milliliter of a 
20-percent aqueous solution of Tauranol 
MS* (the paste form of SMOT produced 
by Finetex. 32 to 33 percent active 
ingredient) adjusted to pH 7.0 was 
applied to dipped areas of intact and 
abraded skin. The test material was 
covered by an occlusive patch which 


was removed after 24 hours. The 
application sites were observed and 
scored for erythema and edema 24 and 
72 hours following treatment. The 
primary irritation index calculated from 
these scores was 0.60, which was 
interpreted to mean that the potential 
exists from this compound to be slightly 
irritating (Ref. 23). 

Another acute dermal irritation 
animal study for SMOT with similar 
results is included in Ref. 21. 

In an epicutaneous test, SMOT was 
applied to the skin of highly eczematic 
persons as an aqueous solution and left 
to dry (Ref. 21). SMOT was reported to 
have very good skin compatibility. No 
further details were provided, 

3. Primary eye irritation . In a study of 
ocular irritation in six New Zealand 
white rabbits, a 20-percent aqueous 
solution of Tauranol MS* (pH 7-0) wu& 
employed (Ref. 23). One-tenth milliliter 
was applied to the right eye of each 
animal. The untreated left eye served as 
a control. The treated eyes remained 
unwashed for hours. The eyes were 
observed 1, 2, and 3 days after treatment 
and were scored for the presence and 
severity of ocular lesions. The total 
possible score/animal/day was 110. On 
day 1, the average score for six animals 
was 3.0. On days 2 and 3. the score for 
all animals was 00. The authors 
concluded that SMOT was not an ocular 
irritant to rabbits under these 
conditions. 

Other acute ocular irritation studies 
for SMOT with simile!' results are 
included in Refs. 9, 21 and 22. 

4. Primary dermal sensitivity. An in 
vivo study to determine photoallergic 
and contact allergic potentials of Igepon 
TC-42* (at least 24 percent SMOT. 6 
percent sodium chloride. 85 percent 
water and a trace of sodium sulfate) on 
human skin was conducted with 31 
human females age 20 to 63. The test 
material was diluted with water to 50 
percent and applied on the inner aspect 
of the forearm. The other forearm was 
considered the control. Patches 
remained in place for 24 hrs. after which 
the degree of dermal response was 
recorded. Selected contact sites were 
then subjected to ultraviolet irradiation 
3 days per week for 10 irradiations. 
After a 10 to 13 day rest, challenge 
patches were applied to virgin adjacent 
sites. After 24 hrs. teat sites were 
examined for degree of response. Virgin 
sites were then irradiated and reading* 
taken 24 and 48 hra later. Only transient 
reaction was observed; the test was 
considered to be negative (Ref 9). 

Another dermal sensitization test for 
SMOT with human volunteers with 
similar results is included in Ref. 9. 
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5. Subchronic oral toxicity. Five or 10 
mice receiving 10 percent of the SMOT 
U)ao by gavage (or 663 rag/kg body 
weight) daily, 6 days/weeks for a total 
of 26 doses, were dead by the tenth dose 
(Ref. 22). The rest of the animals 
survived to the end of the experiment. 

No farther details were provided. 

Fitzhugh and Nelson (Ref. 24) 
conducted a 16-week experiment in 
which SMOT was fed to groups of five 
male weanling Osbome-Mendel rats as 
05,1.2.4. and 8 percent of the diet. 

Body weights and food consumption 
were determined at weekly intervals. 

An apparent dose-related decrease in 
growth was seen over the 16-week 
period. At dosage levels of 4 and 8 
percent, retardation of the growth rate 
reached significant levels (p<0.05). Two 
of the five animals receiving the 8- 
percent concentration died with 
gastrointestinal irritation during the 
experimental period. Gross examination 
of animals sacrificed at 18 weeks 
showed concentration-dependent 
gastrointestinal irritation, which 
probably prevented proper nutritional 
intake at the higher doses. No 
microscopic examinations were 
performed. 

Repeated feeding of SMOT (100 mg/kg 
body weight) to male albino rats (mixed 
strains) did not produce any apparent 
effects (Ref. 20). The available report 
does not specifically state whether 
SMOT was administered by gavage or 
incorporated into the diet The study 
was described as subchronic, but its 
duration was not reported. Blood and 
urin»» samples were analyzed, and 
macroscopic and histological 
examinations were performed upon 
autopsy without revealing any 
detrimental effects. No further details 
wen* reported. 

Ihe Agency believes that these 
sub hrotiic test data do not suggest that 
human exposure to SMOT may present 
an unreasonable risk to human health. 

8 Teratogenicity and reproductive 
toxicity. The Agency has no data on the 
teratogenicity and reproductive toxicity' 
of SMOT. 

7 Mutagenicity. The Agency has no 
data on the mutagenicity of SMOT. 

8 Carcinogenicity. The Agency has no 
date on the carcinogencity of SMOT. 

Ul. Decision Not to Initiate Rulemaking 

EPA has decided not to initiate 
rRemaking to require health effects 
testing of SMOT under section 4 of 
TSCA. The basis for this determination 
19 that because of its limited potential 
for human exposure there is not 
tignificant or substantial human 
exposure nor do existing data provide 
reason for believing that SMOT may 


present an unreasonable risk of injury to 
human health. 

Human exposure to SMOT is 
expected to be minimal for the following 
reasons: 

(a) Very few SMOT production 
workers are potentially exposed. The 
process is essentially closed, and, 
except for the drying process. SMOT is 
in solution. Owing to its low vapor 
pressure, there is little prospect for 
worker exposure via inhalation. During 
the drying operation, a small number of 
workers could be potentially exposed to 
150 mg/day (OSHA nuisance dust limit). 

(b) Three industries use SMOT: textile 
production, pesticide formulation, and 
black and white photographic paper 
production. Relatively few workers are 
exposed in these industries, and the 
majority of these workers are exposed 
to very low SMOT concentrations. 

(c) The potential for consumer 
exposure is very slight. The only known 
consumer product containing SMOT is 
photographic paper. The SMOT. present 
below 0.01 percent, is expected to 
remain encapsulated in the coating on 
the paper. 

Acute and subchronic oral toxicity 
testing of SMOT indicate a low degree 
of toxicity. Oral subchronic effects are 
apparently due to gastrointestinal 
irritation; no organ-specific effects were 
recorded. Only mild irritation was 
elicited by acute dermal and ocular 
tests. Skin sensitization testing produced 
negative results. The Agency has no 
data indicating reproductive toxicity, 
mutagenicity, or carcinogenicity for 
SMOT. 

The available toxicity data on SMOT 
(discussed in Unit U.D.) do not provide 
any basis to believe that these levels of 
exposure to SMOT may present an 
unreasonable risk of health effects to 
the exposed workers or consumers. 

IV. Public Record 

EPA has established a public record 
for this decision not to test under section 
4 of TSCA (docket number OPTS- 
42078). The record includes the 
following information: 

A . Support Documentation 

(1) Federal Register notices pertaining 
to this decision consisting of: 

(a) Notice containing the ITC 
designation of SMOT to the Priority List. 

(b) Notices requiring TSCA section 
8(a) and (d) reporting for SMOT. 

(2) Communications consisting of: 

(a) Written public and intra-agency or 
interagency memoranda and comments. 

(b) Summaries of telephone 
conversations. 

(c) Summaries of meetings. 


(d) Reports—published and 
unpublished factual materials, including 
contractors* reports. 
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Summarized telephone conversation with 
R. Sanford. U.S. Environmental Protection 
Agency, Washington. D.C. August 2.1985. 

(15) Sunden, D. National Institute for 
Occupational Safety and Health. 
Cincinnati. OH. Summarized telephone 
conversation with R Sanford, US. 
Environmental Protection Agency. 
Washington. DC. July 31,1985. 
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(16) Humphreys. ]. Eastman Kodak Co.. 
Rochester. NY 14650. Summarized 
telephone conversation with S. Beals. 
Syracuse Research Corp., Morrill La., 
Syracuse. NY 13210 August 12.1985. 

(17) Eastman Kodak Co. Rochester, NY 14650. 
Letter from R.L Raleigh to M. Neal. 
Syracuse Research Corp.. Syracuse, NY 
13210. May 17.1965. 

(18) NcaJ, M. Syracuse Research Corp., 
Morrill La.. Syracuse. NY 13210 
Summarized telephone conversation with 
R. Sanford. U.S. Environmental Protection 
Agency. Washington. D.C. August 5.1985. 

(19) Anseil, J. GAP Corp., 1381 Alps. Wayne. 
NJ 0747a Summarized telephone 
conversation with R. Sanford. U S. 
Environmental Protection Agency. 
Washington, D.C July 2.1985. 

(20) USEPA. U S. Environmental Protection 
Agency. Washington, D.C. Interofftre 
memorandum between P. Quillen. 

Chemical Engineering Branch and R. 
Sanford. Test Rules Development Branch. 
August 14.1985. 

(21) Seidenfaden. M L The use of taurides, 
aarcocides and isethionates in cosmetics.** 
American Perfumer and Cosmetics. 81: 29- 
32.1968. 

(22) Hopper S3., Hufpieu Hit. Cole V V 
"Some toxicological properties of surface- 
active agents." Journal of American 
Pharmaceutical Association. 38: 428-432. 

1949. 

(23) Finetex. Inc. Elmwood Park. N| 07407. 
Final Report on the primary dermal 
irritation, ocular irritation and setue oral 
toxicity of Tauranol MS. Prepared by 
Consumer Product Testing Co*. Inc. 
Fairfield. N| 07008.1978 

(24) Fitrhugh. O.G., Nelson. A.A. "Chronic 
oral toxicities or surface*active agents." 
Journal of the American Pharmaceutical 
Association Science Edition, 37: 29-32 
1948. 

(25) Humphreys. ]. Eastman Kodak Co. 
Rochester. NY 14850. Summarized 
telephone conversation with S. Beals. 
Syracuse Research Corp. Merrill La.. 
Syracuse. NY 13210 April 23.1985. 

Confidential Business Information 
(CBI), while part of the record, is not 
available for public review. A public 
version of the record, from which CBI 
has been deleted, is available for 
inspection in the OPTS Reading Rm. E- 
107.401 M St.. SW.. Washington. DC. 
from 8 e.m. (o 4 p.m., Monday through 
Friday, except legal holidays. 

(15 U.SC. 2803) 

Dated: October 31,1985. 

fohn A. Moore, 

Assistant Administrator for Pestk tdes and 
Toxic Substances. 

|FR Doc. 85-26528 Piled 11-5-85: 8.45 am) 

WILING COOC CSdO-SO-M 


EXPORT-IMPORT BANK OF THE 
UNITED STATES 

[Public Notice 4] 

Agency Forms Submitted for OMB 
Review 

Agency: Export-import Bank of the 
United States. 

Action: In accordance with the 
provisions of the Paperwork Act of 1980, 
Eximbank has submitted a proposed 
collection of information in the form of a 
survey to the Office of Management and 
Budget for Review. 

Jhjrpose: The proposed Annual 
Competitiveness Report Survey of 
Exporters and Bankers as authorized by 
12 U.S.C. 635(b), Export-Import Bank of 
the U.S. Act of 1945. as amended, is to 
be completed by U.S. banks and 
exporters familiar with Eximbank’s 
programs as a means of evaluating the 
private sector's view on the extent to 
which Eximbank has provided export 
credit programs competitive with the 
export credit programs offered by the 
major foreign OECD governments. 

The collection of the information will 
enable Eximbank to assess and report to 
the U.S. Congress the private sector’s 
view of its programs' competitiveness, 
as required by law. 

Summary: The following summarizes 
the information collection proposal 
submitted to OMB: 

(1) Type of request: revision. 

(2) Number of forms submitted: one. 

(3) Form number. EIB No. 85-3 (Rev. 
10/85). 

(4) Title of information collection: 
Annual Competitiveness Report Survey 
to Exporters and Bankers. 

(5) Frequency of use: annual. 

(6) Respondents: commercial banks 
and exporters in the United States. 

(7) Estimated total number of 
responses: 85. 

(6) Estimated total number of hours 
needed to Fill out the form: 63.75. 

Additional Information or Comments: 

Copies of the proposed survey may be 
obtained from Helene Wall, Agency 
Clearance Officer (202) 566-8111. 
Comments and questions should be 
directed to Francine Picouit, Office of 
Management and Budget. Information 
and Regulatory Affairs, Room 3235, 
Washington, D.C 20503. (202) 395-7231. 
All comments should be submitted 
within two weeks of the date of this 
notice; if you intend to submit comments 
but are unable to meet this deadline, 
please advise Francine Picouit by 
telephone that comments will be 
submitted late. 


Dated: October 31.1965. 

Helens Wall 

Agency Clearance Officer. 

|FR Doc 85-26509 Filed 11-6-85; 845 am) 

BILLING COOC ItO OHM 


FEDERAL COMMUNICATIONS 
COMMISSION 

Bowman Aviation, Inc., at at; Hearing 
Designation Order 

In re the Applications of. PR Docket No 

85-322: 


Bowman Aviation. Inc, An- Flit No. 107-A-Ltt 
derton. Sooth Carotin*. 

Anderson Aviation. Inc. Pile No. 111-A-Ltt 
Andrraoo. Sooih Caroli¬ 
na. For an aeronautical 
advisory station to serve 
Anderson County Air¬ 
port Anderson. South 
Carolina. 


Adopted: October 28.1985. 

Released; November 1.1985. 

1. Bowman Aviation, Inc. (Bowman) 
and Anderson Aviation, Inc. (Andersun) 
have each filed an application for 
authority to operate an aeronautical 
advisory station at Anderson County 
Airport. Anderson. South Carolina. Each 
application is for a new station 
authorization, and each application 
meets the basic eligibility requirement* 
of Part 87 of the Commission's rules. 
Since Section 87.251(a) of the 
Commission's rules provides that only 
one aeronautical advisory station may 
be authorized at an airport, the 
applications captioned above are 
mutually exclusive. Accordingly, it is 
necessary to designate these 
applications for comparative bearing in 
order to determine which, if any, should 
be granted. 

2. In view of the foregoing, it is 
ordered, that pursuant to the provisions 
of section 309(e) of the Communications 
Act of 1934, as amended. 47 U.S.C. 
309(e), and Section 0.331 of the 
Commission's rules, 47 CFR 0.331, the 
applications captioned above are hereby 
designated for hearing in a consolidated 
proceeding at a time and place to be 
specified in a subsequent Order on the 
following issues: 

(a) to determine which applicant 
would provide the public with the better 
aeronautical advisory service based on 
the following comparative 
considerations: 

(1) Location of the aviation service 
organization and proposed radio station 
in relation to the landing area and 
patterns; 

(2) Hours of operation; 
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(3) Personnel available to provide 
advisory service; 

(4) Experience of the applicants and 
their employees in aviation and aviation 
communications, including but not 
limited to operation of stations in the 
aviation services under Part 87 that may 
be or have been authorized to the 
applicant; 

(5) Ability to provide information 
pertaining to primary and secondary 
communications as specified in Section 
87.257 of the Commission's rules; 

(6) Proposed radio system including 
control and dispatch points; and 

(7) The availability of the radio 
facilities to other aviation service 
organizations; 

(b) To determine in light of the 
evidence adduced on the foregoing 
issues which of the applications should 
be granted 

3. It is further ordered, that the burden 
of proof and the burden of proceeding 
with the introduction of evidence is on 
each applicant with respect to its 
application. 

4. It is further ordered, that to avail 
themselves of an opportunity to be 
heard Bowman and Anderson, pursuant 
to i 1.221(c) of the Commission's rules, 

47 CFR 1.221(c). in person or by 
attorneys, must file with the 
Commission, within 20 days of the 
mailing of this Order, a written 
appearance, in triplicate, stating an 
intention to appear on the date set for 
hearing and to present evidence on the 
issues specified in this Order. Failure to 
file a written appearance within the time 
specified may result in dismissal of the 
application with prejudice. 

Federal Communications Commission. 

Robert S. Foosaner; 


For consent to assignment 
of licenses for Public 
Lend Mobile Services 
Stations KLBSOQ. 

KQZ752. KXX720. 

Ktrcma. kfia». 

KUC802. KFLSTft 

KtJClW, KFJ890. KFT281 
and KSV91Q, in the State 
of Arkansas. 

For a construction permit 
for new facilities to oper¬ 
ate in tho Public Land 
Mobile Service at West 
Memphis. Arkansas. 

For a construction permit 
for a new* facility to oper¬ 
ate on frequency 152.24 
MHz in the Public Land 
Mobile Service at Rus¬ 
sellville. Arkansas. 


File Nos 21689-CD- 
AI-1-85. 21608- 
CD-Alr2-45. 
2ieai-a>-Ai^2~ 
85. 21W2-CD-AU 
2-85. 21603-CD- 
AL-1-85. 21694- 
CD-Al^l-85 
Z169S-CD-MP/ML- 
1-85, 100-M-AL- 
2S 

File No. S042-CD-P- 
(2K3. 


File No 22650-CD-P- 
7ft 


Released; November 1.1966. 

1. On October 23,1985, the 
Commission released an Order to Show 
Cause and Memorandum Opinion and 
Order Designating Applications for 
Hearing, FCC 85-587, in the captioned 
proceedings. The Order inadvertently 
failed to list two pending assignment 
applications. Accordingly, File Nos. 

21685-CD-MP/ML-1 -85 and 100-M-AL- 
25 should be added to the designated 
assignment applications listed in the 
caption and in paragraph 38 of the 
Order. 

Federal Communications Commission. 
William |. Tricarico, 

Secretary. 

[FR Doc. 85-26485 Filed 11-5-85:8 45 am| 

BILLING COOC S712-01-H 


(Report No. W-2] 

Radio Broadcasting; Window Notice 
for the Filing of FM Broadcast 
Applications 


Chief. Private Radio Bureau. 

|FR Doc, 85-28484 Filed 11-6-85; 8 45 am| 
BILLING COOC SMS-ftl-H 


Mobilfone Communications; Erratum 

In re Applications of: Otis L Hale d/b/a/ 
Mohilfone Communications: 


For renewal of license of 
Nation KLB500 author- 
to operate on fre¬ 
quencies 152,03. 15200. 
15118. and 15221 MHz in 
tbs Public Land Mobile 
Service et Little Rock Ar- 
kansas. 

For renewal of license of 
Station KQZ7S2 author¬ 
ized to operate on fre¬ 
quencies 152-24 and 
15870 MHz in the Public 
Land Mobile Service at 
Little Rock. Arkansas. 


CC Docket No. 62-16; 
File No 23607-CD- 
R -70 


CC Docket No 82-16. 
File No 23700-CD- 
R-70 


Released; October 31.1985. 

Notice is hereby given that 
applications for vacant FM broadcast 
allotment^) listed on the attached 
appendix may be submitted for filing 
during the period beginning November 
15,1985 and ending December 16.1985 
inclusive. Selection of a permittee from 
a group of acceptable applicants will be 
by the Comparative Hearing process. 

Federal Communications Commission. 
William). Tricarico, 

Secretary. 

Appendix 
Channel—266A 

Elba-AL 

Bloomfield-IN 

Girard K S 

(onesvitlc-LA 

Vicksburg-MS 

White Rock-NM 


Fort Plain-NY 

Grove City—OH 

Suthlerlin-OR 

Hardee vtlle-SC 

Port Isabel-TX 

Richmond-VA 

(FR Doc. 85-28487 Filed 11-5-85; 8:45 am) 

BILLING COOC S712-01-N 


FEDERAL DEPOSIT INSURANCE 
CORPORATION 

Information Collection Submitted to 
OMB for Review 

agency: Federal Deposit Insurance 
Corporation. 

action: Notice of information collection 
submitted OMB for review and approval 
under the Paperwork Reduction Act of 
1980. 


Title of Information Collection: 
Application for Consent to Reduce or 
Retire Capital. 

Background 

In accordance with requirements of 
the Paperwork Reduction Act of 1980 (44 
U.S.C. Chapter 35). the FDIC hereby 
gives notice that it has submitted to the 
Office of Management and Budget a 
form SF-83. “Request for OMB Review/* 
for the information collection system 
identified above. 

address: Written comments regarding 
the submission should be addressed to 
Robert Neal, Office of Information and 
Regulatory Affairs. Office of 
Management and Budget Washington 
DC 20503 and to John Keiper, Assistant 
Executive Secretary (Administration). 
Federal Deposit Insurance Corporation, 
Washington DC 20429. 

Comments: Comments on this 
collection of information should be 
submitted by November 21.1985. 

FOR FURTHER INFORMATION CONTACT. 
Requests for a copy of the submission 
should be sent to John Keiper, Assistant 
Executive Secretary (Administration). 
Federal Deposit Insurance Corporation. 
Washington. DC 20429. telephone (202) 
389-4351. 

summary: The FDIC is requesting OMB 
to approve the use of a letter application 
by an insured State nonmember bank 
who seeks FDIC consent to reduce the 
amount or retire any part of its common 
or preferred capital stock, or retire any 
part of its capital notes or debentures. 
Under 12 U.S.C. 1828(i)(l). such banks 
must obtain the prior consent of the 
FDIC prior to reducing or retiring 
capital. The use of a letter application 
by a bank desiring such consent enables 
the FDIC to meet its statutory 
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responsibility. It is estimated that it 
takes approximately one hour for the 
average bank to prepare the required 
letter application that describes in 
narrative form, the intended transaction 
and the benefits to be derived by the 
bank as a result of the transaction. 

Dated: October 30,1985. 

Federal Deposit Insurance Corporation 
Hoyle L. Robinson, 

Executive Secretary. 

[FR Doc 85-26419 Filed 11-6-65; 8 45 am] 
BILLING COOC f 714-61-41 


FEDERAL EMERGENCY 
MANAGEMENT AGENCY 

(FEMA-747-OR) 

Connecticut; Amendment to Notice of 
a Major-Disaster Declaration 

agency; Federal Emergency 
Management Agency. 
action: Notice. 

SUMMARY: This notice amends the notice 
of a major disaster for the State of 
Connecticut (FEMA-747-OR). dated 
October 11,1985, and related 
determinations. 

DATE or. October 3a 1985. 

FOR FURTHER INFORMATION CONTACT: 
Sewall RE. Johnson, Disaster 
Assistance Programs, Federal 
Emergency Management Agency, 
Washington, D.C. 20472, (202) 646-3616. 

NOTICE The notice of a major 
disaster for the State of Connecticut 
dated October 11,1985, is hereby 
amended to include the following areas 
among those areas determined to have 
been adversely affected by the 
catastrophe declared a major disaster 
by the President in his declaration of 
October 11,1985: 

Hartford. Fairfield, Tolland and 
Windham Counties for Public 
Assistance. 

(Catalog of Federal Domestic Assistance No. 
66416, DtsUsler Assistance.) 

Dave McLoughlin, 

Acting Associate Director, State and Local 
Programs and Support Federal Emergency 
Management Agency, 

[FR Doc. 85-26439 Filed 11-6-65; 8.45 am] 

BUJJNQ COOC 9714-02-M 


(FEMA-751-DR) 

Massachusetts; Notice of Major 
Disaster and Related Determinations 

agency: Federal Emergency 
Management Agency. 
action: Notice. 


summary: This is a notice of the 
Presidential declaration of a major 
disaster for the Commonwealth of 
Massachusetts (FEMA-751-DR), dated 
October 28,1985, and related 
determinations. 

dated: October 28,1985. 

FOR FURTHER INFORMATION CONTACT: 

Sewall RE. Johnson, Disaster 
Assistance Programs, Federal 
Emergency Management Agency, 
Washington, D.C. 20472 (202) 848-8816. 

NOTICE: Notice is hereby given that, 
in a letter of October 28.1985, the 
President declared a major disaster 
under the authority of the Disaster 
Relief Act of 1974, as amended (42 
U.S.C. 5121 et seq., Pub. L 93-288), as 
follows: 

I have determined that the damage in 
certain areas of the Commonwealth of 
Massachusetts resulting from Hunicauo 
Gloria, beginning on September 27,1965, is of 
sufficient severity and magnitude to warrant 
a major-disaster declaration under Public 
Law 93-268.1 therefore declare that such a 
major disaster exists In the Commonwealth 
of Massachusetts. 

In order to provide Federal assistance, you 
are hereby authorized to allocate, from funds 
available for these purposes, such amounts 
as you find necessary for Federal disaster 
assistance and administrative expenses. 
Consistent with the requirement that Federal 
assistance be supplemental, any Federal 
funds provided under Pub. L. 95-288 for 
Public Assistance will be limited to 75 
percent of total eligible costs in the 
designated area. 

The time period prescribed for the 
implementation of section 313(a), 
priority to certain applications for public 
facility and public housing assistance, 
shall be for a period not to exceed six 
months after the date of this declaration. 

Notice is hereby given that pursuant 
to the authority vested In the Director of 
the Federal Emergency Management 
Agency under Executive Order 12148,1 
hereby appoint Mr. Albert A. Gammal, 

Jr. of the Federal Emergency 
Management Agency to act as the 
Federal Coordinating Officer for this 
declared disaster. 

I do hereby determine the following 
areas of the Commonwealth of 
Massachusetts to have been affected 
adversely by this declared major 
disaster and are designated eligible for 
Public Assistance: 

Bristol, Middlesex, Norfolk, and Plymouth 

Counties. 

The Towns of Manchester. Rockpoii, and 

Saugus in F^sex County. 

The Towns of Blandford. Chester, and 

Granville in Hampden County. 

The City of Revere in Suffolk County. 

The Towns of Holden. Shrewsbury, and 

Southborough in Worcester County. 


(Catalog of Federal Domestic Assistance No. 
83.516. Disaster Assistance.) 

James J. Delaney, 

Acting Deputy Director. Federal Emergency 
Management Agency . 

[FR Doc. 85-26441 Filed 11-5-45; 545 am] 

BILLING COOC C7H-02-N 


IFEMA-745-OR] 

Rhode Island, Amendment to Notice of 
8 Major-Disaster Declaration 

agency: Federal Emergency 
Management Agency. 
action: Notice. 

summary: This notice amends the notice 
of a major disaster for the State of 
Rhode Island (FEMA-748-DR). dated 
October 15,1985, and related 
determinations. 

DATED: October 29,1985. 

FOR FURTHER INFORMATION CONTACT: 
Sewall RE. Johnson, Disaster 
Assistance Programs, Federal 
Emergency Management Agency, 
Washington, D.C. 20472, (22) 648-3616. 
notice: The notice of a major disaster 
for the State of Rhode Island, dated 
October 15.1985, is hereby amended to 
include the following areas among those 
areas determined to have been 
adversely affected by the catastrophe 
declared a major disaster by the 
President In his declaration of October 
15,1985: 

Bristol, Kent and Providence Counties for 
Public Assistance. 

(Catalog of Federal Domestic Assistance No. 
63.516, Disaster Assistance.) 

Samuel W. Speck. 

Associate Director. State and Local Programs 
and Support Federal Emergency 
Management Agency. 

[FR Doc. 65-26442 Filed 11-5-65: 8:45 am] 
BILLING COOC S7IS-W-M 


FEDERAL RESERVE SYSTEM 

BANCO Safra S.A. et al.; Formations 
of, Acquisitions by, and Mergers of 
Bank Holding Companies 

The companies listed in this notice 
have applied for the Board's approval 
under section 3 of the Bunk Holding 
Company Act (12 U.S.C 1842) and 
S 225.14 of the Board's Regulation Y (12 
CFR 225.14) to become a bank holding 
company or to acquire a bank or bank 
holding company. The factors that are 
considered in acting on the application* 
are set forth in section 3(c) of the Act (12 
U.S.C. 1842(c)). 

Each application is available for 
immediate inspection at the Federal 
















Federal Register / Vol. 50, No. 215 / Wednesday, November 0, 1905 / Notices 


46185 


Reserve Bank indicated. Once the 
application has been accepted for 
processing, it will also be available for 
inspection at the offices of the Board of 
Governors, interested persons may 
express their views in wnling to the 
Reserve Bank or to the offices of the 
Board of Governors. Any comment on 
an application that requests a hearing 
must include a statement of why a 
written presentation would not suffice in 
lieu of a hearing, identifying specifically 
any questions of fact that are in dispute 
and summarizing the evidence that 
would be presented at 8 hearing. 

Unless otherwise noted, comments 
f yarding each of these applications 
must be received not later than 
November 27.1905. 

A. Federal Reserve Bank of New York 
l William L Rutledge. Vice President) 33 
Liberty Street New York. New York 

10045: 

1. Banco Sofia S.A., Sao Paulo. Brazil; 
Safrv SLA. Administmcoo E 
Pnrticipacoes, Sao Paulo, Brazil. 

Cartogo Empreendimentos E 

t irctcipacoes LTD A* Sao Paulo, Brazil; 
and Safro Holding S.A., Sao Paulo, 

Brazil; to become a bank holding 
company by acquiring 50.6 percent of 
the voting shares of Safra National Bank 
of New York. New York, New York. 

D. Federal Reserve Bank of Chicago 
iPrankin D. Dreyer, Vice President) 230 
South LaSalle Street Chicago, Illinois 
60860: 

L Monticello Corporation, Monticello, 
Wisconsin; to become a bank holding 
company by acquiring 00 percent of the 
v oting shares of Bank of Monticello. 
Monticello, Wisconsin. Comments on 
this application must be received not 
later than November 25,1985. 

2. The Marine Corporation , 

Milwaukee, Wisconsin; to acquire 100 
percent of the voting shares of Mequon 
S:ate Batik, Mequon, Wisconsin. 

C. Federal Reserve Bank of 
Minneapolis (Bruce J. Hedblom. Vice 
President) 250 MaTquctte Avenue, 
Minneapolis, Minnesota 55460: 

1. Guaranty Development Company, 

S vingston, Montana; to acquire 99.48 
percent of the voting shares of First 
Citizens Bank of Boston. Bozeman. 
Montana. 

0. Federal Reserve Bank of Kansas 
City (Thomas M. Hoenig. Vice 
President) 925 Grand Avenue, Kansas 
City, Missouri 04198: 

1. Adbank Holding Company, 

Ogaliala, Nebraska; to merge with each 
of the following bank holding 
companies: Chase County Corportion, 
Ogaliala, Nebraska, thereby indirectly 
acquiring Chase County Bank and Trust 
Company. Imperial, Nebraska; Adco, 
Ogaliala. Nebraska, thereby indirectly 


acquiring Bank of Brule. Brule Nebraska; 
and First Security Corporation. Ogaliala, 
Nebraska, thereby indirectly acquiring 
First Security Bank, Sutherland. 
Nebraska. Applicant has also applied to 
acquire directly Keith County Bank and 
Trust. Ogaliala, Nebraska and Security 
State Bank. Madrid, Nebraska. 

E. Federal Reserve Bank of Kansas 
City (Thomas M. Hoenig, Vice 
President) 925 Grand Avenue. Kansas 
City. Missouri 64190: 

1. Western Buncshares of 
Alamogordo, Inc* Alamogordo, New 
Mexico; to become a bank holding 
company by acquiring 80 percent of the 
voting shares of Western Bank. 
Alamogordo. New Mexico. 

Board of Governors of the Federal Reserve 
System. October 31.1985. 

)amet McAfee, 

Associate Secretory of the Board. 

(FR Doc. 85-28397 Filed 11-6-85:6*45 am) 
eauwG coot wio-ov* 


Barnett Banks of Florida, Inc., at al.; 
Formations of, Acquisitions by, and 
Mergers of Bank Holding Companies 

The companies listed in this notice 
have applied for the Boards approval 
under section 3 of the Bank Holding 
Company Act (12 U.S.C. 1842) and 
S 225.14 of the Board’s Regulation Y (12 
CFR 225.14] to become a bank holding 
company or to acquire a bank or bank 
holding company. The factors that are 
considered in acting on the applications 
are set forth in section 3(c) of the Act (12 
U.S.C. 1842(c)). 

Each application is available for 
immediate inspection at the Federal 
Reserve Bank indicated. Once the 
application has been accepted for 
processing, it will also be available for 
inspection at the offices of the Board of 
Governors. Interested persons may 
express their v»ews in writing to the 
Reserve Bank or to the offices of the 
Board of Governors. Any comment on 
an application that requests a hearing 
must include a statement of why a 
written presentation would not suffice in 
lieu of a hearing, identifying specifically 
any questions of fact that are in dispute 
and summarizing the evidence that 
would be presented at a hearing. 

Unless otherwise noted, comments 
regarding each of these applications 
must be received not later than 
November 27.1985. 

A. Federal Reserve Bank of Atlanta 
(Robert E. Heck, Vice President) 104 
Marietta Street, N.W.. Atlanta, Georgia 
30303: 

1. Barnett Banks of Florida, Inc., 
Jacksonville. Florida; to acquire 100 
percent of the voting shares of Barnett 


Bank of Santa Rosa County, Santa Rosa, 
Florida, a de novo bank. 

B. Federal Reserve Bank of Chicago 
(Franklin D. Dreyer. Vice President) 230 
South LaSalle Street. Chicago. Illinois 
00690: 

1. F&M Financial Services 
Corporation, Menomonee Falls. 
Wisconsin; to acquire 100 percent of the 
voting shares of The Farmers State 
Bonk, Sullivan. Wisconsin. 

Z M. G. Bancorpomtion, Inc., Chicago, 
Illinois; to acquire 95.82 percent of the 
voting shares of Du Page County 
Bancorp, Inc., Glendale Heights, Illinois, 
thereby indirectly acquiring Du Page 
County Bank of Glendale Heights. 
Glendale Heights, Illinois. 

C. Federal Reserve Bank of St. Louis 
(Delmer P. Weisz. Vice Presideut) 411 
Locust Street, St Louis, Missouri 83106: 

1. First Community Ban whores, Inc., 
Middleton. Tennessee; to become a 
bank holding company by acquiring 80 
percent of the voting shares of the Bank 
of Middleton, Middleton, Tennessee. 
Comments on this application must be 
received not later than November 20, 
1985. 

Board of Governor* of the Federal Reserve 
System. October 31.1985. 

James McAfee, 

Associate Secretary of the Board. 

[FR Doc 85-20398 Filed 11-5-85; 8:45 ami 
aauHC coot * 2 io-omc 


Canton Bancsharet, lnc. v et al.; 
Applications To Engage de Novo In 
Permissible Nonbanking Activities 

The companies listed in this notice 
have filed an application under 
§ 225.23(a)(1) of the Board's Regulation Y 
(12 CFR 225.23(a)(1)) for the Board s 
approval under section 4(c)(8) of the 
Bank Holding Company Act (12 U.S.C. 
1843(c)(8)) and } 225.21(a) of Regulation 
Y (12 CFR 225.21(a)) to commence or to 
engage de novo, either directly or 
through a subsidiary, in e nonbanking 
activity that is listed in 9 225.25 of 
Regulation Y as closely related to 
banking and permissible for bank 
holding companies. Unless otherwise 
noted, such activities will be conducted 
throughout the United States. 

Each application is available for 
immediate inspection at the Federal 
Reserve Bank indicated. Once the 
application has been accepted for 
processing, it will also be available for 
inspection at the offices of the Board of 
Governors. Interested persons may 
express their views in writing on the 
question whether consummation of the 
proposal can “reasonably be expected 
to produce benefits to the public, such 
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as greater convenience, increased 
competition, or gains in efficiency, that 
outweight possible adverse effects, such 
as undue concentration of resources, 
decreased or unfair competition, 
conflicts of interests, or unsound 
banking practices." Any request for a 
hearing on this question must be 
accompanied by a statement of the 
reasons a written presentation would 
not suffice in lieu of a hearing, 
identifying specifically any questions of 
fact that are in dispute, summarizing the 
evidence that would be presented at a 
hearing, and indicating how the party 
commenting would be aggrieved by 
approval of the proposal. 

Unless otherwise noted, comments 
regarding the applications must be 
received at the Reserve Bank indicated 
or the offices of the Board of Governors 
not later than November 25.1965. 

A. Federal Reserve Bank of St. Louis 
(Delmer P. Weisz. Vice President) 411 
Locust Street. St Louis. Missouri 63166: 

1. Canton Bancshorcs, Inc Hannibal. 
Missouri; to engage directly in making, 
acquiring, or servicing loans or other 
extensions of credit for the company's 
account or for the account of others, 
pursuant to $ 225.25(B)(1) of Regulation 
Y. 

B. Federal Reserve Bank of Kansas 
City (Thomas M. iioenig. Vice 
President) 925 Grand Avenue, Kansas 
City, Missouri 64198: 

1. First Banks hares of Las Animas, 
Inc.. Las Animas, Colorado; to engage 
directly in making loans and other 
extensions of credit pursuant to 
5 225.25(B)(1) of Regulation Y. 

Board of Governors of the Federal Reserve 
Systems. October 31.1985. 

Limes McAfee, 

Associate Secretary of the Board. 

(FR Doc 65-26400 Filed 11-5-65; B 45 am| 

Cllll.IMG COO€ 6210-01-M 


Irving Bank Corp. et a!.; Applications 
To Engage de Novo in Permissible 
Nonbanking Activities 

The companies listed in this notice 
have filed an application under 
$ 225.23(a)(1) of the Board's Regulation 

Y (12 CFR 225.23(a)(1)) for the Board s 
approval under section 4(c)(8) of the 
Bank Holding Company Act (12 U.S.C. 
1643( c)(8)) and S 225.21(a) of Regulation 

Y (12 CFR 225.21(a)) to commence or to 
engage de novo, either directly or 
through a subsidiary, in a nonbanking 
activity that is listed in { 225.25 of 
Regulation Y as closely related to 
banking and permissible for bank 
holding companies. Unless otherwise 
noted, such activities will be conducted 
throughout the United States. 


Each application is available for 
immediate inspection at the Federal 
Reserve Bank indicated. Once the 
application has been accepted for 
processing, it will also be available for 
inspection at the offices of the Board of 
Governors. Interested persons may 
express their views in writing on the 
question whether consummation of the 
proposal can "reasonably be expected 
to produce benefits to the public, such 
as greater convenience, increased 
competition, or gains in efficiency, that 
outweigh possible adverse effects, such 
as undue concentration of resources, 
decreased or unfair competition, 
conflicts of interests, or unsound 
banking practices." Any request for a 
hearing on this question must be 
accompanied by a statement of the 
reasons a written presentation would 
not suffice in lieu of a hearing, 
identifying specifically any questions of 
fact that are in dispute, summarizing the 
evidence that would be presented at a 
hearing, and indicating how the party 
commenting would be aggrieved by 
approval of the proposal. 

Unless otherwise noted, comments 
regarding the applications must be 
received at the Reserve Bank indicated 
or the offices of the Board of Governors 
not later than November 29.1985. 

A. Federal Reserve Bank of New York 
(William L Rutledge, Vice President) 33 
Liberty Street, New York, New York 
10045: 

1. Irving Bank Corporation. New York. 
New York; to engage de novo through its 
subsidiary, Irving Financial Centers. 

Inc., New York, New York, in making 
and servicing loans for its own account 
and for the account of others, leasing 
personal and real property, pursuant to 
i 225.25(b)(1) and (5) of Regulation Y. 

B. Federal Reserve Bank of 
Philadelphia (Thomas K. Desch. Vice 
President) 100 North 6th Street. 
Philadelphia. Pennsylvania 19105: 

1. CoreStates Financial Corp.. 
Philadelphia. Pennsylvania; to engage de 
novo through its subsidiary. CoreStates 
Securities Corp., Philadelphia. 
Pennsylvania, in the buying and selling 
of securities, solely as agent for the 
account of customers, related securities 
credit activities such as offering 
custodial services, individual retirement 
accounts and cash management 
services, pursuant to i 225.25(b)(15) of 
Regulation Y. 

Board of Governors of the Federal Reserve 
System. October 31,1965. 

James McAfee, 

Associate Secretary of the Board. 

(FR Doc. 85-26401 Filed 11-5-85; &45 am| 

BILLING COOC #310-01-11 


Agency Forms Under OMB Review 

October 31,1985. 

Background 

Notice is hereby given of final 
approval of proposed information 
collectionfs) by the Board of Governors 
of the Federal Reserve System (Board) 
under OMB delegated authority, as per 5 
CFR 1320.9 (OMB Regulations on 
Controlling Paperwork Burdens on the 
Public). 

FOR FURTHER INFORMATION CONTACT: 

Federal Reserve Board Clearance 
Officer—Cynthia Classman—Division 
of Research and Statistics. Board of 
Governors of the Federal Reserve 
System. Washington. D.C 20551 (202- 
452-3822) 

OMB Desk Officer—Robert Neal- 
Office of Information and Regulatory 
AfTairs, Office of Management and 
Budget. New Executive Office 
Building. Room 3208, Washington, 

D.C. 20503 (202-395-6880) 

Proposal to approve under OMB 
delegated authority the extension 
without revision of the following 
reports: 

1. Report title: Report on Loans Granted 
to Executive Officers During 
Preceding Quarter. 

Agency form number FR 2105S. 

OMB Docket number. 7100-0049. 
Fequency: Quarterly. 

Reporters: All state member banks. 
Small businesses are affected. 

General description of report: 

This information collection is 
mandatory (12 U.S.C. 375a) and is given 
confidential treatment (5 U.S.C 
552(b)(4). 

This report provides information from 
all state member banks on the number 
of. total dollar amount of. and range of 
interest rates concerning loans to their 
own executive officers. The information 
provided is for the activity of the same 
quarter as the Call Report to which it is 
attached. 

2. Report title: Applications for and to 
Cancel Federal Reserve Bank Stock- 
National Bank. Nonraember Bank, 
Member Bank. 

Agency form number. FR 2030, 2030a. 

2056. 2086a, and 2088b. 

OMB Docket number. 7100-0042. 
Frequency: Event-generated. 

Reporters: National, State Member, and 
nonmember banks. 

Small businesses are affected. 

General Description of report: 
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This information collection is mandatory 
(12 U.S.C. 222, 35. 287. & 321) and is 
not given confidential treatment 
These Federal Reserve Bank Stock 
application forms are required to be 
submitted to the Federal Reserve 
System by any National Bank. Stute 
Member Bank or nonmember bank 
wanting to purchase stock in the Federal 
Reserve System, increase or decrease its 
Federal Reserve Bank Stock holdings, or 
cancel such stock. 

Board of Governors of the Federal Reserve 
System, October 31,19B5. 

W illiam W. Wile* 

Secretary of the Board. 

|FR Doc 65-26396 Filed 11-5-85; &45 amj 

BALING COOC tttO-Ot-JM 


FEDERAL TRADE COMMISSION 

Granting of Request for Early 
Termination of the Waiting Period 
Under the Premerger Notification 

Rules 

Section 7A of the Clayton Act, 15 
U.S.C. 18a, as added by Title II of the 
Hart-Scott-Rodino Antitrust 
Improvements Act of 1976, requires 
persons contemplating certain mergers 
or acquisitions to give the Federal Trade 
Commission and the Assistant Attorney 
Ceneral advance notice and to wait 
designated periods before 
consummation of such plans. Section 
7A(b)(2) of the Act permits the agencies, 
in individual cases, to terminate this 
waiting period prior to its expiration and 
requires that notice of this action be 
published in the Federal Register. 

The following transactions were 
granted early termination of the waiting 
period provided by law and the 
premerger notification rules. The grants 
were made by the Federal Trade 
Commission and the Assistant Attorney 
General for the Antitrust Division of the 
Department of Justice. Neither agency 
intends to take any action with respect 
to these proposed acquisitions during 
the applicable waiting period: 
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FOR FURTHER INFORMATION CONTACT. 

Sandra M. Peay. Legal Technician. 
Premerger Notification Office. Bureau of 
Competition, Room 301, Federal Trade 
Commission, Washington, DC 20580, 
(202) 523-3804. 

By direction of the Commission. 

Emily H. Rock. 

Secretary. 

[KR Doc 85-28404 Filed 11-5-85: 845 am] 
SILLING coot 6750-01-61 


DEPARTMENT OF HEALTH AND 
HUMAN SERVICES 

Food and Drug Administration 

Advisory Committee; Amendment of 
Notice 

AGENCY: Food and Drug Administration. 
action: Notice. 

summary: The Food and Drug 
Administration [FDA) is amending an 
advisory committee meeting notice of 
the Anesthesiology and Respiratory 
Therapy Devices Panel to reflect a 
change in the agenda for the open 
committee discussion and to provide 
until November 13 for interested persons 
to notify the contact person of their 
intent to make formal presentations 
during the open public hearing portion ol 
the November 22 meeting of the 
committee, notice of which was 
published in the Federal Register of 
October 18 1985 (50 FR 42225). The 
agenda for the open committee 
discussion is revised to read as follows: 

"Open committee discussion. The 
committee will discuss an anesthesia 
checkout list and a premarket approval 
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application (PMA) for a high-frequency 
ventilator.* * 1 2 3 4 5 6 7 

FOR FURTHER INFORMATION CONTACT: 

Michael S. Cluck, Center for Devices 
and Radiological Health (HFZ-430), 
Food and Drug Administration. 8757 
Georgia Ave., Silver Spring. MD 20910, 
301-427-7226. 

Du ted; November 1 . 1965. 

Menin H. Shumate, 

Acting Associate Commissioner for 
Regulatory Affairs. 

|FR Doc. 85-26411 Filed 11-5-65; 8:45 am) 

BILLING COOC 4160-01-44 


DEPARTMENT OF THE INTERIOR 

Bureau of Land Management 

Arizona; Yuma District Advisory 
Council; Meeting 

agency: Bureau of Land Management; 
Interior. 

action: Yuma (Arizona) District 
Advisory Council meeting, 

summary: A meeting and field tour by 
the Yuma District Advisory Council will 
be held on Friday. December 6,1985. 
Council members will tour the La Posa 
Long-Term Visitor Area in the Yuma 
Resource Area. 

FOR FURTHER INFORMATION CONTACT: 

Douglas B. Stockdale, Yuma District 
Office, 3150 Winsor Avenue. Yuma. 
Arizona 85364. (602) 726-6300. 
SUPPLEMENTARY INFORMATION: The tour 
will began at 10 a.m. from Cushman's 
Trailer Park in Quartzsite. Arizona. The 
Council will return to Cushman's Trailer 
Park as 2 p m. for a meeting. Discussions 
will center on the day's tour and other 
Council initiated topics. The public is 
invited to attend the tour and the 
meeting but must provide their own 
transportation. Written statements from 
the public may be filed for the Council's 
consideration. Statements must arrive at 
the District Office by December 2.1965. 

Dated; October 31,1965. 

|. Darwin Snell. 

District Manager. 

|FR Doc. 65-26567 Filed ll-S-05; 8:45 am] 

B4LUMO COOC 431B-33-4I 


Fish and Wildlife Service 

Notice of Receipt of Applications for 
Permits 

The following applicant has applied 
for a permit to conduct certain activities 
with endangered species. This notice is 
provided pursuant to Section 10(c) of the 
Endangered Species Act of 1973. as 
amended (16 U.S.C. 1531. et seq.): 


PRT-7O110S 

Applicant David J. Morafka. Carson, CA 

The applicant requests a permit to 
import up to ten hatchlings and re¬ 
export them to Mexico and to import up 
to 100 plasma and fecal samples of the 
Bolson tortoise (Goperus 
flavormarginotus) for the purpose of 
enhancement of propagation. 

Documents and other information 
submitted with these applications are 
available to the public during normal 
business hours (7:45 am to 4:15 pm) 
Room 611.1000 North Glebe Road. 
Arlington. Virginia 22201, or by writing 
to the Director, U.S. Fish and Wildlife 
Service at the above address. 

Interested persons may comment on 
any of these applications within 30 days 
of the date of this publication by 
submitting written views, arguments, or 
data to the Director at the above 
address. Please refer to the appropriate 
PRT number when submitting 
comments. 

Dated; November 1.1985. 

R-K. Robinson, 

Chief, Branch of Permits, Federal Wildlife 
Permit Office . 

[FR Doc 65-26423 Hied 11-5-65: 8:45 am] 

BILLING COOC 4310-45-41 


Minerals Management Service 

Outer Continental Shelf Central and 
Western Gulf of Mexico; Notice of 
Availability of the Final Environmental 
Impact Statement for Proposed Oil 
and Gas Lease Sales 104 (April 1986) 
and 105 (July 1986) 

Pursuant to section 102(2)(C) of the 
National Environmental Policy Act of 
1960, the Minerals Management Service 
(MMS) has prepared a final 
environmental impact statement (E1S) 
relating to proposed 1986 Outer 
Continental Shelf (OCS) oil and gas 
lease sales of available unleased blocks 
in the Central and Western Gulf of 
Mexico (COM). The proposed Central 
Gulf Sale 104 will offer for lease 
approximately 31.3 million acres and the 
Western Gulf Sale 105 will offer 
approximately 27.1 million acres. 

Single copies of the Final E1S can be 
obtained from the Minerals 
Management Service, Gulf of Mexico 
OCS Region. Post Office Box 7944. 
Metairie, Louisiana 70010. 

Copies of the Final E1S will be 
available for review by the public in the 
following libraries: Austin Public 
Library, 401 West Ninth Street. Austin. 
Texas; Houston Public Library. 500 
McKinney Street, Houston. Texas; 

Dallas Public Library. 1513 Young Street, 


Dallas. Texas: Brazoria County Library. 
410 Brazoport Boulevard, Freeport. 
Texas; LaRatama Library. 505 Mesquite 
Street. Corpus Christi, Texas; Southmost 
College Library. 1825 May Street, 
Brownsville, Texas; New Orleans Public 
Library, 219 Loyola Avenue. New 
Orleans. Louisiana; Louisiana State 
Library, Riverside. Baton Rouge, 
Louisiana; Lafayette Public Library, Post 
Office Box 3427, Lafayette. Louisiana; 
Calcasieu Parish Library, Downtown 
Branch. Lake Charles, Louisiana; 
Harrison County Library, 14th Avenue 
and Beach Street, Gulfport, Mississippi: 
Mobile Public Library, 701 Government 
Street. Mobile, Alabama; Montgomery 
Public Library, 445 South Lawrence 
Street, Montgomery, Alabama: St 
Petersburg Public Library. 3745 Ninth 
Avenue North, St Petersburg, Florida; 
West Florida Regional Library, 200 West 
Gregory Street Pensacola, Florida; 
Northwest Regional Library System, 25 
West Government Street Panama City, 
Florida; Leon County Public Library. 127 
North Monroe Street Tallahassee. 
Florida; Lee County Library, 3355 Fowler 
Street, Fort Meyers, Florida; Charlotte 
Glades Regional Library Systems, 2280 
NW Aaron Street Port Charlotte. 
Florida; and Tampa-Hillsborough 
County Public Library System, 800 North 
Ashley Street Tampa, Florida. 

Approved; 

Wm. D. Bcttenberg, 

Director, Minerals Management Service. 

Bruce Blanchard, 

Director. En vironmental Project Review. 

(FR Doc 65-26449 Filed 11-5-05; 8:45 am] 

BILLING COOC 4310-MR-M 


National Park Service 

Boston National Historical Park 
Advisory Commission; meeting 

agency: National Park Service, Interior. 
action: Notice of meeting. 

summary: This notice sets forth the 
scedule and proposed agenda of the 
forthcoming meeting of the Boston 
National Historical Partk Advisory 
Commission. The matters to be 
discussed at this meeting include: 

1 . Navy Yard Access. Parking, and 

Transportation 

2 . Park Reorganization 

3. Boston African American National 

Historic Site 

4. Dorchester Heights Sidewalk Repairs 

5. People and Places Programs 

6 . Cooperative Site Reports 

7. Report of Superintendent 

DATE: November 14.1985,11:00 am to 
3:00 p.m. 
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address: Boston National Historical 
Park. Hull Room, Building 5. 

Charlestown Navy Yard. 

FOR FURTHER INFORMATION CONTACT: 

|ohn J. Burchill. Boston National 
Historical Park, 15 State Street. Boston. 
Massachusetts 02109 (617-242-5644). 

SUPPLEMENTARY INFORMATION: Notice U 
hereby given in accordance with the 
Federal Advisory Commission Act, Pub. 
L. 92-463. The Commislson was 
established by Pub. L 93-431 to advise 
the Secretary of the Interior on matters 
relating to the development of the 
Boston National Historical Park. If 
handicapped accessibility is required, 
please notify the Superintendent at least 
five working days prior to the meeting. 
Herbert S. Cables, Jr„ 

Regional Director. North Atlantic Region. 

|FR Doc. 85-26507 Filed 11-5-65: 8:45 am) 

SLUNG 0006 43VO-70* 


Statue of llberty-Ellls Island 
Centennial Commission; Meeting 

Notice is hereby aiven in accordance 
with the Federal Advisory Committee 
Act that a meeting of the Statue of 
Liherty-Ellis Island Centennial 
Commission (the "Commission") will be 
held Friday. November 22,1985 at 9:00 
a m. In the Gitlon Amphitheatre. School 
of Business Administration, New York 
University. 100 Trinity Place. New York. 
New York. 

The meeting is being held in 
accordance with the Charter of the 
Commission to discuss the status of the 
restoration of the Statue of Liberty and 
Ellis Island and the celebrations 
involving the centennial of the former. 
The agenda of the meeting is as follows: 

1. Chairman’s report on the status of 
the restoration including a progress 
report on fundraising. 

2. Presentation of plans for 
celebration surrounding the reopening of 
the Statue of Liberty on July 3-8,1985. 

3. Discussion of the development of 
the Southern portion of Ellis Island. 

4. Such other business as may come 
before the meeting. 

The meeting will be open to the 
public. 

Dated: November 1.1985. 

Ann McLaughlin. 

Under Secretary. 

[KK Doc 85-26506 Filed 11-5-85. 8:45 am] 
fclUMQ COOC 43>0-?*-M 


Upper Delaware Citizens Advisory 
Council, Meeting 

agency: National Park Service, Interior 
action: Notice of meeting. 


summary: This notice sets forth the date 
of the forthcoming meeting of the Upper 
Delaware Citizens Advisory CounciL 
Notice of this meeting is required under 
the Federal Advisory Committee Act. 

oate: November 22.1985, 7:00 p.m. 

address: Town of Tusten. Narowsburg. 
New York. 

FOR FURTHER INFORMATION CONTACT: 

John T. Hutzky, Superintendent. Upper 
Delaware National Scenic and 
Recreational River. Drawer C. 
Narowsburg. NY 12704-0159. (717} 729- 
7135. 

SUPPLEMENTARY INFORMATION: The 

Advisory Council was established under 
section 704(f) of the National Parks and 
Recreation Act of 1978, Pub. L 95-625. 

16 U.S.C. 1274 note, to encourage 
maximum public involvement in the 
development and implementation of the 
plans and programs authorized by the 
Act. The Council is to meet and report to 
the Delaware River Basin Commission, 
the Secretary of the Interior, and the 
Governors of New York and 
Pennsylvania in the preparation of a 
management plan and on programs 
which relate to land and water use in 
the Upper Delaware region. The agenda 
for the meeting will include items 
regarding continuance of discussion of 
requirements for a river management 
plan. The meeting will be open to the 
public. Any member of the public may 
file with the Council a written statement 
concerning agenda items. The statement 
should be addressed to the Council c/o 
Upper Delaware National Scenic and 
Recreational River. Drawer C. 
Narrowsburg, NY 12764-0159. Minutes 
of meeting will be availalbe for 
Inspection for weeks after the meeting at 
the permanent headquarters of the 
Upper Delaware National and 
Recreational River, River Rood, 1-% 
miles north of Narowsburg. N.Y., 
Damascus Township, Pennsylvania. 

Doted: October 25.1965. 

)ame* W. Colemon, Jr. 

Regional Director. Mid-Atlantic Region. 

[FR Doc. 85-26508 Filed 11-5-85: 8:45 ami 

CMLLlttG coot Ota-TO*II 


INTERSTATE COMMERCE 
COMMISSION 

(Ex Parte No. 320 (Su6-No. 3)) 

Product and Geographic Competition 

agency: Interstate Commerce 
Commission. 

action: Notice of decision. 

summary: The Commission adopts 
certain changes in its guidelines for 
considering product and geographic 
competition in market dominance 
proceedings, and other more minor 
changes. The revised guidelines, which 
are set forth in the Appendix, reduce the 
burden on a shipper attempting to show 
market dominance by putting the burden 
of proof on the railroads to demonstrate 
the existence of effective geographic or 
product competition. This is 
accomplished by providing (i) that the 
mere existence of geographic or product 
competition will not. by itself, establish 
the existence of effective competition, 
and (ii) by placing the burden of proof 
on the railroads that receiver or 
producer alternatives effectively 
restrain their pricing. The guidelines 
also summarize and clarify our product 
and geographic competition guidelines. 
dates: This decision will be effective on 
December 8.1985. 

FOR FURTHER INFORMATION CONTACT. 

Louis E. Citomer (202) 275-7245. 
SUPPLEMENTARY INFORMATION*. 

Additional information is contained in 
the Commission’s decision. To purchase 
a copy of the full decision write to T.S. 
InfoSystems. Inc., Room 2229, Interstate 
Commerce Commission Building. 
Washington. DC 20423. or call 289-4357 
(DC Metropolitan area) or toll free (800) 
424-5403. 

Decided: October 24,1985. 

By the Commission, Chairman Taylor. Vice 
Chairman Gradison. Commissioners Sterrett, 
Andre. Simmons, Lamboley. and Strenio. 
James H. Bayne, 

Secretary. 

Appendix—The Market Dominance 
Guidelines as Modified in This 
Proceeding 

Sections (1H&) below indicate the 
type of evidence we consider important 
and establish certain burdens of proof. 
Protestants/complainants should also 
use these guidelines for preparation of 
rebuttal evidence. 

1 . In tramodal competition — 
Intramodal competition refers to 
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competition between two or more 
railroads transporting the same 
commodity between the same origin and 
destination. A shipper has rail 
alternatives when, for a given purpose, 
it can be served by more than one 
railroad or combination of different 
railroads. The degree to which these 
alternatives compete with one another 
depends on such factors as: 

(1) The number of rail alternatives; 

(2) The feasibility of each alternative 
as evidenced by: 

(a) Physical characteristics of the 
route associated with each alternative 
that are indicative of the feasibility of 
using that alternative for the traffic in 
question (e.g.. circuitry, track conditions, 
et cetera); and 

(b) The direct access of both the 
shipper and the receiver to each of the 
rail alternatives as evidenced by 
individual rail sidings, neutral terminal 
companies, or reciprocal switching; or, if 
direct access is not available, then the 
feasibility of using local trucking to 
transport the commodity to or from 
terminals; 

(3) The transportation costs 
associated with each alternative (to 
determine if actual use of alternatives is 
due to excessive rates charged by the 
rail carrier in question); 

(4) Collective ratemaking among the 
railroads in question as evidenced by 
rate bureau involvement; and 

(5) Evidence of substantial rail-related 
investment or long-term supply 
contracts (more weight will be given 
these contracts if made prior to October 
1,1980). 

These factors should be considered in 
connection with the preparation and 
submission of evidence pertaining to the 
presence or absence of effective 
intramodai competition. This list fs 
neither exhaustive nor mandatory but 
provides a general indication of the type 
of evidence that would be appropriate. 

2. Intermodal competition .— 
Intermodal competition refers to 
competition between rail carriers and 
other modes for the transportation of a 
particular product between the same 
origin and destination. Motor and water 
carriage are the main sources of 
intermodal competition for railroads. 

a. Water carriage.— Water carriage is 
restricted to certain geographic areas 
and it generally used for commodities 
moving in bulk. The evidence required 
to demonstrate effective competition 
between rail and water alternatives is in 
many respects similar to that required 
for intramodai competition among rail 
carriers. Parties in a rate case should 


provide evidence along the following 

lines: 

(1) The number of alternatives 
involving different carriers: 

(2) The feasibility of each alternative 
as evidenced by: 

(a} Pertinent physical characteristics, 
for the product in question, of the 
transportation or routing associated 
with each alternative; 

(bj The access of both the shipper and 
receiver to each alternative; and 

(c) The transportation costs of each 
alternative. 

Again, these factors are not 
exhaustive. 

b. Motor carriage. —Unlike rail or 
water alternatives, the availability of 
many motor carrier alternatives for 
transportation services between two 
points can. in most instances, be taken 
for granted. Therefore, the feasibility of 
using motor carriage as an alternative to 
rail may be viewed as depending 
exclusively on the nature of the product 
and the needs of the shipper or receiver. 
Effective competition from motor 
carriage may be deduced from the 
following types of evidence: 

(1) The amount of the product in 
question that is transported by motor 
carrier where rail alternatives are 
available; 

(2) The amount of the product that is 
transported by motor carrier under 
transportation circumstances 
shipment size and distance) similar to 

rail; 

(3) The amount of the product that is 
transported using motor carrier by 
shippers with similar needs 
(distributional, inventory, et cetera) as 
the shipper protesting the rate; 

(4) Physical characteristics of the 
product in question that may preclude 
transportation by motor carrier, and 

(5) The transportation costs of the rail 
and motor carrier alternatives. 

Other types of evidence on the 
feasibility or nonfeasibility of motor 
carriage as an alternative to rail will 
also be considered. 

3. Geographic Competition. —In 
determining whether geographic 
competition prorides effective 
competition for a particular rail serv ice, 
the Commission shall consider, but not 
be limited to, any evidence with respect 
to the following criteria: 

(a) The number of alternative 
geographical sources of supply or 
alternative destinations available to the 
originator or receiver for the product in 
question; 

(b) The number of these alternative 
sources or destinations served by 
different carriers: 


(c) The suitability of the product 
available for each such source or 
required by each such destination; 

(d) The operational and economic 
feasibility and relative costs of 
transportation services from alternative 
sources or to alternative destinations, 
including, but not limited to. the 
consideration of: distance of sources or 
destinations, physical characteristics of 
the routes, and transportation costs of 
each alternative. 

(e) The accessibility of eoch such 
transportation alternative; 

(0 The capacity of each source to 
supply the product in question or the 
capacity of each such destination to 
absorb the product in question; and 
(g) Evidence of substantial rail-related 
investment or long-term supply 
contracts (more weight will be given 
these contracts if made prior to October 
1,1980). 

4. Product Competition . —In 

determining whether product 
competition provides effective 
competition for particular rail service, 
the Commission shall consider, but not 
be limited to, any evidence with respect 
to the following criteria: 

(a) The substitutability and 
availability of the substitute products; 

lb) The relative costs of using the 
substitute products; and 
(c) The prices, efficiency, and explicit 
and implicit transportation costs of the 
substitute product(s) relative to the 
product in question. 

(5) The fact that a railroad faces 
geographic or product competition with 
respect to a receiver would not. in and 
of itself, establish the existence of 
effective geographic or product 
competition vis-a-vis an originator, and 
the fact that a railroad faces geographic 
or product competition vis-a-vis an 
originator would not, in and of itself, 
establish the existence of effective 
geographic or product competition vis-a- 
vis a receiver. In any individual rate 
case, a railroad seeking to establish that 
receiver alternatives effectively restrain 
railroads ris-a-vis originators, or that 
originator alternatives effectively 
restrain railroads vis-a-vis receivers, 
would bear the burden of proof as to 
that issue. 

(8) The burden of proving the 
existence of effective geographic or 
product competition shall in all cases be 
borne by the railroads. 

(FR Doc 85-28422 Piled 11-5-85; 8:45 am] 
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DEPARTMENT OF LABOR 

Office of Pension and Welfare Benefit 

Programs 

|Application No. D-5905, tt at] 

Proposed Exemptions; Plessey 
D/namics, et at 

agency: Pension and Welfare Benefit 
Programs, Labor. 

action: Notice of proposed exemptions. 

summary: This document contains 
notices of pendency before the 
Department of Labor (the Department) 
of proposed exemptions from certain of 
the prohibited transaction restrictions of 
the Employee Retirement Income 
Security Act of 1974 (the Act) and/or the 
Internal Revenue Code of 1954 (the 
Code). 

Written Comments and Hearing 
Requests 

All interested persons are invited to 
submit written comments or requests for 
a hearing on the pending exemptions, 
unless otherwise stated in the Notice of 
Pendency, within 45 days from the date 
of publication of this Federal Register 
Notice. Comments and requests for a 
hearing should state (he reasons for the 
writer's interest in the pending 
exemption. 

aodress: All written comments and 
requests for a hearing (at least three 
copies) should be sent to the Office of 
Fiduciary Standards. Pension and 
Welfare Benefit Programs, Room C- 
4528, U.S. Department of Labor, 200 
Constitution Avenue NW., Washington, 
D C. 20218. Attention: Application No. 
siuted in each Notice of Pendency. The 
applications for exemption and the 
comments received will be available for 
public inspection in the Public 
Documents Room of Pension and 
W elfare Benefit Programs, U.S. 
Department of Labor, Room N-4677, 200 
Constitution Avenue NW., Washington, 
D C. 20216. 

Notice to Interested Persons 
Notice of the proposed exemptions 
will be provided to all interested 
persons in the manner agreed upon by 
the applicant and the Department within 
15 days of the date of publication in the 
F«deral Register Such notice shall 
include a copy of the notice of pendency 
of the exemption as published in the 
Federal Register and shall inform 
Interested persons of their right to 
comment and to request a hearing 
[where appropriate). 
supplementary information: The 
proposed exemptions were requested in 
applications filed pursuant to section 
408(a) of the Act and/or section 


4975(c)(2) of the Code, and in 
accordance with procedures set forth in 
ERISA Procedure 75-1 (40 FR 18471, 

April 28,1975). Effective December 31, 
1978, section 102 of Reorganization Plan 
No. 4 of 1978 (43 FR 47713. October 17. 
1978) transferred the authority of the 
Secretary of the Treasury to issue 
exemptions of the type requested to the 
Secretary of Labor. Therefore, these 
notices of pendency are issued solely by 
the Department. 

The applications contain 
representations with regard to the 
proposed exemptions which are 
summarized below. Interested persons 
are referred to the applications on file 
with the Department for a complete 
statement of the facts and 
representations. 

Plessey Dynamics Employees 
Retirement Plan (the Plan) Located in 
Hillside, New Jersey 

(Application No. D-5905] 

Proposed Exemption 

The Department is considering 
granting an exemption under the 
authority of section 408(a) of the Act 
and section 4975(c)(2) of the Code and in 
accordance with the procedures set 
forth in ERISA Procedure 75-1 (40 FR 
18471, April 28.1976). If the exemption is 
granted the restrictions of section 406(a), 
406 (b)(1) and (b)(2) of the Act and the 
sanctions resulting from the application 
of section 4975 of the Code, by reason of 
section 4975(c)(1) (A) through (E) of the 
Code shall not apply to the past and 
proposed leasing of two improved 
parcels of real property (collectively, the 
Properties) by the Plan to Plessey 
Dynamics Corporation (the Employer), 
the sponsor of the Plan and a party in 
interest with respect to the Plan, 
provided that the terms and conditions 
of such leasing were and are at least as 
favorable to the Plan as those 
obtainable by the Plan in like 
transactions with unrelated parties. 

Effective date: If granted, the 
exemption will be effective December 5, 
1984. 

Summary of Facts and Representations 

1. The Plan is a defined benefit 
pension plan which had 236 participants 
and net assets of approximately 
$3,025,484 as of March 31,1984. The 
trustees (the Trustees) of the Plan are 
Messrs. John Kulish, Ernest Hildenbrand 
and Samuel J. Marantz, two of whom are 
current officers or employees of the 
Employer and one of whom Is a retired 
officer or employee of the Employer. 
Investment decisions for the Plan are 
made by the Trustees. The Employer is a 


manufacturer of parts for the aerospace 
and defense industries. 

2. On October 1,1965, the Plan 
purchased an approximately one-half 
acre parcel of improved real property; 
located at 1420 Chestnut Avenue, 
Hillside, New Jersey (the 1420 Property), 
from unrelated parties for cash in the 
amount of $138,000. The improvements 
consist of an approximately 30 year old 
single-story, bricJc block and steel 
industrial building, about 40 percent of 
which is finished as office space. The 
remainder of the building is used as a 
fabrication area and as a laboratory 
area. Land area not occupied by the 
building is paved and used for parking. 
On the same date, the Plan entered into 
a ten-year triple net lease (the 1420 
Lease) of the property to the Employer 
at a rental rate of $12,780 per annum, 
and with a right of first refusal 
exerciseable by the employer at the 
offer price if the Plan received an offer 
for the property from a third party 
during the lease terra. The terms of the 
lease required the Employer, as lessor, 
to pay all taxes, insurance and 
maintenance cost, in addition to all 
repair costs, including those incurred 
with respect to the outside of the 
building. On September 30.1975, the 
1420 Lease was renewed at a rental rate 
of $17,000 per annum, for an eight-year 
term ending on September 30,1983. 

On September 28,1983, the Trustees 
agreed in writing to continue to rent the 
property to the Employer on a monthto- 
month basis, pending the approval of an 
exemption by the Department of Labor, 
at a monthly rental of $1,541.67, which is 
equivalent to $18,500.04 per annum. The 
agreement also provided for increased 
public liability insurance, but otherwise 
incorporated all other terms and 
conditions of the original 1420 Lease. 

The Plan continued to rent the 1420 
Property to the Employer on a month-to- 
month basis, at a rental of $1,541.87 per 
month, until December 5,1984. 

On November 17,1983, the 1420 
Property was appraised by Dale R. 
Kirkpatrick. M.AJ. (Mr. Kirkpatrick) of 
FairUwn, New Jersey, who determined 
the fair market rental value of the 1420 
Property as of that date to be $30,000 per 
annum, or $2,500 per month. Mr. 
Kirkpatrick also determined its fair 
market value as of that date to be 
$240,000. Mr. Kirkpatrick is independent 
of the Employer. 

3. On October 2,1967, the Plan 
purchased an adjacent approximately 
one-half acre parcel of improved real 
property located at 1416 Chestnut 
Avenue, Hillside, New Jersey (the 1418 
Property), from unrelated parties for 
cash in the amount of $118,000. 









46192 


Federal Register / VoL 50. No. 215 / Wednesday. November 8, 1985 / Notices 


Improvements to the 1418 Property 
consist of an approximately 30 year old 
single-story industrial style building 
with a small second-story rear addition. 
The area to the rear of the building is 
paved and used for parking On that 
date also, the Plan entered into a ten- 
year triple net lease (the 1416 Lease) of 
this property to the Employer at an 
annual rental rate of $11,600 and with a 
right of First refusal exerdseable by the 
Employer at the offer price in the event 
the Plan received an offer from a third 
party. The terms of the 1420 l.ease 
regarding the responsibilities of the 
Employer as lessor are identical to those 
in the 1420 Lease. This lease was 
renewed at the same rental rate on 
October 1.1977. for a six-year term 
ending on October 1.1983. On 
September 28,1983. the Trustees agreed 
to continue the lease of the 1416 
Property to the Employer on a month-lo- 
moulh basis at a monthly rental rate of 
$1667.67. which is equivalent to 
$20,012.04 annually. Except for the 
increased rental rate and increased 
public liability insurance, this agreement 
incorporated all terms and conditions of 
the original 1416 Lease. The Plan 
continued to lease the 1416 Property to 
the Employer on a month-to-month 
basis, at a rental of $1,667,67 per month, 
until December 5.1984. 

The 1416 Property wus also appraised 
by Mr. Kirkpatrick oo November 17. 

1983, who determined its fair market 
rental value on that date to be $54X300 
per annum. Mr. Kirkpatrick also 
determined its fair market value as of 
that date to be $411.00(1 The applicants 
state that the large increase in the fair 
market value and rental value of the 
1416 Property was primarily attributable 
to substantial improvements made to the 
1416 Property by the Employer between 
October 2.1977 and Odobr 1.1962, 
when the 1416 Property was converted 
from industrial usage to office space 
through the installation of walls, new 
lighting, ceiling tiles, air conditioning 
and wall-to-wall carpeting. The total 
cost of the conversion was $96,138. all of 
which was paid by the Employer. 

4. On December 5,1984. the Plan and 
the Employer entered into retroactively 
effective twi>year extensions of the 1420 
Lease and the 1416 Lease, with a one- 
year renewal option. The lease 
extensions fur both Properties are 
incorporated in a single document (the 
Lease Extension), and arc effective as of 
October 1.1983. with respect to the 1420 
Property and as of October 2.1983. with 
respect to the 1416 Property. The one- 
year renewal option was subsequently 
exercised by the Employer, making the 
Lease Extension effective until 


September 30.1986 and October 1.1986. 
respectively. The terras of the Lease 
Extension require rental of $30,000 per 
annum for the 1420 Property and $50,300 
per annum for the 1416 Property, which 
are the amounts determined to be the 
fair market rental values of the 
Properties, as of November 17.1963, by 
Mr. Kirkpatrick, in addition to requiring 
payment of the full fair market rental 
values of the Properties, the Lease 
Extension provides that upon its 
termination, all equipment brought into 
the 1416 Property in connection with its 
conversion from industrial to office 
usage, including all partitions, lighting, 
ceiling titles, wall-to-wall carpeting and 
air-conditioning equipment but 
excluding all trade fixtures, desks and 
other furniture and furnishings, shall 
become the property of the Plan and 
shall remain m the premises. Except for 
these changes and a requirement that 
the Employer carry increased public 
liability insurance for both Properties, 
the Lease Extension incorporates the 
terms and conditions of the prior 
leases. 1 

5. The applicants believe that the prior 
leases were covered until December 1, 
1983. with respect to the 1420 Lease and 
until December 2.1983, with respect to 
the 1416 Lease, by the exemptive relief 
provided in section 414(c)(2) of the Act* * 
The applicants represent that they will 
pay any excise taxes due with respect to 
the leases for the period between these 
dates and December 5,1984. the date on 
which the current Lease Extension was 
executed, within 60 days of the date of a 
grant of this exemption in the Federal 
Register, as well as any back rental and 
interest on such rental as determined to 
be due to by the independent fiduciary 
for the Plan (see below). 

6. Leonard D. Furman. Esq. (Mr. 
Furman), of the law firm of Levin & 
Furman. East Brunswick. New jersey, 
was appointed as an Independent 
finduciary for the Plan in September. 
1983. Mr. Furman is independent of the 
Employer and its principals and is an 
attorney and certified public accountant 
practicing almost exclusively in the field 
of income taxation, pensions and estate 
tax. Mr. Furman states that he 
understands and is aware of his duties 
and liabilities as an independent 
Fiduciary under the Act. Mr. Furman 
represents that, prior to the December 5. 
1984 execution of the Lease Extension. 


1 No t» buns provided far the powibie 

future MiM nf the Properttv* to the fcjnployer 
puruuuit to the right of &rtt rtfuftal proviuoa* in the 
prior tuHt 

* The Department expmitf no opnuon at to 

whether the requirement* of section 4H(c)t2) of rfte 
Act era met with reepect to these team*. 


he reviewed its terms and conditions, 
the appraisals of the Properties and the 
needs of the Plan, including its needs for 
liquidity, diversification and a favorable 
rate of return, and determined that the 
Lease Extension was appropriate for 
and in the best interest of the Plan. Mr 
Furman also approved the Employer’s 
exercise of the one-year renewal option 
under the Lease Extension. Mr. Furman 
has monitored the Employer s 
compliance with the terms and 
conditions of the Lease Extension and 
has been prepared to enforce the terms 
of the (.ease Extension on the Plan's 
behalf. 

7. On September 13,1985, the 
Employer and the Trustees executed an 
amendment (the Amendment) to the 
Lease Extension. The Amendment was 
reviewed and approved by Mr. Furman, 
as the independent fiduciary for the 
Plan, prior to its execution. The 
Amendment provides the Employer with 
three renewal options, not to exceed five 
years each, with the exercise of each 
such renewal option to be subject to the 
approval of the independent fiduciary 
for the Plan. The first such renewal 
period will commence on October 1. 

1986 with respect to the 1420 Property, 
and on October 2.1986 with respect to 
the 1416 Property. Rental under any 
renewal period will be the fair market 
rental value of the Properties as 
determined within a reasonable time 
prior to the exercise of the renewal 
option by an independent MJVX 
appraiser selected by the Plan's 
independent fiduciary. The Amendment 
also provides the independent fiduciary 
with the authority to require the 
modification, for the renewal periods, of 
any other terms of the Lease Extension, 
if he deems such modifkation(s) to be in 
the Plan's best interest 

8. Mr. Furman states that the Lease 
Extension and the Amendment are 
appropriate for. protective of and in the 
best interest of the Plan because thay 
are triple net leases which permit the 
Plan to receive a net return of 12J3% per 
annum, based on the most recently 
made appraisals of the fair market 
values of the Properties. In addition. Mr 
Furman notes that Mr. Kirkpatrick, in 
both of his appraisals of the Properties, 
states that . . the rising rental market 
in Hillside and the resulting potential for 
increasing return on investment suggest 
the retention of the subject property as 
an investment vehicle in preference to 
sale at the present time.** Mr. Furman 
states that the Plan appears to have 
sufficient liquidity and that the 
Properties constitute approximately 17* 
of the Plan's portfolio, the remainder of 
which is invested in cash equivalents. 
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government and corporate bonds, 
preferred stock and equities. Mr Furman 
states that the Plan is protected in that 
prior to the exercise of any renewal 
option pursuant to the Amendment he 
will determine whether such renewal is 
in the best interest of the Plan and its 
participants and will select an 
^dependent M.A.I. appraiser to 
determine the fair market rental values 
of the Properties. These values will be 
the rental rates under any such renewal. 
Mr. Furman will monitor the Employer’s 
compliance with all terms and 
conditions of the Lease Extension and 
Amendment, will make any decisions 
required on behalf of the Plan with 
respect thereto, and will take any 
e nforcement actions necessary to 
protect the rights of the Plan and its 
participants with respect to the Lease 
Extension and Amendment. 

a In summary, the applicant 
represents that the transactions meet 
the statutory criteria of section 406(a) of 
the Act because: (a) the rental under the 
leases is the fair market rental value of 
the Properties as determined at least 
once every five years by an independent 
M AJ. appraiser selected by the 
independent fiduciary for the Plan; (b) 
any renewal of the leases after 
December 4.1964. either has been or 
will be reviewed by and subject to the 
approval of the independent fiduciary 
for the Plan; ond (c) the Plan’s 
^dependent fiduciary has reviewed the 
terms and conditions of the Lease 
Extension and Amendment, the 
appraisals of the Properties made by an 

iependent M.A.L appraiser and the 
needs of the Plan, including its needs for 
liquidity, diversification and a favorable 
rule of return, and has determined that 
the Lease Extension and Amendment 
are appropriate for, protective of and in 
the best interest of the Plan and Its 
participants and beneficiaries. 

For Further Information Contact: Ms. 
Katherine D. Lewis of the Department, 
telephone (202) 523-6862. (This is not a 
toll-free number.) 

First Hawaiian Bank (FHB) Located in 
Honolulu, Hawaii 

[Application No. D-3613] 

Pimposed Exempt ton 

The Department is considering 
granting an exemption under the 
authority of section 406(a) of the Act 
and section 4975(c)(2) of the Code and in 
accordance with the procedures set 
forth in ERISA Procedure 75-1 (40 FR 
16471, April 28.1975) as follows: 

(T) Effective January 1.1975, the 
restrictions of section 406(a) of the Act 
and the sanctions resulting from the 
application of section 4975 of the Code. 


by reason of section 4975(c)(1) (A) 
through (D) of the Code shall not apply 
to the past and proposed sale, exchange 
or transfer between FHB and certain 
employee benefit plans (the Plans) of 
multi-family residential and commercial 
mortgage loans (the Mortgages) or 
participation interests therein (the 
Participation Interests) which are 
originated by FHB Drovided that: 

A. Such sale, exchange or transfer is 
expressly approved by a fiduciary 
independent of FHB who has authority 
to manager or control those Plan assets 
being Invested tn Mortgages or 
Participation Interests; 

B. The terms of all transactions 
between the Plans and FHB involving 
the Mortgages or Participation Interests 
are not less favorable to the Plans than 
the terms generally available In arm’s 
length transactions between unrelated 
parties: 

C. No investment management, 
advisory, underwriting fee or sales 
commission or similar compensation is 
paid to FHB with regard to such sale, 
exchange or transfer, 

D. The decision to invest in a 
Mortgage or Participation Interest is not 
part of an arrangement under which a 
fiduciary of a Plan, acting with the 
knowledge of FHB. causes a transaction 
to be made with or for the benefit of a 
party in interest [as defined in section 
3(14) of the Act) with respect to the Plan; 
and 

E. FHB shall maintain for the duration 
of any Mortgage or Participation Interest 
which is sold to the Plans pursuant to 
this exemption, records necessary to 
determine whether the conditions of this 
exemption have been met. The records 
referred to above must be 
unconditionally available at their 
customary location for examination, for 
purposes reasonably related to 
protecting rights under the Plans, during 
normal business hours by: any trustee, 
investment manager, employer of Plan 
participants, employee organization 
whose members are covered by a Plan, 
participant or beneficiary of a Plan. 

(0) Effective |anuary 1,1975. the 
restrictions of section 406(b} of the Act 
and the sanctions resulting from the 
application of section 4975 of the Code 
by reason of section 4975(c)(1) (A) 
through (D) of the Code shall not apply 
to any transactions to which such 
restrictions or taxes would otherwise 
apply merely because a person is 
deemed to be a party in interest 
(including a fiduciary) with respect to 
the Wan by virtue of providing services 
to the Plan [or who has a relationship to 
such service provider described in 
section 3(14) (F). (G). (H), or (I) of the 
Act) solely because of the ownership of 


a Mortgage or Participation Interest by 
such Plan. 

Summary of Fads and Representations 

1. FI fB Is a wholly-owned subsidiary 
of First Hawaiian, Inc. (FHI), a publicly- 
held corporation. The stocks of FHI are 
traded on the over-the-counter market. 
Fill is a registered bank holding 
company under the Bank Holding 
Company Act of 1956. FHB is a full 
service bank conducting general 
commercial and savings bank business 
and offering trust services. Its 
investments consist of commercial 
agricultural real estate (both 
construction and permanent mortgage) 
and consumer loans as well as foreign 
loans and lease financing. FHB is 
chartered under the laws of the State of 
Hawaii and is regulated and audited by 
the Bank Examiner of the Hawaii 
Department of Commerce and Consumer 
Affairs, Deposits in FHB are insured by 
the Federal Deposit Insurance 
Corporation, and FHB is subject to the 
regulations and audits for member 
banks. As of December 31,1984. FHB 
had assets totaling $2,592,973.00Q. FHI. 
as of the same date, had assets of 
$2,772,070,000. 

Since January 1,1975, FHB, as a 
custodial trustee, has sold Participation 
Interests and Mortgages to the Hawaii 
Carpenters Pension Trust Fund (the 
Fund) and to other investors. The 
Mortgages and Participation Interests 
sold by FHB to the Fund have consisted 
of construction and permanent first 
mortgage loans originated by FHB in the 
ordinary course of its business. It is 
anticipated that any prospective 
transactions with FFIB will include the 
Fund as well as the following employee 
benefit plans over which FHB is or may 
in the future serve os a custodial trustee: 
Hawaii Laborers Pension Trust Fund; 
Hotel Union and Hotel Industry of 
Hawaii Pension Trust; Hawaii Structural 
Ironworkers Pension Trust Fund; Hawaii 
Masons and Plasterers Pension Trust 
Fund: Hawaii Reinforcing Ironworkers 
Pension Trust Fund; Roofers Union 
Local 221 Pension Trust Fund; Pacific 
Electrical Contractors Association— 
International Brotherhood of Electrical 
Workers Pension Trust F\ind; Glaziers. 
Architectural Metal & Classworkers 
Pension Trust Fund; and The Hotel 
industry—LL.W.U. Pension Trust Fund. 
The transactions with the above 
referenced Plans will also involve 
Mortgages and Participation Interests 
that are similar to those previously 
acquired. 

2, FHB sells either the entire Mortgage 
or a Participation Interest to the Plans. 

In a participation arrangement. FHB 
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typically retains a 10 percent to 25 
percent interest in the Mortgage. With 
respect to a loan for which retroactive 
relief is being requested on behalf of the 
Fund. FHB has retained a 32 percent 
interest. 

3. As stated above. FHB has a pre¬ 
existing relationship with the Plans as a 
custodial trustee, a position which does 
not provide FHB with any discretionary 
authority with regard to investment of 
the Plan’s assets. This limitation on 
HFB’s discretionary authority is 
expressly set forth in the Trust 
Agreement between the Plans and FHB. 
Additionally, as a result of servicing the 
Mortgages and Participation Interests 
previously acquired by the Plans, FHB 
became a party in interest to the Plans 
so that any subsequent sale of 
Mortgages or Participation Interests 
would constitute a prohibited 
transaction under section 405(a) of the 
Act. The applicant represents that the 
transactions do not involve a conflict of 
interest or present a situation where 
advantage can be taken of the Plans or 
the trustees of the Plans because all 
decisions regarding investment in the 
Mortgages or Participation Interests are 
made by Plan fiduciaries who are 
independent of FHB. 1 

4. FHB initiates a Mortgage by 
reviewing a loan application from a 
potential mortgagor which includes a 
mortgage proposal consisting of a 
summary of facts relating to the loan, 
setting forth such matters as the terms of 
the Mortgage, a description of the 
property securing the Mortgage and an 
appraisal of the property from a 
qualified appraiser. FHB has imposed 
strict underwriting guidelines 
concerning the applicant’s credit 
worthiness and the value of the 
collateral which must be satisfied before 
any decision is made to fund a 
Mortgage. Once assembled and verified, 
all mortgage applications between 
$100,000 to $500,000 are presented to the 
HFB’s Loan Committee, consisting of 
twelve officers of FHB. who determine 
whether a proposed Mortgage is a good 


' While stating affirmatively that FHB would not 
make Investment decisions regarding the Mortgages 
or Participation Interests, the exemption application 
stales that in some situations it Is possible that 
investment derisions have been or will be made by 
trustees of the Plant. The Department notes that 
where the construction on the property which 
secures the Morlgage was by a contributing 
employer to the Plan and a principal of such 
employer exercises fiduciary authority in approving 
the Plan's investment in the Mortgage, a separate 
prohibited transaction under section 406(b) of the 
Act may occur, which transaction would not bo 
covered by this exemption. See also condition D of 
Part I of this exemption which has the effect of 
precluding relief under section 406(a) of the Act for 
certain transactions undertaken for the benefit of 
parties in interest. 


risk and should be approved. Mortgage 
requests in excess of $500,000 are 
reviewed by an Executive Committee 
consisting of eight officers and directors 
of FHB. If a loan application is 
approved, FHB makes a preliminary 
commitment to the mortgagor. The 
commitment becomes binding after FHB 
presents a mortgage package to 
investors (typically savings and loan 
institutions, pension plans. f or other 
financial institutions or federal agencies 
such as the Federal National Mortgage 
Association and the Federal Home Loan 
Morlgage Corporation) and ihe investors 
agree to purchase Mortgages or 
Participation Interests. 

5. Generally, the average loan to value 
ratio has not exceeded 75 percenl for the 
Mortgages, In the event a greater loan to 
value ratio is warranted, commercial 
loan insurance would be required The 
yield provided by the Mortgages or 
Participation Interests has been and will 
continue to be the prevailing rate on 
comparable mortgages at the time of 
sale. 

6. In most cases, the Mortgages or 
Participation Interests previously sold to 
the Plans have had excellent payment 
histories, with no Plan experiencing any 
losses except in one instance. The 
aforementioned Mortgage, in the original 
amount of $13.2 million and involving 
the Fund, represented a construction 
loan made by FHB to Kona Pacific 
Partners (Kona), an unrelated borrower, 
on December 21.1979. The loan carried 
interest at a floating rate per annum 
equal to 2V» percent above the prime 
interest rate charged by FHB on prime 
commercial short-term credits to large 
borrowers. The loan was for a term of 18 
months and had an optional 6 month 
extension. The loan was primarily 
secured by a first mortgage on a 126 unit 
condominium project located in Kailua- 
Kona, Hawaii. The collateral, which was 
valued by John Child and Co.. Inc., an 
unrelated entity, had an appraised value 
of $17.7 million. 

On December 21.1979, the Fund 
acquired a 30 percent Participation 
Interest in the construction loan for $4 
million. FHB retained a 32 percent 
Participation Interest valued at $4.2 


'The Department notes that the application doe* 
not address the separate prohibited transactions 
under section 406(a)(1)(B) of the Act which would 
exist should any of the Morlgates originated by FHB 
and subsequently purchased by the Plans involve 
loans to any party In interest with respect to the 
purchasing PUn Accordingly, no relief is afforded 
by this proposed exemption for such transactions. 
However. FHB will request from the date of the 
grant of this exemption potential borrowers to list in 
their loan application thetr relationship to any 
pension plan in an effort to assist a potential 
purchasing plan In determining whether the 
borrower may be a party in Interest. 


million. The remaining Participation 
Interests were sold to two unrelated 
entitites. 

On December 1,1981. Kona defaulted 
on the construction loan. At that time, 
the Fund had received total principal 
and interest payments of $2,708,123. 
There was also an undrawn balance of 
$5,205. In addition, the Fund was owed 
an interest payment of $32,827 for 
December 1981. 

The Fund learned of the default on 
December 21.1881. At that time. Kona 
made a written request to the lenders for 
an extension of the construction loan 
but the request was denied. Therefore, 
on behalf of the other participating 
lenders and at their direction, THB. in 
accordance with the strategy agreed to 
among the lenders, pursued solutions to 
the default A collective agreement was 
subsequently reached among the parties 
as to the appropriate course of action. In 
reaching consensus, the Fund trustees 
represented the Funds’ interests and 
they participated in the discussions and 
decisions of the lenders. 

On February 10,1983, a foreclosure 
complaint was filed by the lenders in the 
Circuit Court of the Third Circuit of the 
State of Hawaii (the Court). On 
September 8,1983. the Court granted a 
motion for partial Summary Judgment 
and Decree of Foreclosure. The Court 
confirmed the motion on November 8, 
1983. (According to the exemption 
application, at the time the foreclosure 
decree was granted, the Fund’s 
Participation Interest in the construction 
loan carried a total outstanding 
principal balance of $2,060,348 and total 
accrued interest of $613,401.) 

On April 11,1984. a foreclosure sale 
was held and a bid price of $6.9 million 
was approved. The net amount 
recovered by the Fund in proportion of 
its interest was $2,087,902. In lieu of 
additional cash, the Fund received 15 85 
units in the already completed Kona 
Pacific condominiums. 

According to the exemption 
application, the appraised value of the 
condominium units has allowed full 
recovery of the principal due on the loan 
but there remains delinquent interest in 
the amount of $585,847 still owed the 
Fund. With respect to recovering back 
interest, the exemption application 
states that although the Fund trustees 
intend to hold onto the units until they 
can be sold at or above their appraised 
value, prospects are minimal that the 
sale will allow a substantial recovery of 
the delinquent interest* In the interim. 


* Aa stated above, the scope ol this proposed 
exemption is limited to the sale, exchange or 

Ceoiitp^ 
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the exemption application states, the 
units are earning net rental income of 
approximately $6,000 per month. 

7. The Plans have paid no investment 
management, investment advisory, sales 
commission or similar fee to FHB with 
respect to the acquisition or sale of the 
Mortgages or Participation Interests. The 
applicant represents that the Plans have 
paid no more for the Mortgages or 
Participation Interests than have been or 
would be paid by an unrelated party in 
an arm’s length transaction. 

8. All transactions relating to the 
Mortgages or the Participation Interests 
are controlled by a servicing agreement 
(the Servicing Agreement) if a Mortgage 
is sold, or by a participation agreement 
(the Participation Agreement) if a 
Participation Interest is sold. FHB 
represents these agreements are typical 
of the agreements routinely used by 
banks. * * * 4 The Servicing Agreement or the 
Participation Agreement has been 
submitted to Plan fiduciaries for their 
review prior to the Plan’s purchase of a 
Mortgage or Participation Interest. At 
the time of sale, FHB, pursuant to the 
Servicing Agreement or the Participation 
Agreement, customarily provides to the 
Plans the following: (a) The Mortgage or 
Participation Interest therein evidencing 
a first lien on fee simple absolute title or 
leasehold title to the mortgaged 
property; (b) an American Land Title 
Association form of mortgagee's title 
insurance policy for the benefit of the 
Plan to the extent of the Plan’s interest; 
(c) all relevant security agreements: (d) 
an appraisal report on the mortgaged 
property; and (e) insurance policies 
providing coverage for fire and other 
hazards maintained on the mortgaged 
property to the extent of the Plan’s 
interest. 

Further, in said agreements. FHB has 
agreed to originate, administer and 
service the Mortgages and Participation 
Interests in accordance with the due 
diligence standards and procedures and 
practices generally observed and 
followed by it with respect to all 
Mortgage and Participation Interest 
transactions. 

9. FHB’s duties under the Servicing 
Agreement and the Participation 
Agreement include the following: (a) To 
collect all payments under the 


•una/tr of Mortars «nd Participation Intarr mi 

kwtwaan FHB ux) lH# PUna. Thit #xrmpt!on doe* 
not extend to any other violations of Pari 4 of Title I 
of the Act which may have occurred by reason of 
thr Food s aquuition of the Participation later**! in 

tSi? Kona loan. 

4 No exemption from section 406 of the Act is 
btiflg granted for transactions pursuant to the 
Vrvicing Agreement or Participation Agreement 
hryond that which is provided by the statutory 
exemption pursuant to section 406(b)(2) of the Act 


Mortgages or Participation Interests as 
they become due; (b) to deposit all funds 
received on behalf of each Mortgage or 
Participation Interest in a separate 
account on behalf of the relevant Plan 
and to apply properly all sums collected 
by and on account of each such 
Mortgage or Participation Interest to 
principal and interest lease rent, taxes, 
assessments, other public charges, 
repairs and maintenance and hazard 
and fire and mortgage insurance 
premiums; (c) to submit to the relevant 
Plan, at least annually, an audit of the 
balance in each Plan’s account together 
with a certification that all 
disbursements were made for proper 
purposes as well as to make available 
for inspection by the Plan any records 
maintained with respect to the Mortgage 
or Participation Interest: (d) to retain 
physical possession of the mortgage 
instruments; and (e) upon default on a 
Mortgage, to give prompt notice of 
default to the Plan, to foreclose upon the 
property, or purchase the mortgaged 
property at a foreclosure of 
commissioner’s sale and, if necessary, 
maintain or dispose of the property so 
acquired 4 FHB is not entitled to 
additional compensation during its 
management of the mortgaged property. 
Decisions regarding foreclosure options 
and determinations as to property 
management are made on behalf of the 
Plans by persons independent of FHB. 

10. FHB’s compensation for servicing 
the Mortgages and Participation 
Interests is agreed to at the time each 
Mortgage or Participation Interest is 
accepted by the Plan. The applicant 
represents the FHB’s servicing fee is 
determined on the same basis as are the 
fees charged investors other than the 
Plan who similarly invest in the 
Mortgages and Participation Interests. 
Also. FHB’s fee is consistent with 
servicing fees charged throughout the 
United States for similar services. 

11. It is understood by the parties to 
the Servicing Agreement and the 
Participation Agreement the the sale of 
a Mortgage or Participation Interest 
shall be without recourse. However, the 
Servicing Agreement and Participation 
Agreement state that in the event of a 
default on any Mortgage. FHB may 
repurchase from the Plan a Mortgage or 


‘The Department note* that tha application do«* 
not oUdrcM the tap* rate prohibit ad tranaaction 
undrr section 406 (a)6MA) ol the Act which would 
exist where upon foreclosure the PUn acquires till# 
to raid property and tuch property or a portion 
thereof is leased to a party la interest with respect 
to the plan. Moreover, if the party in interest under 
such lease is an employer of employees covered by 
the Plan, the aqniiition of employer real property 
which may violate provisions of section 406(4j{2) 
and 407 of the Act. Accordingly, no relief la afforded 
by (hi* proposed exemption lor such transactions. 


Participation Interest plus interest to the 
date of such repurchase. 

12. FHB represents that as a result of 
being a party in interest with respect to 
a Plan by virtue of servicing the 
Mortgages it would be prohibited from 
engaging in other commercial 
transactions with a Plan, such such as 
the making of loans, which have nothing 
to do with the mortgages or 
Participation Interests held by a Plan. 

The Department has considered FHB's 
request for such transactions and has 
decided that because the servicing 
relationship is established as a 
necessary result of the prior purchase of 
a Mortgage or Participation Interest by a 
Plan, subsequent transactions between 
FHB and the Plans otherwise prohibited 
by section 406(a), are not likely to 
present an inherent abuse potential. 
Accordingly, the Department has 
determined it would be appropriate to 
propose the relief from section 406(a) 
contained in Part 11 of the proposed 
exemption. 

13. In summary, the applicant 
represents that the transactions satisfy 
the statutory criteria of section 408(a) of 
the Act because: (a) The transactions 
were and will be between the Plans and 
FHB (a federally regulated institution) 
and are transactions made in the regular 
course of FHB's business; (b) all Plan 
decisions to invest in Mortgages and 
Participation Interests were and will be 
made by Plan fiduciaries who who are 
independent of FHB: (c) the Plans have 
paid no more for the Mortgages or 
Participation Interests than would be 
paid be an unrelated party in an arm’s 
length transaction; (d) FHB’s servicing 
fee has been and will continue to be 
similar to fees charged other investors in 
Mortagages or Participation Interests 
and have been and will be consistent 
with that charged in the open market; (e) 
the Mortgages were and will be all first 
liens on commercial and multi family 
residential property; (f) FHB has and 
will continue to provide written 
warranties and representations 
regarding the Mortgages and 
Participation Interests; and (g) in all but 
one instance, the Mortgages and 
Participation Interests which have been 
sold by FHB to the Plans, have had a 
long term history of successful 
repayment. 

Notice to Interested Persons 

In addition to the notice requirement 
outlined in the general provisions of this 
notice. FHB agrees to provide copy of 
the notice of proposed expemption and 
any subsequent grant of such exemption 
to all employee benefit plans with whom 
FHB may contract In the future to 
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provide services as described herein. 
Such notification will be provided prior 
to FHB's entering into a contract to 
provide such services. 

For Further Information Contact: Ms. 
Jan D. Broady of the Department, 
telephone (202) 523-6881. (This i* not a 
toll-free number.) 

|ame$ R. Schwebel & Associates. P.A. 
Profit Sharing Plan and Trust (the Plan) 
Located in Minneapolis. Minnesota 

[Application No. D-8065) 

Proposed Exemption 

The Department is considering 
granting an exemption under the 
authority of section 4975(c)(2) of the 
Code and in accordance with the 
procedures set forth in ERISA Procedure 
75-1 (40 FR 18471, April 28,1975). If the 
exemption is granted the sanctions 
resulting from the application of section 
4975 of the Code, by reason of section 
4975(c)(1) (A) through (E) of the Code 
shall not apply to the proposed cash sale 
(the Sale) by the Plan of a parcel of 
improved real property (the Property) to 
Mr. James R. Schwebel (Mr. Schwebel). 
a disqualified person with respect to the 
Plan, for a sales price equal to the higher 
of the fair market value as determined 
by an independent appraiser on the date 
of such Sale or the total expenditures 
incurred by a money purchase plan (the 
Money Purchase Plan) in connection 
with the acquisition of the Property and 
by the Plan in the holding of the 
Property as calculated on the day of the 
Sale. 

Summary of Facts and Representations 

1. The Plan is a defined contribution 
profit sharing plan with one participant. 
Mr. Schwebel. and assets of £408,196 as 
of December 31,1984. Mr. Schwebel is 
the principal shareholder of Schwebel, 
Sieben & Hanson. P.A. (previously 
fames R. Schwebel & Associates, P.A.), 
a professional corporation engaged in 
the practice of law. and the employer 
and sponsor of the Plan (the Employer). 
Mr. Schwebel also serves as an officer 
and director of the Employer and as 
trustee for the Money Purchase Plan and 
the Plan (the Plana). The Plan was 
terminated on July 31.1978. and all 
participants with the exception of Mr. 
Schwebel received distributions. The 
Money Purchase Plan, which was also 
sponsored by the Employer and which 
was also terminated July 31,1978. had in 
1982 originally acquired a vendor's 
interest in a contract for deed (the 
Contract) on the Property through the 
investment of assets retained in its 
frozen trust It is represented that the 
Plan subsequently acquired its interest 
in the Property through its merger (the 


Merger) in 1984 with the Money 
Purchase Plan . 1 Accordingly, it is 
represented that the Plan is currently the 
owner of the Property subject to a VA 
sponsored first mortgage (the Mortgage). 

2. Mr. Schwebel proposes to purchase 
the Property from the Plan for a cash 
amount determined on the date of Sale 
at the higher of: (a) Its appraised market 
value: or (b) the total expenditures 
incurred by the Plan and the Money 
Purchase Plan in connection with the 
acquisition and holding of the Property.* 
It is represented that the Plan will incur 
no real estate commissions or fees in 
connection with the Sale. 

3. The Property consists of a detached 
two family dwelling located at 5028 
Hiawathu Avenue. Minneapolis. 
Minnesota. Approximately one month 
prior to the Money Purchase Plans 
acquisition of the Contract. Mr. Clarence 
W. Sutton (Mr. Sutton) purchased the 
underlying Property from Ms. Sharon 
Rundquist (Ms. Rundquist) for a total 
sales price of $129,900. At the time, the 
Property was subject to the Mortgage of 
approximately $32,000 in favor of United 
Mortgage Corporation of Minneapolis 
which was subsequently assigned to 
First United Mortgage of San Diego. It is 
represented that Mr. Sutton paid earnest 
money of $13,000 to Ms. Rundquist. and 
delivered the Contract in the amount of 
$11&900 which wrapped Mr. Sutton's 
assumption of the Mortgage with the 
Contract amount of $84,900. 

On September 1,1982. the Money 
Purchase Plan acquired the Contract at 
a 25% discount from the Contract 
amount of $84,900. The Money Purchase 
Plan paid $63,675 plus additional 
interest of $633.67 for a total purchase 
price of $64,306.67 (the Purchase Price) 
for the Contract It is represented that 
Ms. Rundquist and her father. Mr. 

Sutton, are unrelated third parties with 
respect to the Plans or to Mr. Schwebel. 

On August 1.1963, Mr. Sutton 
defaulted on the Contract after having 
made eleven payments to the Money 
Purchase Plan at $1,169.90 per month 
totalling $12,659.00 and consisting of 
$439.92 a month payment on the 


1 It U represented that the Plant prior to the 
Merger were not disqualified persons with reapect 
to each other under section 4975(e)(2) of the Code 
•uch that the transfer of assets from the Money 
Purchase Plan to the Plan would involve violations 
of section 4975 of the Code The Department by thla 
exemption is not proposing relief for any 
transaction which might Involve violations of 
section 4975 of the Code with respect to the transfer 
of assets, specifically the Property, from the Money 
Purchase Plan into the Ptan as a result of the Merger 
of the two Plans 

•It is represented that the Sale will not result in a 
contribution to the Ptan such that the limitations set 
forth in section 415(c) of the Code would be relevant 
to the subject transaction 


Mortgage and the remainder on the 
Contract. Upon default by Mr. Sutton. 
Mr. Schwebel. as trustee for the Money 
Purchase Plan, cancelled the Contract, 
but the Money Purchase Plan continued 
to make payments of $439.92 on the 
Mortgage. Mr. Schwebel represents that 
both Ms. Rundquist and Mr. Sutton are 
or were judgment-proof. Accordingly, no 
legal action has been filed by Mr. 
Schwebel. 

On November 27.1984. the Money 
Purchase Plan and the Plan Filed Form 
5310 with the Internal Revenue Service 
in order to merge the Money Purchase 
Plan into the Plan for administrative 
convenience. 

For the twenty-nine month period 
between October 1982 until March 1985. 
the Money Purchase Plan and the Plan 
have collectively paid $12,757.68 in 
monthly installments on the Mortgage 

In addition, the Plans have paid 
$2,002.81 for maintenance, insurance, 
and utilities for the Property from 
September, 1983 until March, 1965. and 
have paid real estate taxes of $1,029.10 
for a total of taxes, maintenance, 
insurance, and utilities of $3,031.91. In 
order to determine on the date of the 
Sale the total expenditures incurred by 
the Plan and the Money Purchase Plan 
in acquiring and holding the Property, 
the applicant proposes to aggregate the 
amount of the Purchase Price and the 
total of the monthly installments paid by 
the Plan and the Money Purchase Plan 
on the Mortgage (the Mortgage 
Payments) plus the total of the taxes, 
maintenance, insurance, and utilities 
costs to the Plans (the Outlays). As of 
March 1985. the total expenditures were 
approximately $80,098.28. 

It is represented that Mr. Schwebel 
will assume the obligation to make 
monthly payments on the Mortgage and 
will pay all costs to assume the 
Mortage. Further, it is represented that 
the Plan will be released from any 
obligation to make payments on the 
Mortgage after the Sale. 

4. On January 25,1985. Mr. James M, 
Martin (Mr. Martin). MAI. SRPA, of 
Johnson. Child. Martin & Assoc. Inc., 
5353 Wayzata Blvd., Minneapolis, 
Minnesota, appraised the Property. Mr. 
Martin has determined the current 
market value of $67,000 for the Properly 
in "as is" condition. Mr. Martin 
estimated the cost of cleaning, repairing, 
and decorating the Property at $2,000. 
and the price of $1,000 for the purchase 
of used stoves and refrigerators for the 
Property. 

5. From the date of Mr. Sutton's 
default Mr. Schwebel represents that 
the Property ha9 not been rented, 
because the Property needs repair and is 
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not in a rentable condition. It is 
represented that the Property has been 
listed for sale for more than one month 
at a purchase price of $89,000. but the 
Plan has received no offers at this price 
or any price. 

8. In summary, the applicant 
^ presents that the proposed Sale meets 
the statutory criteria of section 
4975(c)(2) of the Code because: 

(a) This is a one time transaction for 
cash; 

(b) The Plan will receive the greater of 
the fair market value for the Property on 
the date of Sale as determined by an 
independent, qualified appraiser or the 
total expenditures incurred by the 
Money Purchase Plan and the Plan in 
connection with the acquisition and 
holding of the Property as calculated on 
the day of the Sale by adding the 
Purchase Price to the Mortgage 
Payments plus the Outlays: (c) the Plan 
will incur no real estate commissions or 
fees in connection with the Sale: (d) the 
Sale will enable the Plan to divest of an 
asset which produces no income and 
invest the proceeds in potentially higher 
yielding assets; (e) Mr. Schwebel. the 
only participant in the Plan, desires to 
consummate the Sale; and (f) Mr. 
Schwebel will assume the obligation to 
make monthly payments on the 
Mortgage, will pay all costs associated 
with the assumption of the Mortgage, 
and the Plan w ill be released of its 
obligation to make payments on the 
Mortgage. 

Notice to Interested Persons: Because 
Mr. Schwebel is the sole participant in 
the Plan to be affected by the proposed 
transaction, it has been determined that 
there is no need to distribute the notice 
of proposed exemption to interested 
persons. Comments and requests for a 
public hearing are due 30 days after the 
date of publication of this notice in the 
Federal Register. 

For Further Information Contact: Ms. 
Angelcna C. Le Blanc of the Department, 
U lephone (202) 523-8881. (This is not a 
toll-free number.) 

Standard Precast, Inc. Profit Sharing 
Flan (the Plan) Located In Jacksonville, 

Florida 

[Application No. D-5947] 

Proposed Exemption 

The Department is considering 
granting an exemption under the 
authority of section 408(a) of the Act 
and section 4975(c)(2) of the Code and In 
*♦< cordance with the procedures set 
forth in ERISA Procedure 75-1 (40 FR 
18471, April 28,1975). If the exemption is 
granted the restrictions of section 406(a) 
and 406 (b)(1) and (b)(2) of the Act and 


the sanctions resulting from the 
application of section 4975 of the Code, 
by reason of section 4975(c)(1) (A) 
through (E) of the Code shall not apply 
to the lease of certain real property by 
the Plan to Standard Precast, Inc. (the 
Man Sponsor) provided the terms of the 
lease are at least as favorable to the 
Plan as those obtainable in an arm’s- 
length transaction with an unrelated 
party. 

Effective: If granted, the proposed 
exemption will be effective on 
December 1.1964. 

Summary of Facts and Representations 

1. The Plan is a profit sharing plan 
with 28 participants and total assets of 
$731,035 as of July 31,1984. The trustees 
of the Plan are Mr. Carl W. Peterson and 
Mrs. Barbara L Peterson, officers of the 
Plan Sponsor. The Plan Sponsor is 
engaged in the business of making 
precast concrete. 

2. The Plan owns a 5,5 acre tract of 
land and improvements located on 
Phillips Highway in Jacksonville. Florida 
(the IVoperty). The Plan purchased the 
Property in 1974 from an unrelated party 
at a cost of $50,000. The Plan leased the 
Property to the Employer pursuant to a 
lease executed on June 28,1974. (the Old 
Lease). The Old Lease was for a 15-year 
term. On September 1,1976. the Old 
Lease was modified (the Modified 
Lease). The Modified Lease was for a 5- 
year term, with one 5-year option to 
renew. 1 

3. It is now proposed that the Plan 
continue to lease the Property to the 
Plan pursuant to a lease which became 
effective on December 1.1984 (the New 
Lease). The New Lease has an initial 
term of 10 years with two 5-year options 
to renew. The rental rate is $1,490 per 
month, the fair market rental value of 
the Property as determined by an 
independent appraiser, with rental 
adjustments every two years to reflect 
the fair market rental value of the 
Property. The Plan Sponsor is 
responsible for the maintenance and 
upkeep of the Property, as well as for 
the payment of insurance, sales taxes 
and real estate taxes. 

4. An appraisal of the Property was 
performed by an independent appraiser. 


‘The AppHcsot ri»pf***M* that the Old Lease end 
the Modified Lease were rot prohibited transaction* 
until July 1.1904 because they were exempted by 
section 414 of the Act The Department expresses no 
opinion as to the applicability of section 414 of the 
Act In this instance. The applicant further 
rep r ese n t* that It will pay any excise tax which may 
be due aa a result of the Old Lease and the Modified 
Lease for the period July 1.1904 through November 
80.1984 within SO days of the granting of thia 
proposed exemption. 


Robert A. Miles, SJLS., of Jacksonville, 
Florida (the Appraiser). The Appraiser 
established the fair market value of the 
Property at $137,500 and the fair market 
rental value of the Property at $17,875 
per year or $1,490 per month as of April 
18,1984. The Property represents 
approximately 18 percent of the total 
assets of the Plan. 

5. Mr. A.B. Blackburn has been 
appointed the independent trustee (the 
Independent Trustee) for the New* Lease, 
effective November 30,1984. The 
Independent Trustee has made the 
following representations: 

(a) He is sn attorney who has been 
practicing law in Jacksonville, Florida 
for over 25 years and is familiar with the 
Act and the liabilities and 
responsibilities of fiduciaries 
thereunder. 

(b) He is independent of the parties to 
the proposed transaction. 

(c) He has examined the New Lease 
and its terms and has determined that it 
is appropriate and suitable for the Plan. 

(d) The rent payable for the First two 
years is equal to the fair market rental 
value of the Property as determined by a 
competent appraiser. 

(e) He has examined the Appraisal 
and inspected the Property. 

(f) The annual rental income will 
provide a 13 percent cash return on the 
current appraised value of the Property 
and the Property appears to have 
substantial appreciation potential. 

(g) He will monitor the terms of the 
Lease assuring the prompt and regular 
payment of the rents. 

(h) He will select an independent 
appraiser to make an appraisal of the 
Property every two yeors and adjust the 
rent to the fair market rental value. 

(i) He will determine whether or not 
the Plan Sponsor may exercise the 
option to renew the New Lease. 

6. In summary, the applicant 
represents that the propsed transaction 
meets the statutory criteria of section 
408(a) of the Act because: 

(a) the Independent Trustee has 
determined that the New Lease is in the 
interests of and protective of the Plan 
and its participants and beneficiaries; 

(b) all of the terms of the New Lease 
are fair market value terms, and 

(c) the Appraiser has established the 
fair market rental value of the Property. 

For Further Information Contact: Ms. 
Linda M. Hamilton of the Department, 
telephone (202) 623-8881. (This is not a 
toll-free number.) 






46198 


Federal Register / VoL 50, No. 215 / Wednesday, November 6, 1985 / Notices 


Proposed Extension of Prohibited 
Transaction Exemption (PTE) 82-164 for 
Certain Transactions involving the 
Alaska Teamster-Employer Pension 
Trust (the Plan) Located in Anchorage, 
Alaska 

(Application No. D-6184] 

Proposed Exemption 

The Department is proposing to 
extend temporarily. PTE 82-184 (47 FR 
52248, November 19.1982) until May 16, 
1988. Authority to grant the proposed 
exemption is given the Department 
under section 408(a) of the Act section 
4975(c)(2) of the Code and the 
Procedures set forth in ERISA Procedure 
75-1 (40 FR 18471. April 28.1975). 

If the exemption is granted, the 
restrictions of section 406(a) of the Act 
and the sanctions resulting from the 
application of section 4975 of the Code, 
by reason of section 4975(c)(1)(A) 
through (D) of the Code shall not apply 
until May 16,1968 to the sales of certain 
residential units (the Units) located near 
Palm Springs, California, by Desert 
Horizons, Inc. (Desert Horizons), a 
wholly owned corporation of the Plan, 
to parties in interest to the Plan who are 
not fiduciaries [within the meaning of 
section 3(21)(A) of the ActJ, provided the 
following conditions are satisfied: 

(1) (A) Every thirty days, Desert 
Horizons shall publish in the The Desert 
Sun , a price list delineating each 
available Unit and the price at which it 
is offered for sale to the general public. 

(B) For thirty days from the initial 
publication, no sale of any such 
advertised Unit shall be made to a party 
in interest, even if such party offers 
more than the advertised price. 

(C) If, after thirty days from the initial 
publication, no non party in interest 
offers to purchase the Unit, a party in 
interest shall become an eligible 
purchaser, but only at the advertised 
price or at a higher price. 

(D) A party in interest shall not be 
eligible to purchase a Unit whose 
advertised price has been altered until 
the expiration of thirty days following 
publication at the altered price. 

(E) All prospective purchasers shall 
complete a questionnaire indicating 
whether they are a party in interest with 
respect to the Plan. 

(2) Prior to the execution of a contract 
for the sale of a Unit to a party in 
interest. Walker and Lee. Inc. (Walker 
and Lee), serving as the independent 


appraiser for the Plan, shall submit to 
Mr. Jay D. Wahlin. CPA (Mr. Wahlin). 
the independent fiduciary, a letter 
certifying that, based on all relevant 
market factors, the sales price for the 
Unit is not less than its fair market 
value; 

(3) No contract for sale of a Unit shall 
be executed until Mr. Wahlin 
determines whether the prospective 
purchaser is a party in interest with 
respect to the Plan. Upon identification 
of such party, Mr. Wahlin, having access 
to ail information and documentation 
that he deems necessary for an informed 
determination, shall evaluate and 
approve the proposed transaction, based 
on determination made that: (i) the 
published advertisement procedures of 
condition (1) above, not fully met, and 
(ii) the terms and conditions of such 
sales are at least as equal to those that 
the Plan would receive in a similar 
transaction with an unrelated party. In 
the event Mr. Wahlin resigns from his 
position as independent fiduciary, or if 
his appointment is otherwise 
terminated, the Plan shall notify the 
Department's Office of Regulations and 
Interpretations of the name and 
qualifications of a prospective successor 
fiduciary. Appointment of such 
successor shall be effective thirty days 
after receipt of such notification, unless 
the Department issues a letter to the 
Plan explaining its objections; and 

(4) The Plan or Desert Horizons shall 
maintain accurate records 
demonstrating compliance with the 
conditions of this exemption for all 
covered transactions. 

Effective Dates: If granted, this 
proposed exemption will be effective 
May 15.1985. It will expire on May 15, 
1988. 

I. Background 

This proposed exemption is requested 
in an application filed with the 
Department on May 29.1965 by Desert 
Horizons. The application incorporates 
by reference all facts and 
representations contained in Exemption 
Application No. D-2853, which 
comprised the record underlying PTE 
62-164. 

As noted above, on November 19. 

1962. the Department granted PTE 82- 
184 which conditionally permitted: (1) 
the proposed sales of certain residential 
units located in the Desert Horizons 
development by Desert Horizons, to 
parties in interest of the Plan who are 


not fiduciaries; and (2) the proposed 
extensions of credit by the plans to the 
parties in interest in connection with the 
sales. PTE 82-164 expired on May 15, 
1985. Accordingly. Desert Horizons 
seeks an extension of the sales portion 
of this exemption until May 15.1968. 1 
This will enable Desert Horizons to offer 
the Units to all eligible persons through 
three additional prime (winter) selling 
seasons. 1 

11. Summary' of Facts and 
Representations 

A. The Plan is a defined benefit, 
collectively-bargained multiemployer 
pension plan established in 1966 
between certain contributing employers 
and Local Union 959 of the Internationa! 
Brotherhood of Teamsters, Chauffeurs. 
Warehousemen and Helpers of America 
(the Union). The Plan is administered by 
a board of trustees (the Trustees) 
consisting of four employer and four 
union representatives. As of July 31. 

1965, the Plan had 9.500 participants and 
total assets of $414 million. Investment 
decisions for the Plan are divided 
primarily between the Trustees and 
Mercer Meidinger Company. 

B. Desert Horizons, which has been 
wholly owned by the Plan since 1977, is 
a development and construction 
company based in California. Initially, 
Desert Horizons built and marketed 135 
residential units (typically priced in the 
$235,000 to $375,000 range] and 
memberships in an accompanying golf 
course and clubhouse on 275 acres of 
land located in Indian Wells. California 
Subsequent to the marketing of the 
Units, Desert Horizons decided to 
change its policy by constructing model 
homes and then building Units after 


1 Because of the improved market for second 
borne mortg«Aea. (he PUn no longer offer* * ftaaneins 
lo new purchaser* of home* at Detert Horizon* 
According to (be exemption application, procpectivt* 
homebuyert are directed to arrange Rnanactng from 
other source* The Plan, however, at ill honor* prior 
loan commitmenti. 

* Since PTE 82-184 was granted there has beer 
only one instance of if» utilization. According to the 
exemption application, it is unclear In this caae 
whether the purchaser was a parly in interest After 
doae •crotiny by the Plan and in the opinion of Ihe 
Plan s counsel it was determined that the 
horaebuycf was not a party in interest hut merely a 
•enrice provided to the union affiliated with the 
Plan. Despite the limited use of the exemption, the 
Plan fiduciaries believe that prudence dictates that 
an effort be made to extend the exemption so that 
Dcaert Horizons will realize the broadest potential 
market 
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sales has been consummated. To date, 
approximately 160 Units have been sold. 

C The price for each Unit has been 
established by Walker and Lee, an 
unrelated residential real estate 
company located in Santa Ana. 
California. Based on extensive market 
analysts, Walker and Lee has reviewed 
all properties and priced the Units 
uniformly. Printed price lists wiU again 
be made available to the public and 
sales personnel will be instructed to sell 
the Units at the established price. To 
provide an assurance that parties in 
interest will not receive concessions 
from Desert Horizons or the Plan, no 
sale of a Unit will be made to a party in 
interest until the Unit has been 
advertised to the public in the The 
Desert Sun for a period of thirty days 
after Walker and Lee has determined 
the Unit's price. If the Unit is not 
purchased within the requisite time 
frame by a non-party in interest, a party 
in interest will become eligible to 
purchase the Unit, but only at the 
advertised price or at a higher price. In 
addition, all prospective purchasers will 
be required to complete a questionnaire 
indicating whether or not they are 
p.irties in interest. 

D. To facilitate sales of the Units 
during a period of high interest rates and 
generally depressed housing market 
conditions, and in an effort to reduce the 
monthly carrying costs. Desert Horizons 
formerly offered all prospective 
purchasers a 12 percent mortgage loan 
which they were not required to accept. 
A* stated in Footnote One, the Ptan no 
longer offers financing to prospective 
purchasers due to an improved market 
for second home mortgages. 

E. Mr. Wdhlin, who is Independent of 
the Plan and Desert Horizons, will 
continue serving as the independent 
fiduciary for the proposed sales 
transactions. Mr. Wahlin is a CPA who 
heads his own accounting firm in Palm 
Desert. California. Mr. Wahlin 
represents that as a small practitioner, 
his fiduciary experience and experience 
in administering the various provisions 
of the Act are not extensive. 
Nevertheless, he believes his knowledge 
of the Act and fiduciary responsibilities 
is more than adequate. As a tax and 
financial advisor. Mr. Wahlin states that 
he deals with implied fiduciary 
responsibilities and liabilities on a 
regular basis. In addition, he explains 
that he hos consulted with counsel for 
the Plan regarding the duties, 
^sensibilities and liabilities imposed 


on plan fiduciaries. He further asserts 
that he understands his duties, 
responsibilities and liabilities in acting 
as a fiduciary with respect to the Plan. 

Mr. Wahlin states that he has no 
objection to the continuation of the sales 
transactions described in PTE 82-184 
since it expands the market for the 
Units. He says this is even more 
important in light of the President's 
recent tax proposal which may have the 
effect nf diminishing the market. Mr. 
Wahlin feels the best interest of the Plan 
will be met by the sale of current and 
future inventory at a fair price. He 
explains this goal can be obtained 
sooner by allowing a party in interest to 
purchase a Unit at fair market value. 

As the independent fiduciary, Mr. 
Wahlin will continue having the 
responsibility for determining whether a 
prospective buyer is a party in interest 
if the party is a party in interest Mr. 
Wahlin, having access to all pertinent 
Desert Horizons' documents necessary 
to evaluate each transaction, will again 
be required, prior to sale, to determine 
that the advertised price procedure has 
been followed. Then, Mr. Wahlin will 
certify that the terms and conditions of 
the transactions do not constitute a 
price "break" to the party in interest. 

F. In summary, it is represented that 
the proposed transactions will satisfy 
the terms and conditions of section 
406(a) of the Act because: (1) Desert 
Horizons will have a larger group of 
potential buyers for the Units; (2) each 
transaction will be conducted on arm's 
length terms and certified by Mr. 

Wahlin. the independent fiduciary for 
the Plan; and (3) the exemption will 
facilitate the sale of the Units at their 
fair market value. 

Notice to Interested Persons: Notice of 
the proposed exemption will be 
provided to all interested persons by 
publication in the Alaska Teamster 
newsletter within 40 days of the date of 
publication in the Federal Register. Such 
notice shall include a copy of the notice 
of pendency of the exemption as 
published in the Federal Register and 
shall inform interested persons of their 
right to comment. Comments are due 
within 70 days of the date of publication 
of the proposed exemption in the 
Federal Register. 

For Further Information Contoct: Ms. 
Jan D. Broady, of the Department, 
telephone (2U2) 523-8881. (This is not a 
toll-free number,) 


Boston Financial Real Estate Equity 
Group Trust (the Group Trust or Trust) 
Located In Boston, Massachusetts 

[Application No. D-6197) 

Proposed Exemption 

Section L Exemption for Certain 
Transactions Involving the Croup Trust 

(a) The restrictions of sections 406(a), 
406(b)(2) and 407(a) of the Act and the 
sanctions resulting from the application 
of section 4975 of the Code, by reason of 
section 4975(c)(1) (A) through (D) of the 
Code, shall not apply to the transactions 
described below if the applicable 
conditions set forth in Section 111 are 
met. 

(1) Transactions Between Parties-In- 
Interest and the Croup Trust General 
Any transaction between a party-in- 
interest with respect to a plan which has 
an interest in the Group Trust (a 
Participating Plan) and the Group Trust, 
or any acquisition or holding by the 
Group Trust of employer securities or 
employer real property, if the party in 
interest is not Boston Financial Real 
Estate Advisors Limited Partnership 
(Boston Financial) or one of its affiliates, 
any other Trust maintained by Boston 
Financial or one of its affiliates, and it, 
at the time of the transaction, 
acquisition or holding, the interest of the 
Participating Plan, together with the 
interests of any other Participating Plans 
maintained by the same employer or 
employee organization in the Group 
Trust, does not exceed 10 percent of the 
total of all assets in the Group Trust 

(2) Special Transactions Not Meeting 
the Criteria of Section 1(a)(1) Between 
Employers of Employees Covered by a 
Multiemployer Plan and the Group 
Trust. 

Any transaction between an employer 
(or an affiliate of an employer) of 
employees covered by a multiemployer 
plan (as defined in section 3(37)(A) of 
the Act and section 414(f)(1) of the 
Code) that is a Participating Plan, and 
the Group Trust, or any acquisition or 
holding by the Group Trust of employer 
securities or employer real property, if 
at the time of the transaction, 
acquisition or bolding— 

The interest of the multiemployer plan 
in the Group Trust exceeds 10 percent of 
the total assets in the Group Trust, but 
the employer is not a "substantial 
employer" with respect to the plan and 
would not be a "substantial employer" if 
"5 percent" were substituted for "10 
percent" in the definition of "substantial 
employer." 
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(3) Acquisitions, Sales, or Holdings of 
Employer Securities and Employer Real 
Property . 

(A) Except as provided in subsection 

(B) of this section (3), any acquisition, 
sale or holding or employer securities or 
employer real property by the Group 
Trust which does not meet the 
requirements of paragraphs (a)(1) and 

(a)(2) of this Section I. if no commission 
is paid to Boston Financial or to the 
employer, or any affiliate of Boston 
Financial or the employer in connection 
with the acquisition or sale of employer 
securities or the acquisition, sale or 
lease of employer real property: and 

(i) In the case of employer real 
property— 

(aa) Each parcel of employer real 
property and the improvements thereon 
held by the Group Trust are suitable (or 
adaptable without excessive cost) for 
use by different tenants, and 

(bb) The property of the Group Trust 
that is leased or held for lease to others, 
in the aggregate, is dispersed 
geographically. 

(ii) In the case of employer 
securities— 

(aa) Neither Boston Financial nor any 
of its affiliates is an affiliate of the 
issuer of the security, and 

(bb) If the security is an obligation of 
the issuer, cither: 

1. The Group Trust owns the 
obligation at the time the plan acquires 
an interest in the Group Trust, and 
interests in the Group Trust are offered 
and redeemed in accordance with 
valuation procedures of the Trust 
applied on a uniform or consistent basis, 
or 

2. Immediately after acquisition of the 
obligation by the Group Trust not more 
than 25 percent of the aggregate amount 
of obligations issued in the issue and 
outstanding at the time of acquisition is 
held by such plan, and at least 50 
percent of the aggregate amount of 
obligations issued in the issue and 
outstanding at the time of acquisition is 
held by persons independent of the 
issuer. Boston Financial its affiliates, 
and any collective investment fund 
maintained by Boston Financial or its 
affiliates, shall be considered to be 
persons independent of the issuer if 
Boston Financial is not an affiliate of the 
issuer. 

(B) In the case of a Participating Plan 
that is not an eligible individual account 
plan (as defined In section 407(d)(3) of 
the Act), the exemption provided in 
subsection (A) of this section (3) shall be 
available only if, immediately after the 
acquisition of the securities or real 
property, the aggregate fair market value 
of employer securities and employer real 
property with respect to which Boston 
Financial or its affiliate has investment 


discretion does not exceed 10 percent of 
the fair market value of all the assets of 
the Participating Plan with respect to 
which Boston Financial or its affiliate 
has such investment discretion. 

(C) For purposes of the exemption 
contained in subsection (A) of this 
section (3), the term "employer 
securities** shall include securities 
issued by. and the term "employer real 
property" shall include real property 
leased to, a person who is a party-in- 
interest with respect to a Participating 
Plan by reason of a relationship to the 
employer described in section 3(14) (E). 
(G). (HI or (1) of the Act. 

(b) The restrictions of section 406(a)(1) 
(A) through (D) and section 406 (b)(1) 
and (b)(2) of the Act and the sanctions 
resulting from the application of section 
4975 of the Code by reason of section 
4975(c)(1) (A) through (E) of the Code 
shall not apply to the transactions 
described below, if the conditions of 
Section III are met. 

(1) Certain Leases and Goods. 

The furnishing of goods to the Group 
Trust by a party-in-interest with respect 
to Participating Plan or the leasing of 
real property owned by the Trust to 
such partydn-interest and the incidental 
furnishing of goods to such party-in' 
interest by the Trust, if— 

(A) In the case of goods, they are 
furnished to or by the Group Trust in 
connection with real property owned by 
the Trust; 

(B) The party-in interest is not Boston 
Financial, any affiliate of Boston 
Financial or one of the other Trusts; and 

(C) The amount involved in the 
furnishing of goods or leasing of real 
property in any calendar year (including 
the amount under any other lease or 
arrangement for the furnishing of goods 
in connection with the real property 
investments of the Croup Trust with the 
same party-in-interest, or any affiliate 
thereof) does not exceed the greater of 
$25,000 of 0.5 percent of the fair market 
value of the assets of the Group Trust on 
the most recent valuation date of the 
Trust prior to the transaction. 

(2) Transactions Involving Places of 
Public Accommodation. 

The furnishing of services, facilities 
and any goods incidental to such 
services and facilities by a place of 
public accommodation owned by the 
Group Trust to a party-in-interest with 
respect to a Participating Plan, if the 
services, facilities and Incidental goods 
are furnished on a comparable basis to 
the general public. 

(c) The restrictions of section 406(a)(1) 
(A) through (D) of the Act and the 
sanctions resulting from the application 
of section 4975 of the Code by reason of 
section 4975(c)(1) (A) through (D) of the 


Code shall nut apply to the following 
transaction if the conditions of Section 
III are met 

Any transaction between the Group 
Trust and a person who is a party in 
interest with respect to a Participating 
Plan, if— 

(1) The person is a party in interest 
(including a fiduciary) solely by reason 
of providing services to the Participating 
Plan, or solely by reason of a 
relationship to a service provider 
described in section 3(14) (F), (G), (H), or 
(I) of the Act, or both, and the person 
neither exercised not has any 
discretionary authority, control 
responsibility of influence with respect 
to the investment of the Participating 
Plan's assets in. or help by, the Group 
Trust; 

(2) At the time of the transaction, the 
interest of the Participating Plan, 
together with the interests of any other 
Participating Plan maintained by the 
same employer or employee 
organization in the Group Trust, does 
not exceed 20 percent of the total of all 
assets in the Trust; and 

(3) The person is not Boston Financial 
or an affiliate of Boston Financial 

(d) The restrictions of section 406(a)(1) 
(A) through (D) of the Act and the 
sanctions resulting from the application 
of section 4975 of the Code by reason of 
section 4975(c)(1) (A) through (D) of the 
Code shall not apply to the purchase 
and sale of units of beneficial Interest in 
the Group Trust if no more than 
reasonable compensation is paid 
therefor, each purchase and sale is 
authorized in writing by a fiduciary of 
the Participating Plan who is 
independent of Boston Financial end 
any of its affiliates, and the applicable 
conditions of Section III are met. 

Section II. Excess Holdings Exemption 
for Employee Benefit Plans 

(a) The restrictions of sections 406(a) 
and 407(a) of the Act and the sanctions 
resulting from the application of section 
4975 of the Code by reason of section 
4975(c)(1) (A) through (D) of the Code 
shall not apply to any acquisition or 
holding of qualifying employer securities 
or qualifying employer real property 
(other than through the Group Trust) by 
a Participating Plan if (1) the acquisition 
or holding constitutes a prohibited 
transaction solely by reason of being 
aggregated with employer securities or 
employer real property held by the 
Group Trust; (2) the requirements of 
cither paragraph (a)(1) or paragraph 
(a)(2) of Section 1 of this exemption are 
met; and (3) the applicable conditions 
set forth in section 111 of this exemption 
are met. 
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Section I1L General Conditions 

(a) At the time the transaction is 
entered into, and at the time of any 
subsequent renewal thereof that 
requires the consent of Boston Financial 
or its affiliate, the terms of the 
transaction are not less favorable to the 
Croup Trust than the terms generally 
available in arm's-length transactions 
bf tween unrelated parties. 

(b) boston Financial or its affiliates 
maintain for a period of six years from 
the date of the transaction the records 
r r cessary to enable the persons 
Ascribed in paragraph (c) of this 
Section 111 to determine whether the 
conditions of this exemption have been 
met. except that (1) a prohibited 
transaction will not be considered to 
have occurred if. due to circumstances 
beyond the control of Boston Financial 
or its affiliates, the records are lost or 
destroyed prior to the end of the six- 
year period, and (2) no party in interest 
shall he subfect to the civil penalty that 
may be assessed under section 502(i) of 
the Act. or to the taxes imposed by 
section 4975 (a) and (b) of the Code, if 
the records are not maintained, or are 
not available for examination as 
required by paragraph (c) below. 

(c) (1) Except as provided in section 2 
of this paragraph (c) and 
notwithstanding any provisions of 
subsections (a) (2) and (b) of section 504 
of the Act the records referred to in 
paragraph (h) of this Section HI are 
unconditionally available at their 
customary location for examination 
during normal business hours by: 

(A) Any duly authorized employee or 
representative of the Department or the 
Internal Revenue Service. 

(B) Any fiduciary of a Participating 
Plan who has authority to acquire or 
dispose of the interests in the Group 
Trust of the Participating Plan or any 
duly authorized employee or 
representative of such fiduciary. 

(C) Any contributing employer to any 
Participating Plan or any duly 
authorized employee or representative 
of such employer, and 

(D) Any participant or beneficiary of 
any Participating Plan, or any duly 
authorized employee or representative 
of such participant or beneficiary. 

(2) None of the persons described in 
subparagraphs (B) through (D) of this 
paragraph (c) shall be authorized to 
examine trade secrets of Boston 
Ktnancial or its affiliate, or commercial 
or financial information which is 
privileged or confidential. 

Section IV. Definitions and General 

Rules 

For the purposes of this exemption. 


(a) The term "the Group Trust" shall 
include any collective investment fund 
that may hereafter be established, 
operated and managed by Boston 
Financial or its affiliate in essentially 
the same manner as the Boston 
Financial Real Estate Equity Group 
Trust. 

(b) An "affiliate" of a person 
includes— 

(1) Any person directly or indirectly 
through one or more intermediaries, 
controlling, controlled, by. or under 
common control with the person. 

(2) Any officer, director, employee, 
relative of. or partner in any such 
person, and 

(3) Any corporation or partnership of 
which such person is an officer, director, 
partner or employee. 

(c) The term "control" means the 
power to exercise a controlling influence 
over the management or policies of a 
person other than an individual. 

(d) The term "relative" means a 
"relative" as that term is defined in 
section 3(15) of the Act (or a "member of 
the family" as that term is defined in 
section 4975(e)(8) of the Code), or a 
brother, a sister, or a spouse of a brother 
or sister. 

(e) The term "substantial employer" 
means for any plan year an employer 
(treating employers who are members of 
the same affiliated group, within the 
meaning of section 1563(a) of the Code, 
determined without regard to section 
1563 (a)(4) and (e)(3)(c) of the Code, as 
one employer) who has mode 
contributions to or under a 
multiemployer plan for each of— 

(1) The two immediately preceding 
plan years, or 

(2) The second and third preceding 
plan years, equaling or exceeding 10 
percent of all employer contributions 
paid to or under that plan for each such 
year. 

(f) The time as of which any 
transaction, acquisition or holding 
occurs is the date upon which the 
transaction is entered into, the 
acquisition is made or the holding 
commences. In addition, in the case of a 
transaction that is continuing, the 
transaction shall be deemed to occur 
until it is terminated. If any transaction 
is entered into, or an acquisition is 
made, on or after the effective date of 
this exemption, or a renewal that 
requires the consent of the Group Trust 
occurs on or after the effective date of 
this exemption, and the requirements of 
thiB exemption are satisfied at the time 
the transaction is entered into or 
renewed, respectively, or at the time the 
acquisition is made, the requirements 
will continue to be satisfied thereafter 
with respect to the transaction or 


acquisition and the exemption shall 
apply thereafter to the continued 
holding of the property so acquired. 
Notwithstanding the foregoing, this 
exemption shall cease to apply to 
transactions exempt by virtue of 
subsections 1(a)(1) and (l)(c) at such 
time as the interest of the Participating 
Plan exceeds the percentage interest 
limitations set forth In those 
subsections, unless no portion of such 
excess results from an increase In the 
assets allocated to the Group Trust by 
the Participating Plan. For this purpose, 
assets allocated do not include the 
investment of Trust earnings. Nothing in 
this pnragraph (f) shall be construed as 
exempting a transaction entered into by 
the Group Trust which becomes a 
transaction described in section 400 of 
the Act or section 4975 of the Code 
while the transaction is continuing, 
unless the conditions of the exemption 
were met either at the time the 
transaction was entered Into or at the 
time the transaction would have become 
prohibited but for this exemption. 

(g) Each Participating Plan shall be 
considered to own the same 
proportionate undivided interest in each 
asset of the Group Trust as its 
proportionate interest in the total assets 
of the Group Trust as calculated on the 
most recent preceding valuation date of 
the Trust. 

The availability of this exemption is 
subject to the express condition that the 
material facts and representations 
contained in the application are true and 
complete, and that the application 
accurately describes all material terms 
of the transactions to be consummated 
pursuant to this proposed exemption. 

Preamble 

On July 25, I960, the Department 
published a class exemption. Prohibited 
Transaction Exemption 80-51 (PTE BO- 
51. 45 FR 49709). which permits 
collective investment funds that are 
maintained by banks and in which 
employee benefit plans participate to 
engage in certain transactions provided 
that specified conditions are met The 
transactions for which the applicants 
have requested relief are those which, in 
part are the subject of PTE 80-51. 

The Department stated in PTE 80-51 
that u comment had been received to the 
proposed class exemption requesting 
that it be amended to apply to collective 
investment funds that are not 
maintained by banks. Relief was 
granted for bank collective investment 
funds because, among other reasons, 
such funds are regulated by other 
governmental agencies and constitute a 
well-defined class of funds. In the case 
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of collective investment funds that are 
not maintained by banks, the 
Depat tment found that the record was 
insufficient to determine the nature of 
the funds and the entities monaging the 
funds that would comprise the class 
covered by such broad relief. As a 
result, the Department stated that it 
could not make the required statutory 
findings for such relief, and that relief 
for non»bank maintained collective 
investment funds should be deult with 
on an individual rather than a class 
basis. 

To date the Department has proposed 
and granted various individual 
exemptions on behalf of collective 
Investment funds which have not 
qualified for relief under PTE 80-51 or 
Prohibited Transaction Exemption 78-19 
(PTE 76-19.43 FR 59915, December 22. 
1978; class relief on behalf of pooled 
separate accounts sponsored by 
insurance companies). Such individual 
exemptions have provided relief for 
similar transactions subject to, in most 
instances, similar terms and conditions 
as those contained in the class 
exemptions. 

Summary of Facts and Representations 

1. The Group Trust was established as 
of April 30.1985. as a group trust 
described in Rev. Rul. 81-100,1981-1 
C.B. 320. The Group Trust will provide 
qualified pension and profit-sharing 
plans and certain governmental plans 
with a vehicle for pooling a portion of 
their funds for the purpose of making 
investments in real estate. The Group 
Trust is intended to be exempt from 
Federal income taxes under section 
501(a) of the Code as a qualified trust 
under section 401(a) of tho Code. 

2. Pursuant to a written investment 
management agreement entered into 
with the trustees of the Group Trust, 
Boston Financial serves as the 
investment manager for the Group Trust. 
Boston Financial is a Massachusetts 
limited partnership registered as an 
investment adviser under the 
Investment Advisers Act of 1940. Its 
general partner is Boston Financial Real 
Estate Advisors, a division of Boston 
Financial Technology Group, Inc. 
(BFTG). BFTG. a Massachusetts 
corporation organized in 1909. is a 
diversified real estate investment and 
management firm that structures a 
variety of real estate investment 
programs, primarily through private 
placements of equity securities for real 
estate developers in limited partnerships 
and other entities organized to develop 
and operate residential and commercial 
real property. Boston Financial expects 
to manage additional trusts in the future 
which will be structured similar to the 


Group Trust. Pursuant to the investment 
management agreement, Boston 
Financial will be vested with the 
exclusive authority to acquire, manage 
and dispose of the Group Trust s 
investments in real property. Boston 
Financial will be responsible for 
performing the day-to day 
administrative and investment 
operations of the Trust. Boston Financial 
expects to provide property acquisition, 
maintenance and repair, rent collection, 
bookkeeping, lease negotiation, 
mortgage brokerage and other related 
management services through an 
affiliate but may at its own expense 
retain unrelated property management 
companies. 

Messrs. Duncan A. Christie. A. Harold 
Howell. James S. Hughes and Fred N. 
Pratt, Jr. serve as the trustees (the 
Trustees) of the Group Trust. The 
Trustees are officers ot Boston Financial 
or a related corporation. The Trustees 
will not be compensated by the Group 
.Trust. 

3. Interests in the Group Trust will be 
offered pursuant to an offering 
memorandum (the Memorandum) which 
describes the management, operation. 
Investment objectives and income tax 
consequences of the Group Trust and 
compensation to be paid to Boston 
Financial as investment manager. Units 
of beneficial interest in the Group Trust 
(Units) are offered for a price of 
$100,009. with a minimum subscription 
by an investor, subject to waiver by the 
Trustees under certain circumstances, of 
$1 million or 10 units. Given the 
minimum subscription requirement. 
Participating Plans should be 
sufficiently large so that such 
investment will not violate the 
diversification requirements of the Act. 
Boston Financial anticipates that 
interests in the Group Trust will he 
offered only to plans with at least $10 
million in assets. 

The applicant states that a total of 750 
Units will be offered for participation in 
the Trust. The Group Trust will not enter 
into any commitments to invest its 
assets in real estate until subscriptions 
for at least $20 million have been 
accepted by the Trustees. If fewer than 
$20 million of subscriptions have been 
received by October 31.1988. or a later 
date prior to May 1.1987 to which the 
Trustees may extend tho offering (the 
Offering Termination Date), the Group 
Trust will terminate. 

The Units will be privately offered 
commencing in June 1985 and will not be 
registered under the Securities Act of 
1933. Neither the Units nor any interest 
therein may be resold, transferred, 
assigned, or otherwise disposed of or 


encumbered by Participating Plans, as 
required by Rev. Rul. 81-100. 

4. The decision of any plan to invest in 
the Group Trust will be made by 
fiduciaries of that plan. The Trustees 
may reject a subscription for any 
reason. The applicant states that none of 
the individual Trustees of the Group 
Trust, nor any of the employees, officers, 
directors or shareholders of Boston 
Financial or its affiliates will exercise 
any discretionary authority over or 
otherwise participate in the decision of 
any plan to invest in the Group Trust. 
Similarly, none of the individual 
Trustees of the Group Trust, nor any of 
the employees, officers, directors or 
shareholders of Boston Financial or its 
affiliates will serve as a director or 
officer of any sponsor of any 
Participating Plan. 

In connection with the proposed 
exemption for the purchase and sale of 
Units in the Group Trust, the applicant 
represents that Boston Financial or its 
affiliates may act as an investment 
adviser or investment manager with 
respect to portions of the assets of plans 
that may become Participating Plans 
and may on occasion be retained by 
such plans to provide services with 
respect to specific real estate 
investments made by the plans. 
However, the applicant represents 
further that assets of plans for which 
Boston Financial or any of Its affiliates 
acts as investment adviser or 
investment manager or otherwise 
subject to the investment discretion of 
Boston Financial or any of its affiliates 
will not be eligible for investment in the 
Group Trust. In addition, Boston 
Financial expects to engage in normal 
marketing and promotional activity in 
connection with the Group Trust, but it 
will not recommend investment therein 
of plan assets with respect to which it 
acts as an investment adviser or 
investment manager. 1 


’To the extent that. In the ordinary court* of 
business, Boston Financial or any of lie • Oil late* 
provide! “investment advice'* to a Participating Kan 
within the meaning of regulation 29 CFR 2S1Q3- 
ZlfcMlMUMBj and recommend* an Investment of the 
plan'* aateta in the Group Trust, the presence of an 
unrelated second fiduciary acting on the consultant' 
Investment adviser's recommendations on behalf of 
the plan is not sufficient to insulate the advisers 
from fiduciary liability under section 400(b) of the 
Act (See Adviser)* Opinion* 84-03A and 4MHA 
issued by the Department on January 4.1984.) TV 
Department ts unsbte to conclude that fiduciary seif 
dealing of this type (if present) is to the interests or 
protective of plans and their participants and 
beneficiaries and. accordingly, has limited 
exemptive relief for the acquisition or sales of Until 
in the Group True! to section 400(a) violations only 
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5. The Trustees, in their sole 

di xretion, may terminate the Croup 
Trust at any time. The applicant states 
that the Group Trust will automatically 
terminate on April 30.1994, unless 
Participating Plans holding at least two 
thirds of the Units of the Group Trust 
vete to extend it for one or two 
successive periods of up to two years 
each. Upon termination, the Trustees are 
required to liquidate the Group Trust’s 
properties and distribute Its assets to 
Participating Plans, pro rata, subject to 
appropriate reserves for existing 
liabilities and contingencies. 

6. The Memorandum advises 
fiduciaries of prospective Participating 
Plans that investment in the Group Trust 
should be considered only on a long¬ 
term basis. However, a Participating 
Plan that desires to dispose of its 
investment in the Group Trust may 
apply to the Trustees for redemption of 
J) or some of its Units. The Trustees 
will not be obligated to redeem any 
Units prior to the fourth anniversary of 
the Offering Termination Date and will 
make redemption payments only out of 
funds not committed for Investment or 
otherwise available for investment or 
distribution. The Trustees will be under 
no obligation to sell any properties to 
satisfy redemption requests. However, 
commencing four years after the 
Offering Termination Date, the Group 
Trust may not enter Into any new 
commitments to purchase properties 
during the period commencing 90 days 
after receipt or a redemption request 
until such redemption Is made. Upon 
receipt of a redemption request, tho 
Trustees may in their discretion notify 
all remaining or prospective 
Participating Plans of the availability of 
additional Units that may be purchased 
on a pro rata basis at the existing unit 
anset value as of the date of redemption. 

Upon the redemption date, the 
Trustees will distribute to the redeeming 
l irticipating Plan 90% of the redemption 
value as of such date of the Units being 
redeemed. The Trustees will withhold 
from distribution und place in a separate 
interest bearing account 10% of the 
redemption value of the Units being 
redeemed in order to protect the 
interests of non redeeming Participating 
Plans from any uncertainty inherent in 
the determination of redemption values. 
The applicant states that upon 
completion of the liquidation begun on 
the scheduled termination date of the 
Group Trust (April 30.1994), or within 90 
days after such scheduled date In the 
event of an extension, the Trustees will 
distribute the deferred redemption 
a mount with all accrued interest thereon 
to the redeeming Participating Plans. 


However, if the redemption value at that 
time is greater than either the 
liquidation proceeds or the unit value, 
then some or all of the deferred 
redemption amount will be paid to non¬ 
redeeming Participating Plans to 
equalire the redemption and liquidation 
distributions. 

7. The Group Trust will maintain such 
reserves as Boston Financial deems 
appropriate. These reserves, along with 
any subscription proceeds not 
immediately used to acquire real estate 
will be temporarily invested in liquid 
investments, including short-term United 
States Government securities, interest- 
bearing deposits, certificates of deposit, 
banker's acceptances, or other short¬ 
term money-market instruments, 
including ahort-term debt and 
commercial paper issued by major 
corporations some of which maybe 
sponsors of Participating Plans. The 
selection of such short-term investments 
will be within the discretion of Boston 
Financial. 

a. Pursuant to applicable Group Trust 
documents, Boston Financial as 
investment manager will receive a single 
fee for its management services, 
including property management, based 
in part on the Croup Trust's properties 
and in part on the revenues derived 
from such properties. The applicant 
states that no additional fees, 
commissions or compensation will be 
paid by the Group Trust to Boston 
Financial or any of its affiliates for 
mortgage servicing, lease negotiation, 
brokerage or other related management 
services. Boston Financial or its 
affiliates will be reimbursed by the 
Group Trust for certain costs und 
expenses, including travel and other out- 
of-pocket expenses incurred in 
connection with property evaluation, 
negotiation, operation or disposition. 

The Group Trust will also pay costs 
of on-site building management 
personnel and office space, leasing fees 
paid to third parties and other fees for 
professional and technical services. 
However, the Group Trust will not pay 
leasing fees to agents of employers 
whose plans are participating in the 
Group Trust. Boston Financial 
represents that the single fee structure 
for the investment and property 
management services will be disclosed 
to and known by the fiduciaries of the 
Participating Plans and that any 
necessary services other than those 
described in the Croup Trust document 
will be provided at cost. In addition, the 
Group Trust will reimburse the salaries 
of employees of Boston Financial or its 
affiliates only to the extent that such 
salaries would not have been incurred 


but for the operation of the Group 
Trust. 1 

9. Because each Participating Plan will 
incorporate as part of such plan the 
terms, provisions, and conditions of the 
Group Trust agreement, the Group Trust 
will occupy a position equivalent to the 
trust created under such Participating 
Plan, Accordingly, pursuant to Revenue 
Ruling 81-100, it is the position of the 
Department that a "party in interest" as 
defined in the Act. or a "disqualified 
person" as defined in the Code, with 
respect to a Participating Plan may be 
viewed as a party in interest or 
disqualified person with respect to the 
Group Trust. Thus, a transaction 
between such party and the Group Trust 
may be viewed as a prohibited 
transaction as described in section 
406(a) of the Act. section 4975(c) of the 
Code, or both. 

The applicant represents that if the 
Group Trust is unable to enter into 
transactions with certain persons 
because such persons are parties in 
Interest with respect to a Participating 
Plan, the Group Trust's ability to 
prudently make its investments and 
conduct its operations solely for the 
benefit of the Participating Plans will be 
unduly restricted. In addition, the 
purchase and tale of units of 
participation in the Group Trust may be 
considered a prohibited sale or transfer 
of assets between a Participating Plan 
and the Trustees that is not exempted 
by operation of the statutory exemption 
provided in section 408(b)(8) of the Act 
because the Group Trust is not 
maintained by a bank or an insurance 
company. 

10. The applicant requests prospective 
exemptive relief for many of those 
classes of transactions between the 
Group Trust and certain parties in 
interest which were afforded exemptive 
relief in PTE 60-51. The applicant 
proposes that such classes of 
transactions be subject to similar 
conditions, limitations, and restrictions 
as those delineated with respect to 
those transactions afforded exemptive 
relief in PTE 80-51. 

11. The books and records of the 
Group Trust will be audited by an 
independent certified public accountant 
each fiscal year. Copies of such reports 
and other pertinent information, 
including a summary of fees and 
expenses, report of acquisitions and 
appraisals ans schedules of net asset 
and unit values, will be forwarded to 


*Tbut. tbr Department it oof proposing tn 
exemption Ior the receipt of investment or property 
morwgeincrit fees beyond that provided by section 
409(b)(2) of the Act 
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each Participating Plan. Within sixty 
days aft»*r the dose of each of the first 
three quarters of each fiscal year, 

Boston Financial will prepare and 
furnish to each Participating Plan 
detailed written reports of the financial 
position of and (he business transacted 
by the Group Trust during that quarter. 
Such quarterly reports will not be 
audited. 

12. In summary, the applicant 
represents that the proposed exemption 
for certain transactions between the 
Group Trust and certain parties in 
interest satisfies the criteria of section 
408(a) of the Act because: (a) The 
projxised exemption would allow the 
Group Trust to enter into transactions 
which, although prohibited, are 
necessary for the Group Trust to 
prudently make its investments and 
conduct its operations solely for the 
benefit of its Participating Plans and 
their pai t id pants and beneficiaries; (b) 
the proposed exemption would only 
apply to various classes of piohibited 
transactions which were afforded relief 
in PTE 80-51 and would be subject to 
similar conditions, limitations and 
restrictions os those delineated with 
respect to those tra nsac tions afforded 
exemptive relief in PTE 80-51; and (c) 
independent fiduciaries, unrelated to the 
Group Trust, the Trustees, the 
investment manager or any other related 
party, will maintain complete discretion 
with respect to investment of the 
Participating Plan's assets in the Group 
Trust. 

For Further Information Contact: Mr. 
E.F. Williams of the Department, 
telephone (202) 525-8195. (This is not a 
toll-free number). 

Kimball International. Inc. Indirect 
Retirement Plan (the Plan) Located in 
Jasper. Indiana 

(Application No. D-6257) 

Proposed Exemption 

The Deportment is considering 
granting an exemption under the 
authority of section 408(a) of the Act 
and section 4975(c)(2) of the Code and in 
accordance with the procedures set 
forth m ERISA Procedure 75-1 (40 KR 
18471. April 28,1975). If the exemption is 
granted the restrictions of section 406(a). 
400 (b)(1) and (b)(2) of the Act Hnd the 
sanctions resulting from the application 
of section 4975 of the Code, by reason of 
section 4975(c)(1) (A) through (E) of the 
Code, shall not apply to the proposed 
cash sale by the Plan of 0.59 acres of 
real property to Kimball International. 
Inc (the Employer), the sponsor of the 
Plan; provided that all terms and 
conditions of such sale are not less 
favorable to the Plan than the Plan could 


obtain in an arm's-length transaction 
with an unrelated party. 

Summary of Facts and Represents lions 

1. The Plan is a defined contribution 
profit-sharing pension plan with 1.337 
participants and total assets of 
$7,921,721 as of June 30.1984. The 
Employer is an Indiana corporation 
engaged in the manufacture and 
marketing of pianos and organs, 
furniture and contract cabinets and 
processed wood products. The assets of 
the Plan are held and managed by the 
Springs Valley Bank and Trust Company 
(the Trustee) of Jasper, Indiana, which is 
not related to the Employer except as 
Plan Trustee. Under an agreement with 
the Trustee und the Employer dated 
October 0,1982, Arthur L. Dillard 
(Dillard) monitors and administers 
leases by which certain real property 
owned by the Plan is leased to the 
Employer, totally representing the 
interests of the Plan with respect to such 
real property. The leases of such real 
property by the Plan to the Employer are 
exempt from the prohibited transaction 
provisions of the Act and the Code by 
virtue of an individual administrative 
exemption, PTF. 84-82 (49 FR 28838, June 
29. 1984.) 

2. Among the parcels of real property 
leased by the Plan to the Employer 
under the agreement wit h Dil lard and 
subject to the exemption PTE 84-82 is 
the Stylemasters property, a production 
plant and office situated on 
approximately 2.07 acres of land located 
at 15th and Cherry Streets in West 
Baden. Indiana. Pursuant to a need for 
additional warehouse space, the 
Employer intends to construct a new 
warehouse building on land already 
owned by the Employer adjoining the 
Stylemasters property and on a 0.59 acre 
portion of land (the Sublot), within the 
Stylemasters property abutting the 
Employer’s land. Accordingly, the 
Employer proposes to purchase the 
Sublot from the Plun for the construction 
of the new warehouse and is requesting 
ao exemption to permit this transaction 
under the terms and conditions 
described herein. 

3. The Sublot is currently used as 
parking space, driving access and 
general outdoor storage, and is not 
space which is necessary* for the 
independent operation of the plant on 
the Stylemasters property. The Sublot 
was appraised by David C, Hoffman and 
Linda L. Schroering (Hoffman and 
Schroering). professional real estate 
appraisers with the independent real 
estate firm of Schroering Realty of 
Jasper. Indiana. Hoffman and Schroering 
determined that as of June 5.1985. the 
Sublot had a fair market value of 


$11,800. The Employer proposes to pay 
the Plan a cash price of $21,000 for the 
Sublot and to pay all costs and expenses 
related to the sale. The Employer's 
purchase of the Sublot from the Plan as 
proposed herein has been reviewed and 
evaluated by Dillard, whose prior 
approval is required of any transaction 
with respect to the property which is the 
subject of PTE 84-82. Dillard represents 
that the Employer's purchase of the 
Sublot from the Plan as proposed herein 
will be in the best interests and 
protective of the participants and 
beneficiaries of the Plan. Nothing that 
the Plan's saie of the Subiot will 
eliminate the current loading area and 
parking space for the Stylemasters 
facility. Dillard has determined that 
there are adequate alternatives for both 
loading access and parking space 
elsewhere on the Stylemasters property 
After considering the requirements for 
independent operation of the 
Stylemasters property, Dillard 
represents that the Plan's sale of the 
Sublot to the Employer will not 
negatively affect the value of the 
remainder of the Stylemasters property 
not interfere with Its independent 
operation. Dillard represents that the 
Employer will be responsible for any 
modifications on the Stylemasters 
property necessary for its independent 
operation after the sale of the Sublot. In 
his recommendation for the Plan to 
proceed with the proposed sale of the 
Sublot to the Employer, Dillard 
particularly notes the premium purchase 
price offered by the Employer, which is 
$9,200 higher than the Sublot's fair 
market value according to Hoffman and 
Schroering. Hoffman and Schroering 
have determined that the offered 
purchase price excess of $9,200 over the 
Sublot's appraised fair market value 
adequately reflects the Sublot's special 
value to the Employer as a potential 
purchaser. The Employer specifically 
represents that in the event such excess 
is treated as a contribution by the 
Employer to the Plan, it will not cause 
the Plan to exceed the limitations of 
section 415 of the Code. The rental 
payments paid to the Plan by the 
Employer for the Stylemasters property 
will be affected, if at all, by the 
severance of the Sublot from the 
Stylemasters property no sooner than 
the next regularly scheduled rental 
review under the pertinent lease in 1987 

4. In summary, the applicant 
represents that the statutory criteria of 
section 408(a) of the Act are satisfied in 
the proposed transaction for the 
following reasons: (1) The proposed 
transaction has been approved by 
Dilldrd, who represents the interests of 
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the Plan with respect to the subject real 
property and whose prior approval is 
required with respect to any transaction 
involving such real property; (2) The 
Sublot constitutes space on the 
Stylemasters property which is not 
necessary for the operation of the 
Stylemasters facility; (3) The Plan will 
incur no sales costs or other related 
expenses in the transfer of the Sublot to 
the Employer and (4) The cash purchase 
price to be paid for the Sublot by the 
Employer will represent a premiun of 
$9,200 over the Sublofs appraised fair 
market value, a premiun which Hoffman 
ft Schroering have determined to be an 
adequate reflection of the Sublot’s 
special value to the Employer. 

For Further Information Contact; Mr. 
Ronald Willett of the Department, 
telephone (202) 523-8881. (This is not a 
toll-free number.) 

Wayne A. Ono. D.D.S, P.S. Money 
Purchase Pension Plan (the Money 
Purchase Plan) and Wayne A. Ono. 
D.D.S., P.S. Profit Sharing Plan (the 
Profit Sharing Plan; collectively, the 
Plans) Located in Bellevue. Washington 

[ Application Not. D-6293 and D-8294) 

Proposed Exemption 

The Department is considering 
granting an exemption under the 
authority of section 408(a) of the Act 
and section 4975(c)(2) of the Code and in 
accordance with the procedures set 
forth in ERISA Procedure 75-1 (40 FR 
18471. April 28,1975). If the exemption is 
granted the restrictions of section 406(a) 
and 406(b)(1) and 406(b)(2) of the Act 
and the sanctions resulting from the 
application of section 4975 of the Code, 
by reason of section 4975(c)(1) (A) 
through (E) of the Code, shall not apply 
to the proposed cash sale by the Plans of 
a certain parcel of improved real 
property (the Property) located in 
Redmond, Washington, to Wayne A. 

Ono. D.D.S. and Sodami Ono (the 
Applicants), parties in interest with 
respect to the Plan, for $80,000, provided 
that such price is not less than the fair 
market value of the Property as of the 
date of the sale. 

m 

Summary of Facts and Representations 

1. The Money Purchase Pension Plan 
had four participants and net assets of 
$233,140 as of September 30,1984. The 
Profit Sharing Plan had four participants 
and net assets of $251,361 as of 
September 30.1984. The assets of the 
Plans are commingled for investment 
purposes. The Applicants are the 
trustees of the Plans. 

2. The Property is an improved lot of 
approximately 18.800 square feet located 
in the City of Redmond. King County. 


Washington. The only improvements 
located on the Property are a single 
story, wood-framed house (the House) 
built in 1928 and a detached, single-car 
garage. The total area of the House i9 
560 square feet. The House is leased to 
an unrelated party on a month-to-month 
basis at a rate of approximately $50 per 
month. The Property was purchased 
pursuant to a land contract by the Plans 
on December 28.1976 from persons 
unrelated to the Plans or the Applicants. 
The purchase price of the Property was 
$33,500, which included a down 
payment of $8,000 in cash with the 
remaining $27,500 payable in semi¬ 
annual installments of $1,500 at an 
annual interest rate of 8.5 percent The 
Property has never been used by a 
party-in-interest with respect to the 
Plans, nor does any party-in-interest 
currently own real property which is 
adjacent to or located in the area of the 
Property. 

3. Since the purchase of the Property 
the Plans have paid $24,000 in mortgage 
payments. $978 for insurance and $4,187 
in property taxes. The total expenditures 
by the Plans in connection with the 
acquisition and holding of the Property 
through June 30,1985 are $35,165. The 
balance remaining on the Real Estate 
Contract is $19,479 as of June 30,1985. 

4. The Property was appraised by 
Edwin E. Muehlbach. M.A.I.. an 
independent real estate appraiser in 
Redmond, Washington, as having a fair 
market value of $80,000 as of May 8. 

1985. which represents approximately 
16.5% of the Plans’ current assets. Mr. 
Muehlback states in his appraisal that 
the highest and best use of the Property, 
if vacant and available for development, 
is multiple family use. This opinion is 
based upon his review of the size of the 
subject property, its shape and 
topography, its location in and around 
multiple family development, a zoning 
which permits this use. the availability 
of utilities and access to the Redmond 
central business district. The Property is 
currently zoned multiple family by the 
City of Redmond and is suitable for 
development for eight apartment units. 

5. The Applicants represent that the 
City of Redmond is currently preparing a 
land use study which recommends a 
lower density of multiple residence 
development and specifically 
recommends the down zoning of other 
multiple residence zoned property 
within the City of Redmond. The 
Applicants believe that reduction in the 
multiple family zoning would have a 
substantial adverse effect on the fair 
market value of the Property and that 
therefore it would be advantageous to 
develop the Property the zoning for the 
Property is favorable. 


6. The Applicants represent that the 
current expenses of maintaining the 
Property in the Plans, both direct 
expenses and administrative expenses, 
exceed the monthly income which is 
currently being derived from the 
Property. Furthermore, the Applicants 
represents that the Plans lack the 
financial resources and expertise to 
develop the Property as a multiple 
family housing project. The applicants 
also represent that the Plan's rate of 
return and liquidity will be improved, 
and diversification of the Plans’ assets 
enhanced, if the PlanB sell the Property 
and change their investment mix. 

7. The Applicants propose to purchase 
the Property from the Plans for its 
appraised value of $80,000 in cash. The 
Plans will pay no expenses, 
commissions or fees in connection with 
the sale. 

8. In summary', the Applicants 
represents that the transaction satisfies 
the criteria of section 408(a) of the Acl 
because: (a) The transaction will be a 
one time transaction for cash; (b) the 
Plan 9 will receive the fair market value 
for the Property as determined by an 
independent, qualified appraiser; (c) the 
Plans will not be required to pay any 
real estate fees or commissions in 
connection with the sale; and (d) Wayne 
A. Ono. D.D.S. and Sadami Ono. as 
trustees for the Plans, have determined 
that it is in the Plans' best interest to sell 
the Property because the sale will 
eliminate the relatively high cost of 
administering the property and permit 
the Plans to invest in more liquid assets 
generating a higher current yield. 

For Further Information Contact: Ms. 
Janet Laufer of the Department, 
telephone (202) 523-8833, (This is not a 
toll-free number.) 

Bruce J. Coan, M.D., P.C. Pension Plan 
and Trust (the Plan) located in Huntley, 
MT 

(Application No. D-6317] 

Proposed Exemption 

, The Department is considering 
granting an exemption under the 
authority of section 4975(c)(2) of the 
Code and in accordance with the 
procedures set forth in ERISA Procedure 
75-1 (40 FR 18471, April 26 1975). If the 
exemption i9 granted the sanctions 
resulting from the application of section 
4975 of the Code, by reason of section 
4975(c)(1) (A) through (E) of the Code 
shall not apply to the proposed cash sale 
of unimproved real property (the 
Property) from the Plan to Bruce J. Coan. 
M.D. (Dr. Coan), the sole owner of the 
Plan sponsor and the Plan's sole 
participant, for $185,000 provided that 
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the sale price is not less than the 
Property's fair market value as of the 
date of sale. * 1 

Summary of Facts and Representations 

1. The Plan is a money purchase 
pension plun with one participant and 
assets with a value of approximately 
$235,000. Dr. Coan is the Plan's trustee 
and sole participant, and the sole owner 
of Bruce j. Coan, M.D., P.C. (the Plan 
Sponsor). 

2. The Plan purchased the Property on 
October 12,1933 from Elmer F. Link, a 
party unrelated to Dr. Coan or the Plan 
Sponsor, for $175,000. Since then, the 
Plan has incurred approximately $2,000 
to $3,000 in property taxes and 
maintenance costs. 

3. The applicant represents that the 
Property produces no income for the 
Plan and therefore results in a loss to 
the Plan due to the payment of property 
taxes. The Plan will invest the proceeds 
of the sale in income producing 
property. 

4. The Property was appraised on 
August 5.1985 by Robert R. Morse, 
Acredited Rural Appraiser. American 
Society of Farm Managers and Rural 
Appraisers. Mr. Morse is represented as 
being independent of Dr. Coan and 
having no interest in the Property. Mr. 
Morse appraised the fair market value 
of the Property as $177,000 as of August 
5.1985. In a supplementary letter of 

- September 16,1985, Mr. Morse indicated 
that due to the Property's proximity to 
other land owned by Dr. Coan, and the 
lack of access to the Property except via 
Dr. Coan's other land, the Property's 
value to Dr. Coan would be $8,000 to 
$9,000 higher, reflecting the cost of 
building an access road and bridge to 
the Property. 

5. Dr. Coan proposes to purchase the 
Property from the Plan for $185,000 in 
cash. The Plan will incur no costs with 
respect to the transaction. 

6. In summary, the applicant 
represents that the proposed transaction 
satisfies the criteria of section 4975(C)(2) 
because: (a) This will be a one-time 
transaction for cash; (b) the Plan will be 
able to invest the sale proceeds in 
income producing assets; and (c) Dr. 
Coan will pay the Plan the fair market 
value of the Property plus a premium 
due to its proximity to other property 
owned by him. 

Notice to Interested persons: Because 
Dr. Coan is the sole shareholder of the 
Plan sponsor and the only participant in 


1 Since Dr. Coen U the sole owner of the Pten 
•pontor end the ook parndpunt in the Plan, there it 
no jurisdiction under Title I of the Act pursuant to 
29 CPR 2Sia3-3fb) However, there is Jurisdiction 
under Title II of the Act pursuant to section 4975 of 
the Code. 


the Plan it has been determined that 
there is no need to distribute the notice 
of pendency to interested persons. 
Comments and requests for a hearing 
must be received by the Department 
within 30 days of the date of publication 
of this notice of proposed exemption. 

For Further Information Contact: 

David Lurie of the Department 
telephone (202) 523-8884. (This is not a 
toll-free number.) 

General Information 

The attention of interested persons is 
directed to the following: 

(1) The fact that a transaction is the 
subject of an exemption under section 
408(a) of the Act and/or section 
4975(c)(2) of the Code does not relieve a 
fiduciary or other party in interest or 
disqualified person from certain other 
provisions of the Act and/or the Code, 
including any prohibited transaction 
provisions to which the exemption does 
not apply and the general fiduciary 
responsibility provisions of section 404 
of the Act, which among other things 
require a fiduciary to discharge his 
duties respecting the plan solely in the 
interest of the participants and 
beneficiaries of the plan and in a 
prudent fashion in accordance with 
section 404(a)(1)(B) of the Act; nor does 
it affect the requirement of section 
401(a) of the Code that the plan must 
operate for the exclusive benefit of the 
employees of the employer maintaining 
the plan and their beneficiaries; 

(2) Before an exemption may be 
granted under section 408(a) of the Act 
and/or section 4975(c)(2) of the Code, 
the Department must find that the 
exemption is administratively feasible, 
in the interests of the plan and of its 
participants and beneficiaries and 
protective of the rights of participants 
and beneficiaries of the plan; and 

(3) The proposed exemptions, if 
granted, will be supplemental to, and 
not in derogation of, any other 
provisions of the Act and/or the Code, 
including statutory or administrative 
exemptions and transitional rules. 
Furthermore, the fact that a transaction 
is subject to An administrative or 
statutory exemption is not dispositive of 
whether the transaction is in fact a 
prohibited transaction. 

(4) The proposed exemptions, if 
granted, will be subject to the express 
condition that the material facts and 
representations contained in each 
application are true and complete, and 
that each application accurately 
describes all material terms of the 
transaction which is the subject of the 
exemption. 


Signed at Washington. D C. this 29th day 
of October 1085. 

Elliot L Daniel 

Assistant Administrator for Regulation* and 
Interpretation a. Office of Pension and 
Welfare Benefit Programs, Department of 
Labor. 

(FR Doc. 85-28394 Filed 11-5-85; 8:45 am) 
mama cooe 4vo-»-* 


LIBRARY OF CONGRESS 
Copyright Office 

Policy Decision Fixing Fees for the 
Special Handling of Import Statements 
and Documents 

agency: Copyright Office. Library of 
Congress. 

action: Notice of Policy decision. 

summary: The purpose of this notice is 
to inform the public that, in accordance 
with 17 U.S.C 708(a)(ll), the Register of 
Copyrights has fixed a fee for providing 
the special service of expedited 
processing (i.e.. '‘special handling") of 
requests to issue import statements and 
to record documents pertaining to 
copyright. The fee for special handling 
of a request to record a document has 
been fixed at $200: the fee for special 
handling of a request to issue an import 
statement has been fixed at $100 when it 
is submitted alone, and at $50 when it 
accompanies a request for special 
handling of a Form TX (for registration 
of nondramatic literary works). Each fee 
has been set by the Register at the cost 
of providing the service. 

EFFECTIVE DATE: December 6,1985. 

Notice of Policy Decision 

Fees for Special Handling of Import 
Statements and Documents 

1. Background 

Section 708(a) of the Copyright Act. 
title 17 of the United States Code, 
prescribes a schedule of fees that must 
be remitted to the Copyright Office in 
payment of registration and other 
services rendered to the public under 
the Act. Subsection 11 of section 700(a) 
gives the Register of Copyiighta the 
authority to fix a fee for any special 
services requiring a substantial amount 
of time or expense based on the cost of 
providing the special service. 

"Special handling" is a procedure 
established within the Copyright Office 
to reduce the length of time remitters 
with exigent circumstances must wait 
for the Office to process an application 
for registration of a claim to copyright, 
or the recordation of a document, or the 
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issuance of an important statement. 
Special handling is granted ot the 
discretion of the Register of Copyrights 
in a limited number of cases as a service 
to copyright remitters who have 
c impelling reasons for the expedited 
service. 

A request for special handling will be 
granted only in cases involving pending 
or prospective litigation, customs 
matters, or contract or publishing 
deadlines that necessitate the expedited 
processing. Special handling procedures 
may be applicable to cases pending in 
the Copyright Office, provided the 
previously mentioned criteria are met. 

Special handling of requests for 
issuance of a certificate of registration, 
certificate of recordation of a document, 
or the issuance of an import statement 
can impact many steps or every step of 
the processing procedures. Under 
normal procedures, applications, 
documents and import statements pass 
through the various processing steps in 
groups which are administratively 
efficients. A claim that receives special 
handling must be processed outside of 
the normal work flow necessitating 
individual handling at each step and 
individual routing between work 
stations. A separate system of controls 
must be maintained for the special 
handling of claims to assure both that 
they move expeditiously through the 
necessary procedures and that they can 
be located quickly if the need should 
arise. Each of these activities involves 
more staff time than claims in the 
normal work flow since employees 
could otherwise be more efficiently 
occupied processing ordinary claims. 

l?ie fee for special handling of a 
registration of a claim to copyright has 
been fixed by the Register of Copyrights 
at $200. based upon the cost of providing 
this service. 49 FR 39741. This applies to 
the special handling of the various 
classes of registration: TX SE, PA. VA, 
SR. RE. CA, GR/CP. and MW. 

The special handling fee is chargeable 
for each application for registration for 
which special handling service is 
requested and granted, with one 
exception. if special handling is 
requested for only one of several claims 
submitted at the same time with a single 
deposit, which Is an acceptable deposit 
for all the claims, the fee for processing 
the additional claims i$ $50 each plus 
the filing fee for each claim. The claim 
for which special handling was 
requested will be processed for the $200 
special handling fee plus the filing fee. 
The Office emphasizes that this is a 
narrow exception to the usual rule that 
the $200 fee applies to each application 
given expedited processing. It applies 
only where a single set of deposit copies 


may appropriately be submitted to 
register multiple claims, in accordance 
with the practices of the Copyright 
Office. The applicant will he given the 
option of submitting an additional set of 
copies for each application to avoid 
assessment of the special $50 fee. If 
multiple applications are accompanied 
by individual sets of deposit copies, 
claims for which special handling is not 
requested will be processed routinely. 
Only the claims(s) for which special 
handling is requested and granted will 
be processed specially. 

Although the Office has occasionally 
received requests for the special 
handling of requests to record a 
document or to issue an import 
statement, the Register had not fixed a 
fee for these special services. This 
notice establishes fees for these 
services. 

2. Policy Decision: Fees for Recordation 
of Document and Issuance of Import 
Statement 

Under the authority of section 
708(a)(11) the Register of Copyrights has 
determined that the requestor of special 
handling for recordation of documents 
or issuance of an import statement 
should pay. in addition to the normal 
fees for these services, the cost of 
additional staff time involved in the 
special handling computed at overtime 
rates plus a reasonable administrative 
fee. The fee for the special handling of a 
recordation of a document has been 
fixed by the Register of Copyrights at 
$200. based upon the cost of this service. 
The fee for special handling of the 
issuance of an import statement has 
been fixed by the Register of Copyrights 
at $50 when it accompanies a request for 
special handling for a Form TX 
(submitted with its special handling fee 
of $200) and $100 when the request for 
special handling of the import statement 
is submitted alone. In fixing these fees 
the Register of Copyrights has reviewed 
the experience of the Office since June 
1982 when a special handling fee was 
set for registrations, has re-evaluated 
the nature and number of requests 
submitted and the cost of the special 
administrative procedures requires by 
special handling. 

If the request for special handling is 
granted, the fee is not refundable. The 
Copyrights Office will make every effort 
to process the claim, document or import 
statement within five (5) working days 
after the request has been approved. 
Within that period the Office will issue 
the certificate of registration, certificate 
of recordation, or import statement, or 
notify the applicant of any defects. The 
fee may be charge to a deposit account 
established in the Copyrights Office. If 


the deposit account contains insufficient 
funds to cover the total special handling 
fee, or if the remitter does not maintain 
a deposit account, the total special 
handling fee may cither be paid in 
person at the Public Information Office 
in Washington. D.C.. or may be remitted 
by mail. Such payment must be in cash 
or in the form of a certified check, 
cashier’s check, or money order made 
payable to the Register of Copyrights. 
Cash should not be sent by mail, 
however. 

A request for special handling will be 
gmated only in cases involving pending 
or prospective litigation, customs 
matters, or contract or publishing 
deadlines that necessitate the expedited 
issuance of a certificate or import 
statement, special handling procedures 
may be applicable to cases pending in 
the Copyrights Office, provided the 
previously mentioned criteria are met. 
The Copyrights Office may refuse 
special handling if the request is not 
sufficiently justified. 

3. Procedure for Requesting Special 
Handling 

Requests for special handling may be 
made In person on the form available in 
the Public Information Office of the 
Copyrights Office, Room LM-401. James 
Madison Memorial Building. Library of 
Congress. 101 Independence Avenue, 

SE., Washington, DC. The Office will 
also consider requests by mail providing 
the special Handling Request form is 
used or a cover letter is submitted 
containing answers to the following 
questions that are required to be 
answered in the special handling form: 
“Why is there an urgent need for special 
handling? If it is because of litigation, is 
the litigation actual or prospective? Are 
you or your client the plaintiff or 
defendant? What are the names of the 
parties and the name of the court where 
the action is pending or expected?" It is 
also necessary to certify that the 
answers to these questions are correct 
to the best of the requestor's knowledge. 
A mailed request for special handling 
shold be sent to: 

Library of Congress, Department DS. 

Washington, D.C. 20540. Attention: 

Acquisitions & Processing Division 

Office 

The outside of the envelope and the 
letter inside should clearly indicate that 
the correspondence is a request for 
special handling. 

The request for special handling of a 
registration must be accompanied by a 
completed application, the required 
deposit copies, phonorecords, or 
identifying material, and the special 
handling fee plus the applicable filing 
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fee ($10 for a registration application, 
except $6 for a renewal application; $3 
for an import statement) or recordation 
fees (for a document of six pages or leas, 
covering no more than one title, $10; for 
each page over six and eoch title over 
one, 50 cents additional). 

Dated: October 22. 19B5 
Ralph Oman, 

Roister of Copyrights. 

Approved by: 

Daniel |. Boorstin, 

The Librarian of Congress 

(FR Doc. 85-26409 Filed 11-5-65; 8:45 am) 
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NUCLEAR REGULATORY 
COMMISSION 

Bi-Weekly Notice; Applications and 
Amendments To Operating Licenses 
Involving No Significant Hazards 
Considerations 

I. Background 

Pursuant to Public Law (Pub. L) 97- 
415, the Nuclear Regulatory Commission 
(the Commission) is publishing this 
regular bi-weekly notice. Pub. L 97-415 
revised section 189 of the Atomic Energy 
Act of 1954. as amended (the Act), to 
require the Commission to publish 
notice of any amendments issued, or 
proposed to be issued, under a new 
provision of section 109 of the Act. This 
provision grants the Commission the 
authority to issue and make immediately 
effective any amendment to an 
operating license upon a determination 
by the Commission that such 
amendment involves no significant 
hazards consideration, notwithstanding 
the pendency before the Commission ot 
a request for a hearing from any person. 

This bi-weekly notice includes all 
amendments issued, or proposed to be 
issued, since the date of publication of 
the last hi weekly notice which was 
published on October 23.1985 (50 FR 
43020), through October 23,1965. 

NOTICE OF CONSIDERATION OF 
ISSUANCE OF AMENDMENT TO 
FACILITY OPERATING LICENSE AND 
PROPOSED NO SIGNIFICANT 
HAZARDS CONSIDERATION 
DETERMINATION AND 
OPPORTUNITY FOR HEARLNG 

The Commission has made a proposed 
determination that the following 
amendment requests involve no 
significant hazards consideration. Under 
the Commission s regulations in 10 GFR 
50.92. this means that operation of the 
facility in accordance with the proposed 
amendments would not: (1) Involve a 
significant increase in the probability or 


consequences of an accident previously 
evaluated; or (2) create the possibility of 
a new or different kind of accident from 
any accident previously evaluated; or (3) 
involve a significant reduction in a 
margin of safety. The basis for this 
proposed determination for each 
amendment request is shown below. 

The Commission is seeking public 
comments on this proposed 
determination. Any comments received 
within 30 days after the date of 
publication of this notice will be 
considered in making any final 
determination. The Commission will not 
normally make a final determination 
unless it receives a request for a 
hearing. 

Comments should be addressed to the 
Rules and Procedures Branch. Division 
of Rules and Records, Office of 
Administration, U.S. Nuclear Regulatory 
Commission. Washington, DC 20555. 

By December 6,1985. the licensee may 
file a request for a hearing with respect 
to issuance of the amendment to the 
subject facility operating license and 
any person whose interest may be 
affected by this proceeding and who 
wishes to participate as a party in the 
proceeding must file a written petition 
for leave to intervene. Requests for a 
hearing and petitions for leave to 
intervene shall be filed in accordance 
with the Commission s "Rules of 
Practice for Domestic Licensing 
Proceedings" in 10 CFR Part 2. If a 
request for a hearing or petition for 
leave to intervene is Filed by the above 
date, the Commission or an Atomic 
Safety and Licensing Board, designated 
by the Commission or by the Chairman 
of the Atomic Safety and Licensing 
Board Panel, will rule on the request 
and/or petition and the Secretary or the 
designated Atomic Safety and Licensing 
Board will issue a notice of bearing or 
an appropriate order. 

As required by 10 CFR 2.714, a 
petition for leave to intervene shall set 
forth with particularity the Interest of 
the petitioner in the proceeding, and 
how that interest may be affected by the 
results of the proceeding. The petition 
should specifically explain the reasons 
why intervention should be permitted 
with particular reference to the 
following factors; (1) The nature of the 
petitioner's right under the Act to be 
made a party to the proceeding; (2) the 
nature end extent of the petitioner's 
property, financial, or other interest in 
the proceeding; and (3) the possible 
effect of any order which may be 
entered in the proceeding on the 
petitioner's interest. The petition should 
also identify the specific aspect(s) of the 
subject matter of the proceeding as to 
which petitioner wishes to intervene. 


Any person who has filed a petition for 
leave to intervene or who has been 
admitted as a party may amend the 
petition without requesting leave of the 
Board up to fifteen (15) days prior to the 
first prehearing conference scheduled in 
the proceeding, but such an amended 
petition must satisfy the specificity 
requirements described above. 

Not later than fifteen (15) days prior to 
the first prehearing conference 
scheduled in the proceeding, a petitioner 
shall file a supplement to the petition to 
intervene which must include a list of 
the contentions which are sought to be 
litigated in the matter, and the bases for 
each contention set forth with 
reasonable specificity. Contentions shail 
be limited to matters within the scope of 
the amendment under consideration. A 
petitioner who fails to file such a 
supplement which satisfies these 
requirements with respect to at least one 
contention will not be permitted to 
participate as a party. 

Those permitted to Intervene become 
parties to the proceeding, subject to any 
limitations in the order granting leave to 
intervene, and have the opportunity to 
participate fully in the conduct of the 
hearing, including the opportunity to 
present evidence and cross-examine 
witnesses. 

If a hearing is requested, the 
Commission will make a final 
determination on the issue of no 
significant hazards consideration. The 
final determination will serve to decide 
when the hearing is held. 

If the final determination is that the 
amendment request involves no 
significant hazards consideration, the 
Commission may issue the amendment 
and make it immediately effective, 
notwithstanding the request for a 
hearing. Any hearing held would take 
place after issuance of the amendment. 

If the final determination is that the 
amendment involves a significant 
hazards consideration, any hearing held 
would take place before the issuance of 
any amendment. 

Normally, the Commission will not 
issue the amendment until the 
expiration of the 30-day notice period. 
However, should circumstances change 
during the notice period such that failure 
to act in a timely way would result, for 
example, in derating or shutdown of the 
facility, the Commission may issue the 
license amendment before the 
expiration of the 30-day notice period, 
provided that its final determination is 
that the amendment involves no 
significant hazards consideration. The 
final determination will consider all 
public and State comments received 
before action is taken. Should the 
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Commission take this action, it will 
publish a notice of issuance and provide 
for opportunity for a hearing after 
issuance. The Commission expects that 
the need to take this action will occur 
very infrequently. 

A request for a hearing or a petition 
for leave to intervene must be filed with 
the Secretary of the Commission, U.S. 
Nuclear Regulatory Commission, 
Washington. DC 20555, Attention: 
Docketing and Service Branch, or may 
be delivered to the Commission’s Public 
Document Room. 1717 H Street. NW.. 
Washington. DC, by the above date. 
Where petitions are filed during the last 
ten (10) days of the notice period it is 
requested that the petitioner promptly so 
inform the Commission by a toll-free 
telephone call to Western Union at (000) 
325-6000 (in Missouri (800) 242-0700). 

The Western Union operator should be 
given Datagram Identification Number 
3737 and the following message 
nldrc8sed to (Branch Chief): petitioner’s 
name and telephone number, date 
petition was mailed; plant name; and 
publication date and page number of 
this Federal Register notice. A copy of 
the petition should also be sent to the 
Executive Legal Director, U.S. Nuclear 
Regulatory Commission, Washington, 

DC 20555, and to the attorney for the 

licensee. 

Nontimely filings of petitions for leave 
to intervene, amended petitions, 
supplemental petitions and/or requests 
for hearing will not be entertained 
absent a determination by the 
Commission, the presiding officer or the 
Atomic Safety and Licensing Board 
designated to rule on the petition and/or 
request, that the petitioner has made a 
substantial showing of good cause for 
the granting of a late petition and/or 
request. That determination will be 
based upon a balancing of the factors 
specified in 10 CFR 2.714(a)(l)(iHv) and 
2.714(d). 

For further details with respect to this 
action, see the application for 
amendment which is available for public 
inspection at the Commission’s Public 
Document Room. 1717 H Street. NW.. 
Washington. DC, and at the local public 
document room for the particular facility 
involved 

Alabama Power Company, Docket Nos. 
30-348 and 50-304. Joseph M. Farley 
Nuclear Plant Unit Nos. 1 and 2, 

Houston County. Alabama 

Date of amendment request 
September 19,1985. 

Description of amendment request 
The Administrative Controls sections of 
the Technical Specifications (TS) are to 
be changed to reflect retitles of on-site 
and off-site licensee management. In the 


off-site organization, a single General 
Manager-~Nuclear Support results in a 
change in membership of the Nuclear 
Operations Review Board. In the on-site 
organization, plant superintendents 
become managers of their respective 
organizations. Other management 
reorganizations are proposed which the 
licensee states would enhance safety. 

Basis for proposed no significant 
hazards consideration determination: 
The licenses considers the changes not 
to involve a significant hazards 
consideration as defined in 10 CFR 50.92 
because the proposed changes do not; 

(1) Involve a significant increase in the 
probability or consequences of an 
accident previously evaluated. (2) create 
the possibility of a new or different kind 
of accident from any accident previously 
evaluated, or (3) involve a significant 
reduction in margin of safety. We agree. 
The proposed changes appear only to 
enhance efficiency and effectiveness in 
the organizational structure both on-site 
and off-site. Based upon our preliminary 
review of the licensee’s determination 
relative to the proposed changes to the 
TS. Administrative Controls sections, 
the staffs proposed determination is 
that the amendment involves no 
significant hazards consideration. 

Local Public Document Boom 
location: George S. Houston Memorial 
Library. 212 W. Burdeshaw Street, 
Dothan, Alabama 36303. 

Attorney for licensee: George F. 
Trowbridge, Esquire. 1800 M Street. 

NW.. Washington DC 20063. 

NBC Branch Chief: Steven A. Varga. 

Arkansas Power and Light Company, 
Docket No. 50-313, Arkansas Nuclear 
One, Unit No. 1. Pope County, Arkansas 

Date of amendment request 
September 3,1965. 

Description of amendment request 
The amendment would revise the 
Technical Specifications (TSs) by 
removing those TSs related to the 
Reactor Vessel Material Surveillance 
Program. Specifically, the proposed 
change would remove Sections 4.2.7 and 
4.2.8 and Table 42-1, which provide for 
the installation und the schedular 
removal of Arkansas Nuclear One, Unit 
1 (ANO-1) reactor vessel surveillance 
specimens into and from the Davis- 
Besse Unit 1 reactor vessel and certain 
reporting requirements depending upon 
the operation of Davis-Besse Unit 1. The 
proposed change is In response to the 
NRC staffs acceptance of the Babcock 
and Wilcox Owners Croup (B8WOG) 
Materials Committee Report. BA W- 
1543, Revision 2, “intergrated Materials 
Vessel Surveillance Program. February 
1985,” for referencing in licensing 
applications. The acceptance of this 


report was provided to Babcock and 
Wilcox by letter dated March 13.1985. 

By letter dated March 8,1985. the NRC 
staff provided specific information on 
actions necessary by the licensees 
concerning the removal of these TSs. 
Accordingly, with this request, the 
licensee requests approval by the 
Director. Office of Nuclear Reactor 
Regulation, of the integrated 
surveillance program for ANO-1 as 
documented in BAW-1543A. Revision 2, 
and In accordance with Section ILC of 
Appendix H. 10 CFR Part 50. Also, 
consistent with the request for the 
removal of the current TSs. which were 
executed in conjunction with previously 
granted exemptions to Appendix H, 10 
CFR Part 50, the licensee requests the 
withdrawal of these previously granted 
exemptions (exemptions granted by 
letters dated April 1,1977, and April 30. 
1982). Upon approval of the Integrated 
surveillance program for ANO-1. 
granting the withdrawal of the 
previously granted exemptions, and the 
issuance of the amendment which would 
provide for the requested TS changes, 
the licensee will continue the current 
reactor vessel material surveillance 
program in accordance with Appendix 
H to 10 CFR 5. 

Basis for proposed no significant 
hazards consideration determination: 
The proposed change has been reviewed 
against each of the criteria to 10 CFR 
50.92. namely that the proposed change 
would not: 

(1) Involve a significant increase in 
the probability or consequences of an 
accident previously evaluated; or 

(2) Create the possibility of a new or 
different kind of accident from any 
accident previously evaluated; or 

(3) Involve a significant reduction in a 
margin of safety. 

The proposed change does not involve 
a change in configuration or operation of 
ANO-1. Thus it does not increase the 
probability or consequences of an 
accident or introduce the possibility of a 
new or different kind of accident from 
any previously evaluated. The ANO-1 
reactor vessel surveillance capsules will 
continue to be irradiated in the Davis- 
Besse Unit 1 reactor vessel. These 
capsules will be analyzed and the 
pressurization, heatup, and cooldown 
limitations, which are developed based 
upon the capsule analysis will be 
developed in the same manner as in the 
past. Tims thete would be no significant 
reduction in the margin of safety. 

On this basis, the Commission 
proposes to determine that the proposed 
amendment does not involve a 
significant hazards consideration. 
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Local Public Document Room 
location: Tomlinson Library, Arkansas 
Tech University, Russellville. Arkansas 
72801. 

Attorney for licensee: Nicholas S. 
Reynolds. Bishop. Liberman. Cook. 
Purcell & Reynolds. 1200 Seventeenth 
Street, NW., Suite 700, Washington. DC 
20036. 

NRC Branch Chief: John F. Slob. 

Baltimore Gas and Electric Company, 
Docket Nos. 50-317 and 50-318, Calvert 
Cliffs Nuclear Power Plant, Unit Nos. 1 
and 2. Calvert County, Marylaod 

Date of application for amendments: 
April 26,1985. 

Description of amendments request: 
The proposed amendments would 
change the Unit 1 and Unit 2 Technical 
Specification (TS) 4.6.1.2a to allow 
completion of the third containment 
Intergrated Leak Rate Test (ILRT) prior 
to the 10-year Inscrvice Inspection (1SI) 
outage. In addition, a footnote 
associated with TS 4.6.1.2a would be 
deleted. 

Basis for proposed no significant 
hazards consideration determination: 
The existing Calvert Cliffs TS 4.6.12a 
reference Appendix J of 10 CFR Part 50 
and requires that: "Three Types A tests 
(Overall Intergrated Containment 
Leakage Rate) shall be conducted at 40 
± 10-month intervals during shutdown 
at either P. (50 psig) or at P t (25 psig) 
during each 10-year service period. The 
third test of each set shall be conducted 
during the shutdown for the 10-year 
plant inservice inspection." Performance 
of the third ILRT during the 10-year 
outage which is required by Appendix J 
would result in the violation of the more 
frequent 40 ± 10- month interval 
required by the TS. Accordingly, the 
licensee has requested a change to the 
ILRT schedule, as reflected in TS 
4.&1.2 a, to allow the third ILRT to be 
conducted earlier than required by 
Appendix J and to eliminate the 
reference to the Appendix J 10-year 
inspection. The proposed schedule 
would satisfy the 40 ± 10-month 
inspection interval requirement of TS 
4.6.1.2a which is of primary importance 
because of the more frequent 
maintenance of containment integrity 
through the IIJ*T program. The 
coincidence of the third ILRT with the 
10-year ISI outage is of clearly 
secondary importance for this schedule 
change. An exemption from Appendix J 
to allow earlier containment testing is 
being considered in a separate but 
parallel notice. 

The proposed change to TS 4.6.1.2a 
would only affect the scheduling of one 
of three Type A tests during each 10- 
year service period; the scheduling of 


the two remaining Type A tests would 
not be affected. Tne maximum impact of 
scheduling on the third Type A test 
would be minor and amount to the 
duration of one refueling cycle. 
Moreover, the impact would not be 
cumulative since each 10-year service 
period would start a new Type A test 
schedule. We thus conclude that no 
reduction In a margin of safety regarding 
containment integrity will occur since 
testing of the containment via the ILRT 
will not be significantly impacted. In 
addition, since containment integrity 
would not be reduced via the proposed 
Type A test schedule, the amendment 
does not involve a significant increase 
in the probability or consequences of 
accidents requiring containment 
Integrity nor will any new or different 
types of accidents be created. 

Accordingly, the Commission 
proposes to determine that the proposed 
change to TS 4.6.1.2a involves no 
significant hazards considerations. 

Finally, the licensee has proposed 
deletion of the footnote associated with 
TS 4.6.1.2a. This footnote provides 
specific dates for completion of the third 
ILRT for Calvert Cliffs. This footnote 
would no longer be necessary since any 
ILRT test would be conducted on a 40 ± 
10-month interval, regardless of the ISI 
schedule. Accordingly, deletion of the 
footnote associated with TS 4.6.1.2a 
affects neither ISI nor ILRT schedules 
and is administrative in nature. 

On April 6,1983, the NRC published 
guidance in the Federal Register 
concerning examples of amendments 
that are not likely to involve significant 
hazards considerations. Example (i). 
concerning amendments not likely to 
involve significant hazards 
consideration, encompasses 
"administrative changes." Accordingly, 
the Commission proposes to determine 
that the deletion of the footnote 
associated with TS 4.6.12a involves no 
significant hazards considerations. 

Local Public Document Room 
location: Calvert County Library. Prince 
Frederick. Mary land. 

Attorney for licensee: George F. 
Trowbridge, Esq.. Shaw, Pittman. Potts 
and Trowbridge. 1800 M Street, NW., 
Washington, DC 20036. 

NRC Branch Chief: Edward J. Butcher, 
Acting. 

Baltimore Gas and Electric Company, 
Docket Nos. 50-317 and 50-318, Calvert 
Cliffs Nuclear Power Plant, Unit Nos. 1 
and 2, Calvert County, Maryland 

Date of application for amendments: 
April 26,1965 as supplemented by letter 
dated September 30,1985. 

Description of amendment request: 

The proposed amendments would 


change the Unit 1 and Unit 2 Technical 
Specifications (TS) to supplement the 
containment liner inspection 
requirements of TS 4.6.1.8.3 with an 
inspection of the exterior of the 
containment. 

Basis for proposed no significant 
hazards consideration determination: 

By letter dated September 30,1985, the 
licensee requested that the Commission 
consider an additional change to the TS 
a9 a supplement to their April 26.1985 
application. The Commission has 
already provided proposed no 
significant hazards consideration 
determination (50 FR 31061 at 31062) for 
the subject requested TS changes 
associated with the April 26,1985 
application. 

The proposed TS change, addressed in 
the licensee's September 30,1985 letter, 
resulted from an NRC request 
concerning proposed containment 
tendon surveillance TS. In reviewing the 
proposed containment tendon 
surveillance TS contained in the 
licensee's April 28,1985 application the 
Commission concluded that the 
licensee's proposed TS should be 
supplemented by a visual inspection of 
the containment exterior for the purposc- 
of detecting changes which may indicate 
tendon degradation. The proposed 
visual inspection would be incorporated 
in TS 4 6.1.6.3, "liner Plate," and this TS 
would be redesignated as "Containment 
Surfaces." This proposed change to the 
TS, which requires a visual inspection of 
the containment exterior, represents an 
additional requirement in the TS. 

On April 6,1983, the NRC published 
guidance in the Federal Register (46 FR 
14870) concerning examples of 
amendments that are likely to involve 
significant hazards considerations. One 
such example. (11), involves "A change 
that constitutes an additional 
limitation, restriction, or control not 
presently included in the technical 
specifications: for example, a more 
stringent surveillance requirement." The 
proposed change to TS 4.6.1.6.3 
represents an additional control in the 
TS and thus the Commission proposes to 
determine that the proposed change to 
TS 4.6.1.6.3 involves no significant 
hazards considerations. 

Local Public Document Room 
location: Calvert County Library, Prince 
Frederick, Maryland. 

Attorney for licensee: George F. 
Trowbridge. Esq., Show, Pittman, Potts 
and Trowbridge, 1800 M Street NW 1 , 
Washington, DC20036 

NRC Branch Chief: Edward J. Butcher, 
Acting. 
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Commonwealth Edison Company, 

Docket No. 50-373. La Salle County 
Station, Unit 1, La Salle County, Illinois 

Date of amendment requests: October 
11,1965. 

Description of amendment requests: 
The proposed amendment to Operating 
License NPF-11 would revise the La 
Salle Unit 1 Technical Specifications by 
removing the air-operated-testable* 
by pass-check valves installed In each of 
the emergency core cooling systems 
(KCCS) and reactor core isolation 
system (RCIC). Each ECCS injection line 
into the reactor vessel has a testable- 
check valve installed inside containment 
while the RC1C has one testable-check 
valve inside and one outside the 
primary containment. These valves are 
installed to prevent loss of inventory in 
the event the injection line breaks 
between the check valve and the motor- 
operated Injection gate valve. 

At the time of La Salle County 
Station's design, it was expected thHt 
these valves would be required to be 
exercised while the reactor was at 
pressure. To meet this requirement an 
ar^perated-bypass-check valve was 
installed around the check valve to 
equalize the pressure across the check 
valve disk and thus allowing the air 
operated check valve lo exercise the 
check valve. In addition, to ensure that 
these testable check valves would not 
open during a loss-of-coolant accident, 
an isolation signal from low water level 
and high drywell pressure was added 
and included in the Technical 
Specifications. 

Since the testable-check valves are in 
the injection flow path, they must be 
periodically exercised; and therefore, 
are included in the Pump and Valve 
Inservice Inspection Program per ASME 
Section XL The La Salle Unit 1 Inservice 
Inspection Program calls for these 
t stable-check valves to be exercised 
(taring cold shutdown. Therefore, the 
bypass check valves are not required, 
and the licensee is proposing to remove 
them. 

Basis for proposed no significant 
hazards consideration determination: 
The Commission has provided 
standards for determining whether a 
significant hazards consideration exists 
(10 CFR 50.92(c)). A proposed 
amendment to an operating license for a 
facility involves no significant hazards 
consideration if operation of the facility 
in accordance with the proposed 
amendment would not: (1) Involve a 
significant increase in the probability or 
consequences of an accident previously 
evaluated; (2) create the possibility of a 
new or different kind of accident from 
any accident previously evaluated; or (3) 


involve a significant reduction in a 
margin of safety. 

The licensee has determined and the 
NRC staff agrees that the proposed 
amendment will not: 

(1) Involve a significant increase in 
the probability or consequences of an 
accident previously evaluated because 
with the bypass valve removed a 
leakage path around the testable check 
valve is eliminated. While this bypass 
valve was leak tested when the testable 
check valve was tested and failure of 
the bypass valve was analyzed, removal 
of this check will prevent a possible 
leakage path. Cycling the testable check 
valve during cold shutdowns only 
ensures that double isolation of the high 
to low pressure interface is maintained 
when required. The operability (ability 
to open) of the check valve wUl still be 
assured by the cycling on a cold 
shutdown basis. 

(2) Create the possibility of a new or 
different kind of accident from any 
accident previously evaluated because 
by removal of the bypass valve, this 
eliminates a possible failure mechanism. 
Failure of the check valve to open is the 
same as failure of the motor operated 
injection valve to open which has been 
analyzed in the Final Safety Analysis 
Report. 

(3) Involve a significant reduction in 
the margin of safety because all 
previous requirements will be 
maintained. 

Accordingly, the Commission 
proposes to determine that the proposed 
changes to the Technical Specifications 
involve no significant hazards 
considerations. 

Loco/ Public Document Room 
location: Public Library of Illinois Valley 
Community College, Rural Route No. 1. 
Ogelsby. Illinois 6134a 

Attorney for licensee: Isham, Lincoln 
and Burke. Suite 840.1120 Connecticut 
Avenue. NW„ Washington. DC 2003a 

NRC Branch Chief Walter R. Bulter. 

Commonwealth Edison Company. 
Docket Nos. 50-373 and 50-374, La Salle 
County Station, Units 1 and 2, La Salle 
County, Illinois 

Date of amendment requests: October 
11,1985. 

Description of amendment requests: 
The proposed amendment to Operating 
License NPF-11 and Operating License 
NPF-18 would revise the La Salle Units 
1 and 2 Technical Specifications to 
allow the count rate on the Source 
Range Monitor (SRM) channels to go 
below the required counts per second 
where there arc four or less fuel 
assembles in a quadrant while they are 
positioned adjacent to the SMR in that 
quadrant. 


The current Technical Specifications. 
3/4 9.2. require that the SRM channel 
count rate exceed 0.7 counts per second, 
whenever the signal-to-noise ratio is 
equal to or greater than two: otherwise, 
the minimum count should be 3 counts 
per second. This count rate may be 
monitored by the SRM detector, or by a 
special detector (dunker) connected to 
the normal SRM circuitry. Also, the 
Technical Specifications require that 
during core alterations, the detector 
(SRM or dunker) of an operable SRM 
channel is located In Ihe core quadrant 
where core alterations are being 
performed and another is located In 
adjacent quadrant. The first requirement 
assures that wherever criticality is 
possible, neutron flux is being monitored 
so that an inadvertent approach to 
criticality cannot occur. The second 
requirement assures that there is 
adequate monitoring in any quadrant in 
which core alterations are being made. 

During the refueling periods when the 
entire core is to be removed, it is 
unlikely that, without sources installed, 
the required minimum SRM channel 
count rate of 0.7 counts per second can 
be demonstrated. Therefore, this 
proposed amendment would allow the 
loading of up to four fuel assemblies 
around each SRM with no minimum 
channel count rate requirements 
because analyses indicate that 
criticality cannot occur with this 
configuration. 

Basis for proposed no significant 
hazards consideration determination: 
The Commission has provided 
standards for determining whether a 
significant hazards consideration exists 
(10 CFR 50.92(c)). A proposed 
amendment to an operating license for a 
facility involves no significant hazards 
consideration if operation of the facility 
in accordance with the proposed 
amendment would not: (1) Involve a 
significant increase in the probability or 
consequences of an accident previously 
evaluated: (2) create the possibility of a 
new or different kind of accident from 
any accident previously evaluated; or (3) 
involve a significant reduction in a 
margin of safety. 

The licensee has determined and the 
NRC staff agrees that the proposed 
amendments will not: 

(1) Involve a significant increase in 
the probability or consequences of an 
accident previously evaluated because 
positive assurance of sub-criticality is 
provided by analyses for four or fewer 
assemblies loaded around the SRM 
locations; 

(2) Create the possibility of a new or 
different kind of accident from any 
accident previously evaluated because 
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no new modes of refueling operation are 
being proposed; and 

Involve a significant reduction in the 
margin of safety since the margin to 
criticality is unaffected by the proposed 
Technical Specification Amendment. 

Accordingly, the Commission 
proposes to determine that the proposed 
changes to the Technical Specifications 
involve no significant hazards 
consideration. 

Local Public Document Room 
location: Public Library of Illinois Valley 
Community College, Rural Route No. 1, 
Oglesby, Illinois 61344. 

Attorney for licensee: Isham, Lincoln 
and Burke, Suite 840,1120 Connecticut 
Avenue, NW.. Washington DC 20036. 

NRC Branch Chief: Walter R. Butler. 
Duke Power Company, et aL, Docket 
No. 50-413, Catawba Nuclear Station, 
Unit 1. York County, South Carolina 

Dale of amendment request': August 
28,1985. 

Description of amendment request: 
The amendment would permit an 
exception to the experience 
requirements for six cadidates for senior 
reactor operator (SKO) licenses. The 
exception is from the requirements 
stated in Section A.l.a of Enclosure 1 to 
the Denton letter, dated March 28,1980, 
referenced In Technical Specification 
Section 6.0, “Administrative Controls'*. 

Basis for proposed no significant 
hazards consideration determination: 
The Technical Specification Section 6.3 
“Unit Staff Qualifications" and Section 
6.4 “Training" require, among other 
things, that the licensee's unit operating 
staff meet or exceed the requirements in 
Sections A and C of Enclosure 1 to the 
Denton letter dated March 28,1980. 
Section A of Enclosure 1 requires that 
an applicant for (SRO) license shall 
have a minimum of 4 years of 
experience as a control room operator 
(fossil or nuclear). This experience 
requirement is a prerequisite for taking 
the SRO examination. However, the 
principal requirement is that the SRO 
candidates pass the NRC license 
examination. 

The licensee stated in its request that 
as a result of the NRC staffs recent 
review of six applications to upgrade a 
group of reactor operator (RO) licenses 
to SRO licenses for Catawba Units 1 
and 2. it was recognized that this group 
of operators could be "cold" licensed as 
SROs on Catawba unit 2 but could not 
be “hot" licensed as SROs on Catawba 
Unit 1. the facility for which they hold a 
current RO license. This situation was 
created as a result of the experience 
requirement noted above. 

Morever, the licensee stated that 
these requirements place an 


unnecessary burden on a utility, such as 
Duke Power Company (Duke), that 
recruits and trains personnel writh little 
or no prior experience to fill plant 
operations positions. By requiring four 
years of experience in the control room. 
Duke is, in most cases, precluded from 
"hot" licensing SRO candidates for a 
period of three years after receipt of an 
operating license. By requiring that the 
four years of experience be obtained as 
a control room operator, experience as 
an equipment operator at the facility is 
given no credit by the NRC staff. This 
requirement is inconsistent with 
Regulatory Guide 1.8 (September 1975), 
"Personnel Selection and Training." 
which endorses ANSI N18.1—1971, 
"Selection and Training of Nuclear 
Power Plant Personnel," which credits 
actual applicable working experience in 
design, construction, startup, operations, 
maintenance, or technical services. 

These are the documents to whk:h 
Catawba is committed in the FSAR and 
SER. 

Section A of the Denton letter allows 
exceptions to the experience 
requirements for SRO applicants for 
plants that are not yet licensed because 
there is no opportunity to obtain such 
experience on their plants. The 
proposed change to Technical 
Specification 6.3.1 is requested for a 
similar reason in that Catawba Unit 1* 
which received a fuel loading and 
precriticality testing license in July 1984. 
a low power license in December 1984. 
and a full power license in January 1985, 
has not been in operation long enough to 
provide an opportunity for reactor 
operators to have 4 years of control 
room operating experience. 

The Commission has made a proposed 
determination that the amendment 
request involves no significant hazards 
consideration by application of the 
standards in 10 CFR 50.92. The 
Commission's staff has determined that 
should this request be implemented, it 
would not; (1) Involve o significant 
increase in the probability or 
consequences of an accident previously 
evaluated because the six SRO 
candidates are highly trained at 
Catawba Unit 1. each has held a reactor 
operator license for more than one year 
and each would be required to pass the 
SRO license examination; or (2) create 
the possibility of a new or different kind 
of accident from any accident previously 
evauiated because the SRO candidates 
ore experienced, licensed operators and 
the amendment does not change the 
manner in which the plant is to be 
operated; or (3) involve a significant 
reduction in a margin of safety because, 
in addition to the candidates' being 


required to pass the NRC examination 
for an SRO license, each has a minimum 
of 6Vk years of experience on-site at 
Catawba, during which each has been 
actively involved in preoperational 
testing and checkout, startup testing, 
and operator training. Accordingly, the 
Commission proposes to determine that 
this change does not involve a 
significant hazards consideration. 

Local Public Document Room 
location: York County Library, 138 East 
Black Street, Rock Hill, South Carolina 
29730. 

Attorney for licensee: Mr. William L 
Porter, Esq.. Duke Power Company, P.O. 
Box 33169. Charlotte. North Carolina 
28242. 

NRC Branch Chief: Elinor G. 

Adensam. 

Duke Power Company, Docket Nos. 50- 
369 and 50-370, McGuire Nuclear 
Station. Units 1 and 2. Mecklenburg 
County, North Carolina 

Date of amendment request April 2. 
1985. 

Description of amendment request 
The proposed amendment would revise 
a surveillance requirement and footnote 
associated with Technical Specification 
3/4. 1.3.3, Rod Position Indication 
System. The change to Surveillance 
Specification 4.1.3.3 would add the 
statement. “The Reactor Trip System 
breakers can be closed in order to 
perform this surveillance." The footnote 
would be revised to read, “With the 
Reactor Trip System breakers in the 
closed position, the Control Rod Drive 
System capable of rod withdrawar 
(words in italics would be added). 

Basis for proposed no significant 
hazards consideration determination: 
Technical Specification 3.1.3.3 requires 
as a limiting condition for operation that 
one rod position indicator (excluding 
demand position indication) be operable 
and capable of determining control rod 
position within specified steps for each 
shutdown or control rod not fully 
inserted. The specified action if the 
required indicators) is not operable is 
to immediately open the Reactor Trip 
System breakers. This specification is 
applicable for Modes 3 (hot standby). 4 
(hot shutdown), and 5 (cold shutdown) 
with the Reactor Trip System breakers 
in the closed position. The associated 
Surveillance Specification 4.1.3.3 
requires that rod position indicators be 
determined to be operable by 
periodically performing an analog 
channel operational test 

The proposed addition to Surveillance 
Specifications 4.1.3.3 would allow the 
Reactor Trip System breakers to be 
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closed in order to perform the specified 
surveillance. This would permit the 
analog channel operational test 
specified for this surveillance to be used 
in conjunction with rod motion to verify 
operability of the rod position 
indicators. With the Reactor Trip 
System breakers open (as required by 
the action statement), it is not possible 
to move control rods. The proposed 
change would allow the Reactor Trip 
System breakers to be closed only to 
perform the required surveillance; the 
Action statement in the event of an 
inoperable indicator remains the same. 
The proposed addition to the 
applicability footnote would clarify that 
the Specification only applies if the rods 
are capable of being withdrawn. This is 
consistent with the existing condition 
for applicability (trip breakers closed) 
but better reflects the precise condition 
for applicability. 

The safety significance of unplanned, 
undetected control rod motion is due to 
the potential decrease in shutdown 
margin. Minimum shutdown margins to 
be maintained by bbration control, 
including actions and surveillances 
required in the event of an inoperable 
control rod(s), arc specified by 
Technical Specifications 3/4.1.1 (Modes 
1.2,3, and 4) and 3/4.1.1.2 (Mode 5). No 
change to these specifications would be 
made by the proposed amendments. 

The Commission has provided certain 
examples (48 FR 14870) of actions likely 
to involve no significant hazards 
considerations. The requests involved in 
this case do not match any of those 
examples. However, since proposed 
amendments would not decrease the 
required shutdown margins, the staff 
has determined that should this request 
be implemented, it would not: (1) 

Involve a significant increase in the 
probability or consequences of an 
accident previously evaluated. (2) create 
the possibility of a new or different kind 
of accident from any accident previously 
evaluated, or (3) involve a significant 
reduction in a margin of safety. 
Accordingly, the Commission proposes 
to determine that these changes do not 
involve a significant hazards 
consideration. 

focal Public Document Room 
location: Atkins Library, University of 
North Carolina, Charlotte, (UNCC 
Station). North Carolina 28223. 

Attorney for licensee: Mr. Albert Carr. 
Duke Power Company. 422 South 
Church Street, Charlotte. North Carolina 
28242. 

NRC Branch Chief: Elinor G. 

Adensam. 


Florida Power Corporation, et aL, 

Docket No. 50-302, Crystal River Unit 
No. 3 Nuclear Generating Plant, Citrus 
County, Florida 

Dote of amendment request: May 28. 
1085. 

Description of amendment request: 
The proposed Technical Specification 
would revise the action statements of 
Specification 3.1.2£ to require cold 
shutdown instead of hot shutdown if 
borated water sources cannot be 
restored to operable status within the 
specified time. 

Basis for proposed no significant 
hazards consideration determination: 
The Commission has provided guidance 
in the form of examples of amendments 
that are not considered likely to involve 
significant hazards considerations (48 
FR 14870). Example (i) states “a purely 
administrative change to the Technical 
Specifications: for example, a change to 
achieve consistency throughout the 
Technical Specifications, correction of 
an error or a change in nomenclature.” 
The current Specification dose not 
require that the plant be taken to a non* 
applicable mode (cold shutdown) which 
would be consistent with other 
specifications for the plant. The change 
from hot shutdown to cold shutdown 
would place the plant in the correct non* 
applicable mode and would provide 
consistency in plant specifications. 
Therefore, this change fails within the 
scope of the example cited and the 
Commission's staff proposes to 
determine that this amendment involves 
no significant hazards consideration. 

Local Public Document Room 
location: Crystal River Public Library. 
668 NW. First Avenue, Crystal River. 
Florida. 

Attorney for licensee: R.W. Neiser, 
Senior Vice President and General 
Counsel. Florida Power Corporation. 
P.O. Box 14042. St Petersburg, Florida 
33733. 

NRC Branch Chief: John F. Stolz. 

Georgia Power Company, Oglethorpe 
Power Corporation. Municipal Electric 
Authority of Georgia. City of Dalton, 
Georgia, Dockets Nos. 50-321 and 50- 
388, Edwin 1. Hatch Nuclear Plant, Units 
Nos. 1 and 2. Appling County, Georgia 

Date of amendment request; 
September 13,1985, supplementing the 
submittals of December 14 and 20,1983. 

Description of amendment request: 
This submittal supplements the 
submittals dated December 14 and 20. 
1983, which were noticed in the Federal 
Register on February 27,1984 (49 FR 
7161). This supplemental request for 
Technical Specification change relates 
to the proposed closure times for the 


scram discharge volume (SDV) vent and 
drain valves. The purpose of this change 
is to revise the proposed closure time 
requirements for these valves. Since the 
time of the original submittals, a more 
detailed evaluation of the closure time 
has shown that a different closure time 
is justified In addition to the change in 
the proposed value closure time, this 
submittal corrects a typographical error 
in the earlier proposed Technical 
Specifications. 

Basis for proposed no significant 
hazards consideration determination: 
The Commission has provided guidance 
concerning the application of the 
standards in 10 CFR 50.92 by providing 
certain examples (48 FR 14870). One of 
the examples (ii) of actions involving no 
significant hazards considerations 
relates to a change which constitutes an 
additional limitation, restriction or 
control not presently included in the 
Technical Specifications. Another 
example (i) relates to a purely 
administrative change to the Technical 
Specifications. Since the current 
Technical Specifications do not have 
requirements for SDV valve closure 
times, this requested revision to 
previously proposed closure times still 
constitutes an additional limitation not 
presently in the Technical Specifications 
and fits example (ii) above. The 
proposed correction of the typographical 
error fits example (i) above. The 
Commission therefore proposes to 
determine that this action involves no 
significant hazards considerations. 

Local Public Document Room 
location: Appling County Public Library, 
301 City Hall Drive, Baxley. Georgia. 

Attorney for licensee: G.F. 

Trowbridge, Shaw, Pittman, Potts and 
Trowbridge, 1800 M Street, NW„ 
Washington. DC 20038. 

NRC Branch Chief: John F. Stolz. 

GPU Nuclear Corporation, et al. Docket 
No. 50-289, Three Mile Island Nuclear 
Station, Unit No. 1, Dauphin County, 
Pennsylvania 

Date of amendment request' February 
1.1985, as revised September 30,1985. 

Description amendment request: This 
Technical Specification (TS) change 
request provides clarification to existing 
TSs to insure that the regulating control 
rod power silicon controlled rectifier 
(SCR) electronic trips are trip tested 
monthly and prior to startup when the 
reactor has been shutdown for greater 
than 24 hours. The proposed amendment 
also provides conditions for operability 
for control rod drive trip breakers and 
diverse trip devices, and the regulating 
control rod power SCR electronic trips. 
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This TS change request was initially 
noticed May 21.1965 (50 FR 20961). 
However due to modifications in the 
original submittal to add conditions for 
operability for various equipment, the 
request is being renoticed. 

Basis for proposed no significant 
hazards consideration determination: 
TMI-1 TS Table 4.1.1, Item 2, requires 
that the control rod drive trip breakers 
be trip tested monthly and prior to 
startup when the reactor has been 
shutdown for greater than 24 hours. The 
language of the Specification is broad 
enough to cover the SCR portion of the 
trip function, however, for clarity, the 
Specification is being changed to 
specifically identify the SCR portion of 
the trip function. TMI-1 Surveillance 
Procedure 1303-4.1 requires 
confirmation of the SCR trip function by 
verifying the reduction in current from 
the affected power supply on a monthly 
basis. This TS change is an 
administrative change for clarification 
only; the testing requirement remains 
the same. This portion of the proposed 
amendment is in the same category as 
Example (i) of amendments that are 
considered not likely to involve 
significant hazards consideration (48 PR 

# 14870) in that the change is 

* administrative in nature. 

The existing Specification 3.5.1.8 has 
been expanded to provide limiting 
conditions for operation for specific 
components of the reactor trip system, 
i.e.. control rod drive trip breakers, the 
diverse trip features and the regulating 
control rod power SCR electronic trips, 
in accordance with the guidance 
provided in Generic Letter 85-10. The 
addition of conditions for the diverse 
trip features, due to the addition of the 
shunt trip attachment, and the SCR 
electronic trips will assure the reliability 
of the reactor trip system is not reduced 
due to the inoperability of one of these 
components Thus, these conditions will 
constitute an additional control and not 
reduce the margin of safety. 

This portion of the proposed 
amendment is in the same category as 
Example (ii) of amendments that are 
considered not likely to involve 
significant hazards consideration (48 FR 
14870) in that the change constitutes an 
additional control not presently 
included in the TSs. 

Therefore, since the application for 
amendment involves proposed changes 
that are similar to examples for which 
no significant hazards considerations 
exist, the Commission has made a 
proposed determination that the 
application for amendment involves no 
significant hazards considerations. 

Local Public Document Room 
location: Government Publications 


Section. State Library of Pennsylvania, 
Education Building. Commonwealth and 
Walnut Streets. Harrisburg. 
Pennsylvania 17128. 

Attorney for license: G.F. Trowbridge. 
Shaw. Pittman. Potts and Trowbridge, 
1800 M Street. NW., Washington, DC 
20038. 

NRC Branch Chief: John F. Stolz. 

GPU Nuclear Corporation, et a!., Docket 
No. 50-289 Three Mile Island Nuclear 
Station, Unit No. 1, Dauphin County. 
Pennsylvania 

Date of amendment request May 28. 
1985 and September 3a 1985. 

Description of amendment request: By 
letters dated May 28.1985 and 
September 3a 1965. GPU Nuclear 
Corporation requested a change to 
Figure 8-2 in the TMI-1 Technical 
Specifications. Figure 8-2 is an 
organization chart titled 'TMI-1 Unit 
Staff/' The proposed change shows the 
addition of "Manager(s), Plant 
Engineering" positions reporting to the 
Plant Engineering Director. Current 
plans are for two such positions, with 
several of the Lead Engineers reporting 
to one of the two Managers. In addition, 
the proposed amendment changes the 
"Chemistry Supervisor" block title to 
"Staff ChemisL" The Staff Chemist and 
Lead Nuclear Engineer will continue to 
report directly to the Plant Engineering 
Director per the present requirements. 

Basis for proposed no significant 
hazards consideration determination: 
The proposed amendment changes the 
Plant Engineering Department 
principally by increasing the number of 
managers and reducing the number of 
engineers who report directly to the 
Plant Engineering Director, It In effect 
adds another level of management 
review not presently required and is 
therefore similar to example (ii) of 
amendments that are considered not 
likely to involve a significant hazards 
consideration (48 FR 14870), a change 
that constitutes an additional limitation, 
restriction or control not presently in the 
technical specifications. 

In addition, the proposed amendment 
does not affect plant design or operation 
and does not involve modifications to 
plant equipment or make changes that 
would affect plant safety analysis. In 
this regard the proposed amendment: (1) 
Does not Involve a significant increase 
in the probability or consequences of an 
accident previously evaluated, (2) does 
not create the possibility of a new or 
different kind of accident from any 
accident previously evaluated, and (3) 
does not involve a significant reduction 
in a margin of safety. Therefore the 
proposed amendment does not involve a 


significant hazards consideration (48 FR 
14870). 

Local Public Document Room 
location: Government Publications 
Section. State Library of Pennsylvania 
Education Building. Commonwealth and 
Walnut Streets. Harrisburg. 
Pennsylvania 17126. 

Attorney for licensee: GJ 7 . 
Trowbridge. Shaw, Pittman. Potts and 
Trowbridge. 1800 M Street NW., 
Washington, DC 20038. 

NRC Branch Chief: John F. Stolz. 

Long Isfhnd Lighting Company, Docket 
No. 50-322, Shoreham Nuclear Power 
Station, Suffolk County. New York 

Date of amendment request: October 
21,1985. 

Description of amendment request: 
The proposed amendment would: (1) 
Revise paragraph 2.C.(8) of the 
Shoreham license to allow extensions of 
time, as authorized by the Commission, 
for the completion of the environmental 
qualification of certain electrical 
equipment and (2) revise Technical 
Specification Tables 3.3.7.5-1 and 
4.3.7.5-1 to reflect the conversion of one 
of the two Reactor Building Standby 
Ventilation System (RBSVS) low range 
noble gas radiation monitors into a Low 
Range Plant Vent Stack noble gas 
radiation monitor. 

The change to the license condition 
has been requested because the licensee 
does not expect to complete the 
environmental Qualification testing and 
documentation for two hydrogen 
recombiners and nine ventilation 
damper actuators before November 30, 
1985. By letter dated September 26,1985. 
the licensee requested that the 
Commission grant an extension beyond 
the November 30.1985 deadline in 
license condition 2.C(8), for the 
qualification of this equipment. The 
Commission is considering this request, 
and the approval of the request would 
be reflected in a change to condition 
2.C.(8). 

Shoreham currently has redundant 
low range RBSVS noble gas radiation 
monitors that comply with the design 
and qualification criteria for Category 2 
equipment contained in Section 1.3.2 of 
Regulatory Guide 1.07, Revision 2. 
Redundancy for either RBSVS or plant 
vent stack low range noble gas radiation 
monitors is not required to be in 
conformance with either Regulatory 
Guide 1.97, Revision 2 or Revision 3. The 
licensee proposes to utilize one of the 
two RBSVS noble gas monitors to 
monitor noble gas effluent in the plant 
vent stack, thereby providing an 
instrument in conformance with 
Category 2 requirements to monitor the 
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last Type E variable on page 1.97-13 of 
Regulatory Guide 1.97, Rev. 2. This is 
required because the current station 
vent stack noble gas radiation monitor 
cannot be environmentally qualified. 

Basis for proposed no significant 
hazards consideration determination: 

The Commission has provided 
standards for determining whether a 
significant hazards consideration exists 
as stated in 10 CFR 50.92, A proposed 
amendment to an operating license for a 
facility involves no significant hazards 
considerations if operation of the facility 
in accordance with a proposed 
amendment would not: (1) Involve a 
significant increase in the probability or 
consequences of an accident previously 
evaluated: or (2) Create the possibility of 
a new or different kind of accident from 
any accident previously evaluated: or (3) 
Involve a significant reduction in a 
margin of safety. 

A discussion of these standards as 
they relate to these amendment requests 

fellows: 

Standard 1—Involve a Significant 
Increase in the Probability or 
Consequences of an Accident Previously 
Evaluated Radiation Monitors 

The new low range plant vent stack 
noble gas radiation monitor is physically 
the same as a monitor which was 
previously designated as the low range 
RBSVS monitor. It has the same class IE 
power supply and is seismically 
qualified equipment. It cannot effect 
other safety-related equipment either 
electrically or mechanically during a 
seismic event. 

The new sample tubing for the 
monitor which has been routed in the 
Control Building chiller room has been 
designed with Category l supports. It 
will not collapse or become a missile 
during a seismic event, and therefore 
will not impact other safety-related 
equipment. The tubing running through 
Category U structures has been designed 
to Category 1 standards. 

The new station vent monitor does 
not perform any automatic functions 
and the standby ventilation system will 
continue to be monitored by one 
channel 

For these reasons the staff has 
concluded that this change will not 
involve a significant increase in the 
probability or consequences of an 
accident previously evaluated. 

Equipment Qualification Extension 
Request: The requested amendment 
would only allow an extension to be 
granted after review and approval by 
the Commission itself. No change is 
involved to the design bases or criteria 
of the equipment in question. 


This portion of the amendment does 
not, therefore, significantly increase the 
probability or consequences of an 
accident 

Standard 2—Create the Possibility of a 
New or Different Kind of Accident From 
any Accident Previously Evaluated 

The radiation monitor has not been 
physically changed except that its 
sample inlet and discharge lines have 
been rerouted from the RBSVS 
discharge piping to the station 
ventilation exhaust. The monitor has the 
same IE power supply and has been 
seismically qualified so there is no 
change in its impact on other plant 
equipment. 

All new piping in the Control Building 
has been seismically qualified so that it 
cannot impact other safety-related 
equipment during a seismic event. 

The equipment qualification extension 
amendment does not vary or affect any 
plant operating condition or parameter. 
For these reasons, the NRC staff has 
determined that neither of these 
proposed amendments creates the 
possibility of a new or different kind of 
accident from any accident previously 
evaluated. 

Standard 3—Involve a Significant 
Reduction in a Margin of Safety 
Radiation Monitor 

The monitor does not perform any 
automatic function, either as it is 
currently used or as it will be used when 
it is re-configured. It only monitors plant 
effluents. 

Reducing the required number of 
RBSVS monitor channels from two to 
one will not reduce the margin of safety 
because only one channel is required to 
be operable at any one time. With that 
channel inoperable for more than 72 
hours. Action Statement 81 of the 
Shoreham Technical Specifications 
requires monitoring by an alternate 
method. Therefore, having one instead 
of two RBSVS monitors available 
provides reduced flexibility for plant 
operation, but does not impact the 
ability to satisfy this Technical 
Specification. 

Equipment Qualification Extension: 
The requested amendment does not 
change the qualification parameters or 
standards, the equipment operability 
requirements, or the design bases for the 
equipment or the plant. It would only 
allow the licensee an extension of time 
to demonstrate that the equipment in 
question meets those standards and 
bases. 

For the reasons stated above, the staff 
has determined that these changes do 
not involve a significant reduction in 
any margins of safety. 


Based on the above considerations, 
the staff proposes to determine that the 
proposed changes do not involve a 
significant hazards consideration. 

Local Public Document Room 
location: Shoreham W f ading River Public 
Library, Route 25A, Shoreham. New 
York 11788. 

Attorney for licensee: Anthony F. 
Earley. Esquire, Long Island Lighting 
Company, 175 East Old Country Road, 
Hicksville, New York 11801. 

NRC Branch Chief: Walter R. Butler 

Northern States Power Company, 

Docket No. 50-283, Monticello Nuclear 
Generating Plant Wright County, 
Minnesota 

Date of application for amendment: 
November 24,1982. 

Description of amendment request: 

The proposed amendment will delete 
Technical Specifications (TSe) Section 
6.7.C.2 concerning the reporting 
requirement for an Annual 
Nonradiological Environmental 
Monitoring and Ecological Studies 
Program Report and add a new section 
entitled, “Other Environmental Reports 
(non-radiological. non-aquatic}". Tlie 
change will provide new reporting 
requirements on nonradiological 
nonaquatic environmental events, which 
might occur on the plant site, to 
substitute for Environmental Technical 
Specifications. 

Basis for proposed no significant 
hazards consideration determination: 
The Commission has provided guidance 
concerning the application of the 
standards for determining whether a 
significant hazards consideration exists 
by providing certain examples (48 FR 
14870). Example (ii) states. “A change 
that constitutes an additional limitation, 
restriction, or control not presently 
included in the technical specifications: 
for example, a more stringent 
surveillance requirement." 

The proposed change is more 
restrictive since it requires a written 
report within 30 days of any 
environmental event which may result 
in a significant increase in 
environmental impact. The report shall 
describe, analyze and evaluate the event 
and in addition, describe the probable 
cause with the corrective action to 
preclude repetition of the event. For aoy 
proposed changes in tests or 
experiments, which may result in a 
significant increase in environmental 
impact which was not previously 
reviewed or evaluated, the licensee shall 
evaluate all environmental impacts and 
submit a report 30 days prior to the 
proposed activity. 
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The above changes provide additional 
restrictions or controls that are not 
included in the present Technical 
Specifications, and fit example (ii). The 
staff therefore proposes that the changes 
do not involve significant hazards 
considerations. 

Local Public Document Room 
location: Environmental Conservation 
Library. Minneapolis Public Library. 300 
Nicollet Mall. Minneapolis. Minnesota. 

Attorney for licensee: Gerald 
Chamoff, Esq.. Shaw. Pittman. Potts and 
Trowbridge. 1800 M Street NW. 
Washington, DC 20030. 

NRC Branch Chief: Domenlc B. 
Vassallo. 

Pennsylvania Power & Light Company, 
Docket No. 50-388. Susquehanna Steam 
Electric Station. Unit 2, Luzerne County, 
Pennsylvania 

Date of amendment request: 
September 30,1985. 

Description of amendment request 
Hie purpose of this request is to propose 
a change to the Susquehanna Steam 
Electric Station Operating License NPF- 
22 by deleting license Condition 2.C.(14). 

License Condition 2.C.(14) to License 
NPF-22 reads as follows: 

(14) Control of Heavy Loads (NUREG 
0612 ): 

Prior to startup following the first 
refueling outage, PP8L shall submit 
commitments necessary to implement 
changes in modifications required to 
fully satisfy the guidelines of Section 
5.1*2 through 5.1.6 of NUREC 0612 
(Phase U-nine month response to the 
NRC generic letter dated December 22. 
1980). 

This request is based on Generic 
Letter 85-11, dated June 2a 1985. 
"Completion of Phase 11 of 'Control of 
Heavy Loads at Nuclear Power Plants' 
NUREG-0612". Generic Letter 85-11 
concludes, based on the improvements 
in heavy toads handling obtained from 
the implementation of NUREG 0612, 
Phase 1. further action is not required to 
reduce the risks associated with die 
bundling of heavy loads. Specifically, it 
was concluded that a detailed Phase U 
review of heavy loads is not necessary 
and Phase II is to be considered 
complete. 

Basis for Proposed No Significant 
Hazards Consideration Determination: 

1. The proposed change does not 
involve a significant increase in the 
probability or consequences of an 
accident previously evaluated In 
conjunction with the Phase 1 effort of 
NUREG-0612, the load drop accidents 
for Susquehanna SES have been 
evaluated and found to be acceptable. 

As stated in Generic Letter 85-11. Phase 
11 of NUREG-0612 is an enhancement to 


Phase I and compliance with Phase 1 of 
NUREG-0612 provides "maximum 
practical defense in depth." The deletion 
of this License Condition does not alter 
the presently acceptable evaluation of 
the load drop accidents which were 
performed in accordance with Phase 1 of 
NUREG-0612. 

2. The proposed change does not 
create the possibility of a new or 
different kind of accident from any 
accident previously evaluated. As stated 
In (1) above. Phase II of NUREG-0012 is 
only an enhancement to Phase I. All 
accidents previously evaluated were 
evaluated in accordance with Phase I of 
NUREG-0612. This aspect will not 
change. Therefore, the proposed deletion 
of the License Condition will not create 
the possibility of a new or different kind 
of accident. Moreover, the deletion of 
this License Condition will not change 
any of the presently acceptable 
analyses. 

3. The proposed change does not 
involve a significant reduction in a 
margin of safety. As stated in Generic 
Utter 85-11. Phase II of NUREG-0612 is 
an enhancement to Phase I. The margin 
of safety has already been found to be 
acceptable, based on implementation of 
Phase I of NUREG-0612. Phase I 
implementation will remain as is. The 
Phase II effort which has not yet been 
Initiated, will not be implemented. The 
Susquehanna SES heavy load program 
will remain as is and. therefore, the 
deletion of this license Condition does 
not significantly reduce the margin of 
safety. 

The NRC staff agrees with the 
licensee's evaluation in this regard and 
proposes to find the proposed change to 
not Involve a significant hazards 
consideration. 

Local Public Document Room 
Location: Osterhout Free Library. 
Reference Department, 71 South 
Franklin Street. Wilkes-Barre. 
Pennsylvania 18701. 

Attorney for licensee: Jay Silberg. 
Esquire, Shaw. Pittman, Potts and 
Trowbridge. 1800 M Street. NW.. 
Washington. DC 20036. 

NRC Branch Chief: W. Butler. 

Pennsylvania Power & Light Company, 
Docket No. 50-387 Susquehanna Steam 
Electric Station, Unit 1 Luzerne County, 
Pennslyvania 

Dote of amendment request: October 
10. 1985. 

Description of amendment request As 
part of an overall effort to enhance the 
capability of the drywell cooling system, 
the licensee is installing two non safety- 
related funs (1V419 A&B) to serve the 
reactor vessel skirt area. The purpose of 
this amendment request is to support the 


Technical Specification changes relate! 
to the installation of the overcurrent 
protection devices associated with these 
new fans. 

The Technical Specification change 
adds two thermal-magnetic circuit 
breakers to Table 36.4.1.-1 listed on 
page 3/4 8-25. 

Basis for proposed no significant 
hazards consideration determination . 
The licensee in his letter dated October 
10.1965 stated that: 

(1) The proposed changes do not 
involve a significant increase in the 
probability or consequences of an 
accident previously evaluated. 

This change will Improve the 
capability of the drywell cooling system 
to meet the minimum temperature 
requirements in the reactor vessel skirl 
area. The safety-related function of the 
drywell atmosphere recirculation and 
cooling system, air mixing post-LOCA. it 
not altered by these changes. The new 
fans have no safety function: they are 
not operated post-LOCA and do not 
adversely impact the operation of safety 
systems. 

(2) The proposed changes do not 
create the possibility of a new or 
different kind of accident from any 
accident previously evaluated. 

The proposed action is within the 
design criteria for the drywell cooling 
system. Electrical separation, seismic 
Integrity, and all other applicable desijm 
criteria are met. The proposed change 
does not adversely affect the function of 
any safety system. 

3. Hie proposed changes do not 
involve a significant reduction in a 
margin of safety. 

The proposed change will enhance the 
capability of the drywell cooling system 
to maintain the drywell average air 
temperature required by the Technical 
Specifications. Therefore safety is 
improved as a result of this action. 

The NRC staff agrees with the 
licensee's evaluation in this regard and 
proposes to find the proposed change to 
not involve a significant hazards 
consideration. In addition, the 
Commission has provided guidance 
concerning the application of the no 
significant hazards consideration 
standards by providing certain 
examples (48 FR 14870). One of the 
examples of actions not likely to Involve 
a significant hazards consideration, 
example (ii), is a change that constitutes 
an additional limitation, restriction, or 
control not presently included in the 
Technical Specifications: for example, a 
more stringent surveillance requirement 
Since the licensee has proposed to add 
these fans subject to controls and 
requirements to the Technical 
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Specifications, this change is 
encompassed by the example (ii). Based 
on the above, the staff proposes to find 
that this change does not involve a 
significant hazards consideration. 

Local Public Document Room 
location: Osterhout Free Library. 
Reference Department, 71 South 
Franklin Street, Wilkes-Barre. 
Pennsylvania 18701, 

Attorney for licensee: lay Silberg, 
Esquire, Shew, Pittman, Potts and 
Trowbridge, 1800 M Street, NW., 
Washington. DC 2003a 

mC Branch Chief: W. Butler. 

Portland General Electric Company, 
Docket No. 50-344, Trojan Nuclear 
Plant, Columbia County, Oregon 

Date of amendment request May 2, 
1985, os amended September 0.1985. 

Description of amendment request: 

The following changes to Operating 
License NPF-1 and the technical 
up reifications are proposed: 

1. Operating License —The Operating 
License would be revised to reflect the 
correct name of the Plant’s Quality 
Assurance Program. 

2. Page 3/4 2-2, Axial Flux Difference 
(ALT)) Surveillance —Surveillance 
Requirement 4.2.1.1.a.2, which requires 
monitoring the indicated AFD once per 
24 hours after the AFD Monitor Alarm 
has been placed in operable status, 
would be deleted. 

3. Pages 3/4 4-19 and 4-20, RCS 
Specific Activity—This change would 
remove all portions of the Action 
statement for MODES 1. 2, 3.4. and 5 of 
Technical Specification 3.4.8 pertaining 
to a Reportable Occurrence and the 
infermation required to be submitted 
with it 

4. Page 3/4 7-38, Control Building 
Modification Connection Bolts — 

The Applicability of Technical 
Specification 3/4.7.11 would be 
collected to "AT ALL TIMES" rather 
than the current "ALL MODES". 

Basis for proposed no significant 
hazards consideration determination: 
The Commission has provided guidance 
concerning the standards for 
determining whether a proposed action 
involves a significant hazards 
consideration by providing certain 
examples (48 PR 14870). Three of the 
examples are (i), a purely administrative 
change to the technical specifications; 

(li) a change that constitutes an 
additional limitation; and (vii) a change 
to make a license conform to changes in 
the regulations. 

Three of the four changes discussed 
above are encompassed by these three 
examples. Change No. 1 would correct 
the name of the operations quality 
durance program to the "Nuclear 


Quality Assurance Program." This 
would be a change to the title only, and 
not to the program itself, and is 
encompassed by example (i) of actions 
not likely to involve significant hazards 
considerations. Change No. 3 would 
delete from the Action Statement of 3.4.8 
the statement pertaining to a Reportable 
Occurrence. This change would be in 
response to changes to the reporting 
requirements of 10 CFR 50.73, paragraph 
(g) of which reads. "The requirements 
contained in this section replace all 
existing requirements for licensees to 
report ’Reportable Occurrences’ as 
defined in individual plant Technical 
Specifications." This change is 
encompassed by example (vft) and is 
clearly in keeping with the rules and 
regulations. Change No. 4 would revise 
the Applicability of technical 
specification 3/4.7.11 to read, "AT ALL 
TIMES" instead of the current "AIX 
MODES" to account for those few times 
when fuel is not in the reactor pressure 
vessel. This places additional 
restrictions in the technical 
specifications and is therefore, 
encompassed by example (ii) of actions 
not likely to involve significant hazards 
considerations. 

Change No. 2 would delete the 
Surveillance Requirement of technical 
specification 3.2.1 which provides a 24 
hour surveillance of the AFD Monitor 
alarm’s operability as well as the hour 
by hour accumulation of a 24-hour 
history of AFD penalty minutes. Hie 
deletion of this Surveillance 
Requirement would not: (1) Involve a 
significant increase in the probability or 
consequences of an accident previously 
evaluated because previous 24-hour 
histories exist and can be manually 
entered into the computer and 
monitoring for operability is duplicative 
of other alarms and indications that 
exist in the control room; or (2) Create 
the possibility of a new or different kind 
of accident previously evaluated 
because the Limiting Conditions for 
Operation have not been changed and 
the Actions still demand a 24-hour 
history of accumulated penalty time; or 
(3) Involve a significant reduction in a 
margin of safety because the need for a 
24-hour history can be met in an 
equivalent manner by manually entering 
any previous 24-hour penalty time into 
the AFD Computer prior to declaring it 
operable. Hourly monitoring of the AFD 
Monitor to assure its operability or until 
it develops a new 24-hour history is 
duplicative and serves as an 
unwarranted burden to the operator. 

Therefore, based on the above 
discussions, the staff proposes to 
determine that the application for 


amendment does nut involve a 
significant hazards consideration. 

Local Public Document Room 
location: Multnomah County Library, 

801 SW. 10th Avenue, Portland, Oregon. 

Attorney for licensee: J.W. Durham, 
Senior Vice President, Portland Ccncral 
Electric Company, 121 SW. Salmon 
Street. Portland. Oregon 97204. 

NRC Branch Chief Edward ]. Butcher, 
Acting. 

Portland General Electric Company, 
Docket No. 50-344, Trojan Nuclear 
Plant, Columbio County. Oregon 

Date of amendment request: June 14, 
1985. 

Description of amendment request: 

The following changes to Appendix A of 
Operating License NPF-1 for Trojan 
Nuclear Plant are proposed; 

L Page 3/4 7-35—Technical 
Specification 4.7.8.1.2.C would be revised 
to delete the requirement to perform a 
fire pump diesel engine inspection only 
during shutdown modes. 

2. Page 5-3—Figure 5.1-2 would be 
replaced with a new figure which more 
accurately and clearly identifies the 
I.ow Population Zone for the Trojan 
Nuclear Plant. No change is required to 
Technical Specification 5.1.2. 

3. Page 5-5—Technical Specification 
5,4.2 would be changed to indicate that 
the Reactor Coolant System (RCS) 
volume (hot) is 12,900±100 cu ft 

In addition, an administrative change 
would be made to Bases 3/4.1.1.3, so 
that it would read, "an equivalent 
Reactor Coolant System volume of 
12,900 cubic feet" to be consistent with 
change No. 3 above. 

Basis for proposed no significant 
hazards consideration determination: 
The Commission has provided guidance 
concerning the application of the 
standards for a no significant hazards 
determination by providing certain 
examples (48 FR 14870). Two of the 
changes discussed above are proposed 
by the staff to be encompassed by 
example (i). purely administrative 
changes to the technical specifications. 
Change No. 2 would replace the Low 
Population Zone figure with a new. more 
accurate figure. Figure 5.1-2 as it 
appears now suggests a Low Population 
Zone of S-mile radius, which is 
inconsistent with the Trojan 
Radiological Emergency Plan and the 
Updated FSAR. The proposed revision 
would clarify that the Low Population 
Zone is the area within a 2.5 mile radius 
of the reactor vessel. Change No. 3 
would correct the design volume of the 
Reactor Coolant System which Is now 
inconsistent with the Trojan updated 
FSAR. This change does not affect the 
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volume used in the safety analysis nor 
the RCS flow rate during boron dilution 
operations. These two proposed changes 
are administrative in nature and 
therefore are encompassed by example 
(i) of actions not likely to involve a 
significant hazards consideration. 

Change No. 1 would allow the fire 
pump diesel engine inspection to be 
performed during operation. The 
licensee’s safety evaluation states that 
the fire protection requirements do not 
differ significantly between operational 
and shutdown modes, and the length of 
time in which the diesel engine would be 
taken out of service for this inspection 
would be less than the 72 hours 
permitted by other technical 
specifications for other equipment. Also, 
whenever the diesel engine is out of 
service for inspection, backup capability 
is provided by the redundant motor- 
driven fire pump. The staff agrees with 
this discussion and concludes that this 
revision would not involve a significant 
increase in the probability or 
consequences of an accident previously 
evaluated; nor create the possibility of a 
new or different kind of accident from 
any accident previously evaluated; nor 
involve a significant reduction in a 
margin of safety. 

Based on the foregoing, the staff 
proposes to determine that the proposed 
amendment does not involve a 
significant hazards consideration. 

Local Public Document Room 
location : Multnomah County Library. 

801 S.W. 10th Avenue, Portland. Oregon. 

Attorney for licensee: J.W. Durham. 
Senior Vice President. Portland General 
Klectric Company, 121 SW. Salmon 
Street, Portland. Oregon 97204. 

NRC Branch Chief. Edward J. Butcher. 
Acting. 

Tennessee Valley Authority. Docket 
Nos. 50-259, 50-260 and 50^296. Browns 
Ferry Nuclear Plant, Units 1. 2 and 3, 
Limestone County. Alabama 

Date of amendment request: August 
2a 1985. 

Description of amendment request: 

The amendments would modify the 
Technical Specifications (TS) to revise 
the following functional test frequencies 
from once per 6 months to once per 
operating cycle: core spray logic, reactor 
core isolation cooling initiation and 
isolation logic, high pressure coolant 
injection initiation and isolation logic, 
automatic depressurization logic, low 
pressure coolant injection initiation and 
containment spray logic, core spray auto 
initiation logic, and low pressure coolant 
injection auto initiation inhibit logic. 

Basis for proposed no significant 
hazards consideration determination: 
The Commission has provided guidance 


for the application of criteria for no 
significant hazards consideration 
determination by providing examples of 
amendments that are considered not 
likely to involve significant hazards 
considerations (48 FR 14870). These 
examples include (vi) A change which 
either may result in some increase in the 
probability or consequences of a 
previously-analyzed accident or reduce 
in some way a safety margin, but where 
the results of the change are clearly 
within ail acceptable criteria with 
respect to the system or component 
specified in the Standard Review Plan 
(SRP): for example, a change resulting 
from the application of a small 
refinement of a previously used 
calculational model or design method. 

The proposed change would modify 
surveillance requirements which could 
possibly decrease the reliability or 
availability of the affected systems. This 
may in turn affect the probability or 
consequences of a previously-analyzed 
accident. However, the revised 
requirements would be consistent with 
NUREG-0123, the BWR Standard 
Technical Specifications (STS). The STS 
specify functional test intervals of once 
per operating cycle. Since the STS 
serves as the basis for assessing 
conformance to SRP Chapter 16 and the 
change is consistent with the STS, the 
change is encompassd bv example (vi). 

Since the application for amendment 
involves proposed changes that are 
encompassed by an example for which 
no significant hazards consideration 
exists, the staff has made a proposed 
determination that the application 
involves no signficant hazards 
consideration. 

Local Public Document Room 
location: Athens Public Library. South 
and Forrest. Athens. Alabama 35611. 

Attorney for licensee: H.S. Sanger, Jr.. 
Esquire. General Counsel, Tennessee 
Valley Authority, 400 Commerce 
Avenue. E11B 33C, Knoxville. 

Tennessee 37902. 

NRC Branch Chief: Domenic B. 
Vassallo. 

Union Electric Company. Docket No. 50- 
483, Callaway Plant. Unit No. 1, 

Callaway County, Missouri 

Date of application for amendment: 
October 15,1985. 

Brief description of amendment: The 
purpose of the proposed amendment is 
to revise Technical Specification Figures 
3.9-1 and 5.6-1 with curves that 
represent criteria for storing 
Westinghouse optimized fuel assemblies 
(OFA) or standard fuel asemblics (SFA) 
in Region 2 of the spent fuel pool, to 
revise the maximum initial enrichment 
limit for reload fuel in the reactor core 


and for storage of reload fuel in the 
spent fuel pool from 3.5 weight percent 
uranium-235 to 4.2 weight percent 
uranium-235, and to revise the nominal 
center-to-center distance between fuel 
assemblies placed in storage racks from 
9.14 to 9.24 inches. 

Basis for proposed no significant 
hazards consideration determination: 
The license amendment application 
proposes that the revisions are 
consistent with the licensing bases of 
the spent fuel pool and that the changes 
do not alter safe operation of spent fuel 
pool systems nor violate pool criticality 
safety limits. The licensee further 
proposes that an increase in maximum 
initial enrichment for storage can be up 
to 4.2 weight percent uranium-235 and 
that a reload size can be extended to 
nominally include 80 assemblies without 
a significant reduction in a margin of 
safety. 

An 84 assembly discharge for the 
thermal-hydraulic evaluation was 
analyzed for Cycle 1. Further, since the 
criticality safety analysis and the 
thermal-hydraulic and structural 
analysis confirm that original criteria 
are met by both OFA and SFA fuel, the 
possibility of a new or different kind of 
accident or condition over previous 
evaluations is not credible. Physically 
the two fuel designs are similar. OFA 
fuel is geometrically compatible with 
SFA fuel. The fuel assembly 
dimensional envelope, skeletal 
structure, and internal grid locations art 
essentially the same. The structural 
differences for OFA fuel is a smaller fuel 
rod outer diameter and zircaloy spacer 
grids rather than inconel. Neutronic 
differences between the two fuel designs 
have been analyzed and determined not 
to alter spent fuel pool criticality safety 
limits. In essence, the technical 
specification changes result from a 
nuclear reactor core reloading where the 
reload fuel assemblies are not 
significantly different from those found 
previously acceptable to the staff. 

In evaluating the increase in 
probability or consequences of any 
previously analyzed accident, the 
original accident and hazard scenarios 
were reevaluated by the licensee 
considering the OFA fuel design and 
using the 4.2 weight percent uranium-235 
initial enrichment. The scenarios 
consider dropping a fuel assembly on 
top of the racks; dropping a fuel 
assembly which penetrates the racks 
and occupies a position other than a 
normal storage location; dropping the 
fuel cask or other heavy objects into the 
pool; and the effects of tornado or 
earthquake on the deformation and 
relative position of the fuel racks. The 
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loss of cooling systems under accident 
conditions was not considered since the 
Callaway one hundred percent capacity 
redundant cooling trains provide n 
single failure proof system. 

In the case of a dropped fuel bundle 
lying on top of the racks, the only 
negative impact on criticality limits 
would be a reduction in the axial 
neutron leakage from the rack. The 
licensee has demonstrated in the 
criticality analysis that the contribution 
of the axial neutron leakage only slightly 
reduces die value of the maximum 
effective multiplication factor. For 
example, calculations show the total 
axial neutron leakage bias to be only 
.0022 delta K« where K is the 
multiplication factor. Without any axial 
neutron leakage, the multiplication 
factor of .9387 for Region 1 would be 
slightly increased to .9409 which is still 
w ithin the subcritical limit by an 
acceptable margin. Since there are 
several inches between the top of the 
active fuel and the top of the storage 
racks the reduction in axial neutron 
leakage from the rack should be 
negligible* 

'! he spent fuel racks include stainless 
itet’i standoffs which maintain a spacing 
of a least 3.0 inches between the racks 
and any fuel assembly which might be 
inadvertently located immediately 
adjacent to a rack. The standoffs limit 
the reactivity increase in this event to a 
few tenths of 1% delta K. In addition, for 
this abnormal condition credit may be 
taken for the soluble boron in the pool 
which has a negative reactivity worth 
4bout .247 delta K. Since the positive 
reactivity would only be a few tenths of 
1$ delta K and since the soluble boron 
contributes about .247 delta K negative 
reactivity, the criticality limit is not 
e xceeded and poo! subcriticality is 
maintained. 

The effectiveness of neutron 
sderation can be characterized by the 
mcderator-to-fuel ratio os a function of 
water density, fuel density, and fuel 
lattice geometry. Plots of the moderator- 
to fuel ratio against multiplication factor 
yield a curve that give an optimum ratio 
for the effectiveness of moderation. 

* l ':>derator-to-fuel ratios to the left of 
this optimum are referred to as 

dermoderated. For an enrichment of 
4-2 weight percent uraniiim-235, the 
lattice of fuel assemblies results in an 
undermoderated configuration and any 
crushing or compaction of the fuel 
assemblies would tend to reduce the 
cirvierator-to-fuel ratio and the 
multiplication factor of the spent fuel 
pool. Since the SFA fuel has a larger fuel 
rod diameter, the lattice of SFA 
Hscmblics is event more 


undermodcrated than OFA fuel. Plots of 
Region 1 and Region 2 multiplication 
factors versus water density further 
demonstrate that a reduction In the 
water/fuel ratio shows a decreasing 
multiplication factor. Therefore, the 
dropping of heavy obfecta into the pool 
or deformation* from the effects of 
earthquakes or tornadoes could not 
produce a criticality accident In 
addition, due to a lighter fuel weight for 
OFA fuel the seismic analysis confirmed 
the bounding nature of the original 
analysis for an earthquake evenL 
Finally in addition, an accident 
scenario was analyzed in which a fuel 
assembly from Region 1 of the spent fuel 
pool was incorrectly transferred to 
Region 2. The new analysis assumed the 
extreme case of completely loading 
Region 2 with unirradiated 4.2 weight 
percent uranium-235 fuel asemblies. For 
this abnormal Region 2 condition, credit 
was taken for 2000 parts-per-miilion 
soluble boron. The resulting 
multiplication factor for this case was 
.8905 and below the .95 criticality limit. 

The licensee has indicated that design 
conservatisms were used in the 
criticality and thermal hydraulic 
analyses. In brief summary, the 
calculations used the conservative 
assumptions assumed in the original 
analyses. The criticality cell calculations 
assumed that the fuel pool water 
contained boric acid. Sensitivity studies 
were performed to determine the most 
conservative refueling times. The most 
conservative models and parameters 
were used in all final calculations. 

Based on the foregoing, the requested 
amendment does not present a 
significant hazard. 

Local Public Document Room 
locations: Fulton City Library. 709 
Market Street, Fulton, Missouri 65251 
and the OUn Library of Washington 
University, Skinker and Lindeli 
Boulevards. St Louis, Missouri 63130. 

A ttorney for licensee: Gerald 
Chomoff* Esq., Shaw, Pittman, Potts and 
Trowbridge. 1800 M Street, NW„ 
Washington, DC 20036. 

A IRC Branch Chief: B J. Youngoiood. 

Virginia Electric and Power Company, 
Docket Nos. 50-280 and 50-281, Suny 
Power Station. Unit Nos. 1 and 2. Surry' 
County, Virginia 

Date of amendment requests: March 
16, June 28, August 3, August 9, 1882* 
June 30. October 27.1683, March 22, 
November 2.1984. and April 17. and 
August 30,1935. 

Description of amendment requests: 

The requests for amendments were 
initially noticed on July 20,1983 (48 FR 
33092). June 20.1984 (49 FR 25378) and 
April 23.1985 (50 FR 18019). This notice 


includes changes requested in e 
subsequent submittal dated August 30. 
1985. These submittals would amend the 
operating license and Technical 
Specifications to reflect changes In the 
organizational structure of the license. 

The August 30.1985 submittal also 
consolidates the Technical 
Specifications changes proposed in the 
November 2,1994 and April 17.1985 
submittals regarding the organizational 
structure, and the November 30.1984 
and April 1,1985 submittal* regarding 
revisions to reporting requirements a* 
necessitated by }§ 50.72 and 50.73 of 
Title 10 of ihe Code of Federal 
Regulation* (noticed on February 27, 
1985—50 FR 8011. and June 4.1985—50 
FR 23555). These amendment request* 
are related to the extent that one of the 
proposed change* to the reporting 
requirement* (regarding the review of 
reportable event*) is based upon the 
establishment of the proposed 
organizational structure. 

In additum to providing clarification 
requested by the staff, the August 30, 

1985 submittal proposes to designate an 
individual—the Assistant Station 
Manager—as the responsible individual 
for approving: (1) Procedures and 
procedure changes; (2) proposed lest* 
and experiments; and (3) all proposed 
changes to or modification* to plant 
systems or equipment. 

This submittal also proposes to delete 
the one-time requirement for submitting 
a special summary technical report on 
the initial containment structural tests, 
and to revise the distribution of certain 
reports to the NRC regional office to 
reflect the current NRC organizational 
structure. 

Basis for proposed no significant 
hazards consideration determination: 
The proposed changes do not affect 
reactor operations or accident analyses 
and have no radiological consequences. 
In addition, the specification of the one¬ 
time submittal of the initial containment 
structural test reports have been met 
(Surry 1—August 18,1972; Surry 2—May 
11,1973). Therefore, operation in 
accordance with the proposed 
amendment clearly involves no 
significant hazards consideration, 
because the changes will not; (1) Involve 
a significant increase in the probability 
or consequence* of an accident 
previously evaluated: or (2) create the 
possibility of a new or different kind of 
accident from any accident previously 
evaluated: or (3) involve a significant 
reduction in a margin of safety. 
Accordingly, the Commission proposes 
to determme that these changes do not 
involve a significant hazards 
consideration. 
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Local Public Document Room 
location: Swem Library. College of 
William and Mary. Williamsburg. 
Virginia 23185. 

Attorney for licensee: Mr. Michael W. 
Maupin, Hunton and Williams. Post 
Office Box 1555. Richmond, Virginia 
23213. 

NRC Branch Chief: Steven A. Varga. 

Yankee Atomic Electric Company, 
Docket No. 50-29, Yankee Nuclear 
Power Station. Franklin County, 
Massachusetts 

Date of amendment request: October 
15.1985 (PC-190). 

Description of amendment request: 
The proposed change would add 
containment isolation valves for the 
containment breathing air system to the 
Technical Specifications (TS). 

Basis for proposed no significant 
hazards consideration determination: 
The Commission has provided guidance 
concerning the application of standards 
for making a no significant hazards 
consideration determination by 
providing certain examples (April 6. 

1983. 48 FR 14870). Example (ii) of 
actions involving a no significant 
hazards consideration involves a change 
that constitutes an additional limitation, 
restriction, or control not presently 
included in the TS. The licensee is 
installing a breathing air system for use 
inside the vapor container. The 
proposed change adds the newly 
installed containment isolation valves to 
theTS. 

Based on this discussion, the staff 
proposes to determine that the 
requested action would not involve a 
significant hazards consideration. 

Local Public Document Room 
location: Greenfield Community College. 
1 College Drive, Greenfield, 
Massachusetts 01301. 

Attorney for licensee: Thomas Dignan. 
Esquire, Ropes and Gray, 225 Franklin 
Street. Boston, Massachusetts 02110. 

NRC Branch Chief: John A. Zwolinski. 

Yankee Atomic Electric Company, 
Docket No. 50-29, Yankee Nuclear 
Power Station. Franklin County, 
Massachusetts 

Date of amendment request: October 
15.1985 (PC-195). 

Description of amendment request: 
The proposed change would modify the 
Technical Specifications (TS) to remove 
power from the Reactor Coolant System 
(RCS) vent valves. 

Basis for proposed no significant 
hazards consideration determination: 
The Commission has provided guidance 
concerning the application of standards 
for making a no significant hazards 


consideration determination by 
providing certain examples. Example 
(vii) invoves a change to make a license 
conform to changes in the regulations, 
where the license change results in very 
minor changes to facility operations 
clearly in keeping with the regulations. 
TM1 Task Action Plan Item II.B.1, issued 
October 31.1980, required the 
installation of RCS vents to all nuclear 
power plants. The RCS vents were 
installed, and TS requiring operability of 
the RCS vents were issued October 1. 

1985. In response to the Fire Protection 
Rule of Appendix R to 10 CFR Part 50, 
issued September 8,1981, the licensee 
committed to remove power from the 
RCS vents to prevent their inadvertent 
actuation in the unlikely event of a fire 
affecting the RCS vent power supplies. 

To assure compliance with the earlier 
requirements of TM1 Task Action Plan 
Item ll.B.l, the licensee proposes to 
provide for operability of the RCS vents 
through the use of operating procedures, 
which will require local closure of 
power supply breakers, and subsequent 
operation of the vents from the control 
room. 

Based on this discussion, the staff 
proposes to determine that the 
requested action would not involve a 
significant hazards consideration. 

Local Public Document Room 
location: Greenfield Community College. 

1 College Drive, Greenfield, 

Massachusetts 01301. 

Attorney for licensee: Thomas Dignan. 
Esquire, Ropes and Gray, 225 Franklin 
Street, Boston. Massachusetts 02110. 

NRC Branch Chief: John A. Zwolinski 

PREVIOUSLY PUBLISHED NOTICES 
OF CONSIDERATION OF ISSUANCE 
OF AMENDMENTS TO OPERATING 
LICENSES AND PROPOSED NO 
SIGNIFICANT HAZARDS 
CONSIDERATION DETERMINATION 
AND OPPORTUNITY FOR HEARING 

The following notices were previously 
published as separate individual 
notices. The notice content was the 
same as above. They were published as 
individual notices because time did not 
allow the Commission to wait for this bi- * 
weekly notice. They are repeated here 
because the bi-weekly notice lists all 
amendments proposed to be issued 
involving no significant hazards 
consideration. 

For details, see the individual notice 
in the Federal Register on the day and 
page cited. This notice does not extend 
the notice period of the original notice. 


Virginia Electric and Power Company, et 
a!., Docket Nos. 50-338 and 50-339, 
North Anna Power Station, Units No. 1 
and No. 2. Louisa County, Virginia 

Date of amendment request 
September 19,1985. 

Brief description of amendment: The 
proposed change would add a statement 
to the Technical Specifications (TS) 
specifying which snubbers shall be 
operable and deleting TS tables 3.7-4a 
and 3.7—4b in accordance with NRC 
Generic letter 84-13 dated May 3,1984 
and entitled 'Technical Specifications 
for Snubbers.” These changes will 
remove the requirement to update the 
TS whenever a snubber is added or 
deleted from NA-1&2. A list of snubbers 
will still be maintained as part of NA- 
1&2 plants recorded as required by TS 
4.9.7.L 

Date of publication of individual 
notice in Federal Register October 16. 
1985 (50 FR 41975). 

Expiration date of individual notice: 
November 15.1985. 

Local Public Document Room 
location: Board of Supervisors Office. 
Louisa County Courthouse, Louisa, 
Virginia 23093 and the Alderman 
Library, Manuscripts Department. 
University of Virginia, Charlottesville. 
Virginia 22901. 

NOTICE OF ISSUANCE OF 
AMENDMENT TO FACILITY 
OPERATING LICENSE 

During the period since publication of 
the last bi-weekly notice, the 
Commission has issued the following 
amendments. The Commission has 
determined for each of these 
amendments that the application 
complies with the standards and 
requirements of the Atomic Energy Act 
of 1954, as amended (the Act), and the 
Commission’s rules and regulations. The 
Commission has made appropriate 
findings as required by the Act and the 
Commission’s rules and regulations in 10 
CFR Chapter I, which are set forth in the 
license amendment. 

Notice of Consideration of Issuance of 
Amendment to Facility Operating 
License and Proposed No Significant 
Hazards Consideration Determination 
and Opportunity for Hearing in 
connection with there actions was 
published in the Federal Register as 
indicated. No request for a hearing or 
petition for leave to intervene was filed 
following this notice. 

Unless otherwise indicated, the 
Commission has determined that these 
amendments satisfy the criteria for 
categorical exclusion in accordance 
with 10 CFR 51.22. Therefore, pursuani 
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to 10 CFR 51.22(b). no environmnta! 
impact statement or environmental 
assessment need be prepared for these 
amendments. If the Commission has 
prepared an environmental assessment 
under the special circumstances 
provision in 10 CFR 51.12(b) and has 
made o determination based on that 
assessment, it is so indicated. 

For further details with respect to the 
action see: (1) The applications for 
amendments. (2) the amendments, and 
(3) the Commission's related letters. 
Safety Evaluations and/or 
Environmental Assessments as 
indicated. All of these items are 
available for public inspection at the 
Commission's Public Document Room. 
1717 H Street NW„ Washington, DC 
and at the local public document rooms 
for the particular facilities involved. A 
copy of items (2) and (3) may be 
obtained upon request addressed to the 
U S. Nuclear Regulatory Commission, 
Washington, DC 20555, Attention: 
Director. Division of Licensing. 

Arkansas Power k Light Company, 
Docket No. 50-368, Arkansas Nuclear 
One, Unit 2, Pope County. Arkansas 

Date of application for amendment 
March 13.1985. 

Brief description of amendment: The 
amendment revised Table 3.8-1 of the 
Technical Specifications related to 
containment electrical penetration 
conductor overcurrcnt protective 
devices. 

Date of issuance: October 11,1985. 

Effective date: October 11.1985. 

Amendment No,: 89. 

Facility Operating License No. NPF-6. 
Amendment revised the Technical 
Specifications. 

Date of initio1 notice in Federal 
Kugisten June 4,1985 (50 FR 23543 at 

23544). 

The Commission's related evaluation 
of the amendment is contained in a 
Safety Evaluation dated October 11. 

1985. 

No significance hazards consideration 
comments received. No. 

Local Public Document Room 
location: Tomlinson Library, Arkansas 
Tech University. Russellville, Arkansas 
72801. 

Commonwealth Edison Company, 
Docket No. 50-373 La Salle County 
Station, Unit 1. La Salle County, Illinois. 

Date of application for amendment 
April 18.1985. 

Brief description of amendment 
.vtfuesfcThis amendment would add 
requirements in the La Salle, Unit 1 
Technical Specification for new 
suppression pool level and water 
temperature instruments for the remote 


shutdown monitoring instrumentation to 
be added at the first refueling outage. 
This is in accordance with Supplement 7 
to the La Salle Safety Evaluation Report. 

Date of issuance: October 22,1985. 

Effective date: Startup following first 
refueling. 

Amendment No.: 27. 

Facility Operating License No. NPF - 
1L Amendment revised the Technical 
Specifications. 

Date of initial notice in Federal 
Register May 21,1985 (50 FR 20973) 

The Commission's related evaluation 
of the amendment is contained in a 
Safety Evaluation dated October 22, 

1985. 

No significance hazards consideration 
comments received. None. 

Local Public Document Room 
location: Public Library of Illinois Valley 
Community College. Rural Route No. 1. 
Oglesby. Illinois 61348. 

Connecticut Yankee Atomic Power 
Company Docket No. 50-213, Haddam 
Neck Plant, Middlesex County, 
Connecticut 

Date of application for amendment 
July 10,1965 as modified August 1,1985. 

Brief description of amendment This 
license amendment modifies the plant 
Technical Specification by incorporating 
requirements which restrict the volume 
of flammable liquids in the control room 
to no greater than one pint. 

If it becomes necessary to introduce 
quantities of flammable liquids in 
excess of one pint, written permission is 
obtained form the Superv ising Control 
Operator or Shift Supervisor and a 
dedicated fire watch is assigned to the 
activity to ensure that the flammable 
liquid would not threaten the safe 
shutdown capability. 

Date of issuance: Octuber 18,1985. 

Effective date: October 18,1985. 

Amendment No.: 89. 

Facility Operating License No. DPR - 
61. Amendment revised the Technical 
Specifications. 

Date of initial notice in Federal 
Register August 28.1985 (50 FR 34938). 

The Commission's related evaluation 
of the amendment is contained in a 
Safety Evaluation dated October 16, 
1985. 

No significant hazards consideration 
comments received: No. 

Local Public Document Room 
location: Russell Library, 124 Broad 
Street, Middletown, Connecticut 06457. 

Connecticut Yankee Atomic Power 
Company Docket No. 50-213, Haddam 
Neck Plant, Middlesex County, 
Connecticut 

Date of application for amendment 
June 11,1985 as revised )une 27,1985. 


Brief description of amendment This 
amendment revises the technical 
specifications to update the pressure/ 
temperature limit curves for hydrostatic 
and leak rate testing snd for heatup and 
cooldown rates. All of these curves are 
being updated to show the required 
limitations out to 22.0 effective full 
power years. This amendment also 
revises the technical specifications to 
delete two individual curves on Figures 
3.4-1. 3.4-6 and 3.4-7 that describe the 
maximum pressure of the residual heat 
removal (RHR) system and minimum 
pressure for operation of a single reactor 
coolant pump. 

Date of issuance: October 16,1985. 

Effective date: October 18,1985. 

Amendment Noc 70. 

Facility Operating License No. DPR - 
67. Amendment revised the Technical 
Specifications. 

Da to of initial notice in Federal 
Register June 18.1985 (50 FR 25364) and 
August 14.1985 (50 FR 32790). 

The Commission's related evaluation 
of the amendment is contained in a 
Safety Evaluation dated October 16, 
1985. 

No significance hazards consideration 
comments received. No. 

Local Public Document Room 
location: Russell Library, 124 Broad 
Street. Middletown, Connecticut 06457. 

Consolidated Edison Company of New 
York, Docket No. 50-247, Indian Point 
Nuclear Generating Unit No. 2, 
Westchester County, New York 

Date of application for amendment 
August 8.1985. 

Brief description of amendment: The 
amendment revises the Technical 
Specifications to delete Specifications 
5.3.A.2 and 5.3.A.4 which specifically 
describe the reactor core design for the 
IP-2 initial core. 

Date of issuance: October 17,1985. 

Effective date: October 17,1885. 

Amendment No.: 100. 

Facility Operating License No. DPR - 
26. Amendment revised the Technical 
Specifications. 

Date of initial notice in Federal 
Register. August 28,1985 (50 FR 34937). 

The Commission's related evaluation 
of the amendment is contained in a 
Safety Evaluation dated October 17, 
1985. 

No significant hazards consideration 
comments received: No. 

Local Public Document Room 
location: White Plains Public Library, 
100 Martine Avenue. White Plains, New 
York. 10610. 
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Consolidated Edison Company of New 
York, Docket No, 50-247. Indian Point 
Nuclear Generating Uni! No. 2, 
Westchester County. New York 

Dole of application for amendment: 
February 14,1983. as supplemented 
February 28.1935, August 1.1965 and 
September 13.1985. 

Brief description of amendment: The 
amendment revises the Technical 
Specifications to incorporate 
requirements for redundant decay heat 
removal capability during all modes of 
plant operation. The amendment revises 
the number of reactor coolant pumps 
required to be operating when the 
reactor coolant system is shut down and 
above 350°F. This change was made to 
achieve consistency between the safety 
analysis for the Uncontrolled Rod 
Withdrawal from Subcritica! transient 
and the Technical Specifications 
concerning the number of reactor 
coolant pumps in operation. The 
amendment revises the Technical 
Specifications to incorporate 
specifications on the Overpressure 
Protection System at Indian Point Unit 2. 
This system was installed to provide 
added assurance that the plant can 
operate without violating pressure 
limitations. Certain editorial and format 
changes have also been made. 

Dote of issuance: October 23.1985. 

Effective date: Upon issuance to be 
implemented within 60 days after 
issuance. 

Amendment No.: 101. 

Facilities Operating License No. 
DPR-2& Amendment revised the 
Technical Specifications. 

Date of initial notice in Federal 
Register August 23,1983 (48 FR 38395). 
September 21.1983 (48 FR 43134) and 
April 23.1985 (50 FR 10002). 

The Commission's related evaluation 
of the amendment is contained in a 
Safety Evaluation dated October 23. 
1985. 

No significant hazards consideration 
comments received: No. 

Local Public Document Room 
location: White Plains Public Library. 

100 Martine Avenue, White Plains, New 
York. 10610. 

Consumers Power Company. Docket No. 
50-155. Big Rock Point Plant, Charlevoix 
County. Michigan 

Date of application for amendment: 

June 27,1985. 

Brief description of amendment This 
amendment changes several Technical 
Specification surveillance frequencies 
which are currently required regardless 
of scheduled refueling shutdowns. These 
changes will provide for continued 
operation of the facility between 


refueling shutdowns without 
surveillance tests Interrupting continued 
power operation. 

Date of issuance: October 22,1985, 

Effective date: October 22,1985. 

Amendment No.: 79. 

Facility Operating License No. DPR- 
6* This amendment revised the 
Technical Specifications. 

Date of Initial notice in Federal 
Register September 11.1985 (50 FR 
37077). 

The Commission's related evaluation 
of the amendment is contained in a 
Safety Evaluation dated October 22, 
1985. 

No significant hazards consideration 
comments received: No. 

Local Public Document Room 
location: North Central Michigan 
College, 1515 Howard Street, Peto&key. 
Michigan 49770. 

Consumer Power Company, Docket No. 
50-255, Palisades Plant, Van Buren 
County, Michigan 

Date of application for amendment 
August 2,1985. 

Brief description of amendment 
Technical Specification 4.7.1(c) is 
changed to require vendor 
recommended maintenance and 
inspection every refueling outage 
instead of every 18 months as previously 
specified. 

Date of issuance: October 28,1985. 

Effective dale: October 28.1985. 

Amendment No.: 92 

Provisional Operating License No. 
DPR-20. The amendment revised the 
Technical Specifications. 

Date of initial notice in Federal 
Register August 14,1985 (50 FR 32792). 

The Commission's related evaluation 
of the amendment is contained in a 
Safety Evaluation dated October 28, 

1985. 

No significant hazards consideration 
comments received: No. 

Local Public Document Room 
location: Van Zoeren Library, Hope 
College. Holland, Michigan 49423. 

Duke Power Company. Dockets Nos. 50- 
269. 50-270 and 50-287, Oconee Nuclear 
Station. Units Nos. 1, 2 and 3, Oconee 
County. South Carolina 

Date of application for amendments: 
June 28,1984, supplemented January 25, 
1985. 

Brief description of amendments: 
These amendments revise the Station's 
common Technical Specifications (TSs) 
to delineate the need for administrative 
controls to limit the working hours for 
Station staff performing safety-related 
functions. 

Date of issuance: October 21.1985. 

Effective date: October 21.1985. 


Amendment Nose 144,144 and 141. 

Facility Operating License Nos. DPR- 
36, DPR-47andDPR-55. Amendment 
revised the Technical Specifications. 

Date of initial notice in Federal 
Register: September 28.1984 (49 FR 383^8 
Since the initial notice, the licensee 
submitted a supplement dated January 

25.1985, which clarifies information on 
overtime and working limits This 
information did not revise the proposed 
TSs, therefore the Commission’s staff 
concluded that renoticing was oot 
necessary. 

The Commission s related evaluation 
of the amendments is contained in a 
Safety Evaluation dated October 

21.1985. 

No significant hazards consideration 
comments received: No. 

Local Public Document Room 
location: Oconee County Library. 501 
West Southbroud Street. Walhalla, 
South Carolina. 

Duquesne Light Company, Docket No. 
50-334, Beaver Valley Power Station, 
Unit No. 1. Shipping port. Pennsyivam • 

Date of application for amendment 
July 12,1985. 

Brief description of amendment: The 
amendment changes the Technical 
Specifications for Beaver Valley Unit 
No. 1 by deleting the rod bow penalty 
multiplier from Section 3.2.3. "Nuclear 
Enthalpy Hot Channel Factor." The 
basis of the change is contained in a 
Westinghouse Topical Report. WCAP- 
8691, Revision 1, which we have 
approved on December 29,1982. 

Date of issuance: October 15.1985 

Effective date: October 15.1985. 

Amendment No. 97. 

Facility Operating License No. DPR 
66. Amendment revised the Technical 
Specifications. 

Date of initial notice in Federal 
Register September 11,1985 [50 FR 
37080). 

The Commission's related evaluation 
of the amendment is contained in a 
Safety Evaluation dated October 15, 
1985.' 

No significant hazards consideration 
comments received: None. 

Local Public Document Room 
location: B.F. Jones Memorial Library. 
663 Franklin Avenue. Aliquippa, 
Pennsylvania 15001. 

Florida Power and light Company, el al. 
Docket No. 50-389, St Lucie Plant, Unit 
No. 2, St. Lucie County, Florida 

Date of application of amendment: 
April 19,1983. 

Brief description of amendment: The 
amendment modified the surveillance 
requirements of the pressurizer with 
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regard to reconnection of the presstirizer 
heaters to their respective buses. 

Date of Issuance: October 17,1985. 
Effective Date: October 17,1985. 
Amendment No.: 11. 

Facility Operating License No. NPF- 
16: Amendment revised the Technical 
Specifications. 

Date of initial notice in Federal 
Register June 10.1983 (48 FR 26929). 

Tht Commission’s related evaluation 
of the amendment is contained in a 
Safety F.valuation dated October 17. 

1985. 

No significant hazards consideration 
comments received: No. 

Local Public Document Room 
location: Indian River Junior College 
Lbrary. 3209 Virgina Avenue, Ft. Pierce, 
Florida. 

General Public Utilities Nuclear 
Corporation, Docket No. 50-320, Three 
Mile Island Nuclear Station, Unit No. 2, 
Londonderry Township, Dauphin 
County, Pennsylvania 

Date of application for amendment: 
April 12,1985. 

Brief description of amendment' This 
amendment consists of a change to 
Section 2.1.2, Gaseous Effluents of the 
Appendix B Technical Specifications. To 
achieve consistency in nomenclature 
throughout the Technical Specification 
the term used to describe the testing of 
radiation vent monitors is changed from 
instrument channel test" to "instrument 
functional test* 

Date of Issuance: October 21,1985. 
Effective Date: October 21.1985. 
Amendment No.: 25. 

Facility Operating License No. DPR - 
73: Amendment revised the Appendix B 
Technical Specifications. 

Date of initial notice in Federal 
Register. June 19,1985 (50 FR 24585). 

The Commission's related evaluation 
of the amendment is contained in a 
letter dated October 21,1985. 

No significant hazards consideration 
comments received; No. 

Local Public Document Room 
location: State Library, Commonwealth 
and Walnut Streets, Harrisburg. 
Pennsylvania 17105. 

Georgia Power Company, Oglethorpe 
Power Corporation. Municipal Electric 
Authority of Georgia, City of Dalton, 
Georgia, Docket No. 50-321, Edwin I. 
Hatch Nuclear Plant, Unit No. 1, Appling 
County, Georgia 

Dote of amendment request: June 24. 
1985. 

Brief description of amendment The 
amendment revises the Technical 
Specifications by replacing text that was 
inadvertently deleted from Section 
4 5.D.2 when the page was retyped to 


incorporate requested changes that were 
made in Amendment No. 101. 

Date of issuance: October 15,1985. 
Effective date: October 15,1985. 
Amendment No. 116. 

Facility Operating License No. DPR - 
57. Amendment revised the Technical 
Specifications. 

Date of initial notice in Federal 
Register: September 11,1985 (50 FR 
37084). The Commission's related 
evaluation of the amendment is 
contained in a Safety Evaluation dated 
October 15,1985. 

No significant hazards consideration 
comments received: No. 

Local Public Document Room 
location: Appling County Public Library, 
301 City Hall Drive. Baxley, Georgia. 

GPU Nuclear Corporation, Docket No. 
50-219, Oyster Creek Nuclear 
Generating Station. Ocean County, New 
Jersey 

Date of application for amendment: 
February 11,1985. 

Brief description of amendment This 
amendment authorizes changes to the 
Oyster Creek Appendix A Technical 
Specifications (TS) to revise Inservice 
Inspection (ISI) and Inservice Testing 
(1ST) requirements in Section 4.3, 

Reactor Coolant, of the TS. The changes 
revise the existing Paragraphs 48.D and 
4.3.E and Bases of Section 4.3 to replace 
existing detailed ISI and 1ST 
requirements in the TS with references 
to Section XI of the ASME Boiler and 
Pressure Code, the details of which are 
implemented in the station's ISI and 1ST 
Programs. 

Dale of Issue: October 18,1985. 
Effective Date: October 18.1985. 
Amendment No.: 90. 

Provisional Operating License No. 
DPR-16. Amendment revised the 
Appendix A Technical Specifications. 

Date of initial notice in Federal 
Register March 27,1985 (50 FR 12145). 

The Commission’s related evaluation 
of this amendment is contained in a 
Safety Evaluation dated October 18, 

1985. 

No significant hazards consideration 
comments received: No. 

Local Public Document Room 
location: Ocean County Library. 101 
Washington Street, Toms River. New 
Jersey 08753. 

Mississippi Power h Light Company, 
Middle South Energy, Inc., Mississippi 
Electric Power Association, Docket No. 
50-416, Grand Gulf Nuclear Station, Unit 
1, Claiborne County, Mississippi 

Dote of application for amendment: 
July 12,1985, as amended August 12, 
1985. 
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Brief description of amendment The 
amendment modifies the Technical 
Specifications related to unit 
organization, primary containment 
penetration conductor overcurrent 
protective devices, control rod scram 
accumulators, fire detection 
instrumentation, and electrical power 
systems*AC sources. 

Date of Issue: October 21.1985. 
Effective Date: Changes to Technical 
Specification Figure 6.2.2-1, 

Specification 4.1.3.3, and Table 3.3.7.9-1, 
are effective October 21,1985, and 
changes to Technical Specification 
Table 3.8.4.1-1 and Specification 
4.8.1.1.2.d are effective when the 
equipment necessitating the Technical 
Specification changes is installed and 
made operable. 

Amendment No.: 6. 

Facility Operating License No. NPF - 
29. Amendment revised the Technical 
Specifications. 

Date of initial notice in Federal 
Register August 28.1985 (50 FR 34943). 

The Commission's related evaluation 
of the amendment is contained in a 
Safety Evaluation dated October 21, 

1985. 

No significant hazards consideration 
comments received: No. 

Local Public Document Room 
location: Hinds Junior College. 

McLendon Library. Raymond. 

Mississippi 39154. 

Mississippi Power h Light Company. 
Middle South Energy, Inc., South 
Mississippi Electric Power Association, 
Docket No. 50-416, Grand Gulf Nuclear 
Station, Unit 1, Claiborne County, 
Mississippi 

Date of application for amendment 
August 23,1985, and supplemented 
September 25 and October 5,1985. 

Brief description of amendment The 
amendment modifies the Technical 
Specifications to increase diesel fuel 
storage and to add a clarification 
statement to the bases for specification 
3/4.8.1 "Electrical Power Systems—AC 
Sources." The amendment also modifies 
the license condition related to the 
standby service water system and adds 
a license condition to allow a temporary 
exception to the requirement for a 30- 
day water supply in the standby service 
water cooing tower basins. 

Dote of issuance: October 12,1985. 
Effective date: October 12,1985. 
Amendment No. 5. 

Facility Operating License No. NPF- 
29. Amendment revised the Technical 
Specifications and the license. 

Date of initial notice in Federal 
Register September 11,1985 (50 FR 
37084). 
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The Commission’s related evaluation 
of the amendment is contained in a 
Safety Evaluation dated October 12, 
1985, 

No significant hazards consideration 
comments received No. 

Local Public Document Room 
location: Hinds Junior College, 
McLendon Library, Raymond, 
Mississippi 39154. 

Northern States Power Company, 
Docket Nos, 50-282 and 50-306, Prairie 
Island Nuclear Generating Plant, Unit 
Nos. 1 and 2, Goodhue County, 
Minnesota 

Date of application far amendments: 
May 17,1985, supplemented June 3 and 
August 2.1985. 

Brief description of amendments: The 
amendments modified the Technical 
Specifications to allow tube sleeving as 
a method for repairing steam generator 
tubes in the tubesheet reeion. 

Dute of issuance: October 11.1985. 

Effective date: October 11,1985. 

Amendment A fos.: 78 and 69. 

Facility Operating License Nos . DPR- 
42 and DPR-GO. Amendments revised 
the Technical Specifications. 

Date of initio)notice in Federal 
Register August 14,1985 (50 32787 at 
32800). 

The Commission's related evaluation 
of the amendments is contained in a 
Safety Evaluation dated October 11. 
1985. 

No significant hazards consideration 
comments received: No. 

Local Public Document Room 
location: Environmental Conservation 
Library, Minneapolis Public Library. 300 
Nicollet Mall. Minneapolis, Minnesota. 

Pennsylvania Power and Light Company 
Docket No. 50-388, Susquehanna Steam 
Electric Station. Unit 2, Luzerne County, 
Pennsylvania 

Dale of application for amendment: 
June 24.1985. 

Brief description of amendment: 
Effective January 1.1984, the 
requirements contained in 10 CFR 50.72 
and 10 CFR 50.73 replaced all existing 
requirements for licensees to report 
’’Reportable Occurrences’’ as defined in 
individual plant Technical 
Specifications. This amendment deletes 
Action b of Section 3.3.7.0 ’’Fire 
Detection Instrumentation" of the 
Technical Specifications. Action b of 
Section 3.3.7.9 required that the licensee: 

Restore the minimum number of 
mstmraent(s) to OPERABLE status 
within 14 days or. in lieu of any other 
report required by Specification 6.9.1, 
prepare and submit a Special Report to 
the Commission pursuant to 
Specification 8.9.2 within 30 days 


outlining the action taken, the cause of 
the inoperability and the plans and 
schedule for restoring the instrument(s) 
to OPERABLE status. 

Date of issuance: October 11,1985. 

Effective date: Upon issuance. 

Amendment No.: 18. 

Facility Operating License No. NPF - 
22. Amendment revised the Technical 
Specifications. 

Date of initial notice in Federal 
Register August 28.1985 (50 FR 34945). 

The Commission’s related evaluation 
of the amendment is contained in a 
Safety Evaluation dated October 11, 
1985. No comments were received 
regarding the Commission's proposed no 
significant hazards consideration 
determination. 

Local Public Document Room 
location: Osterhout Free Library. 
Reference Department, 71 South 
Franklin Street. Wilkes-Barre, 
Pennsylvania 18701. 

Southern California Edison Company et 
al.. Docket No. 50-206. San Onofre 
Nuclear Generating Station, Unit No. 1, 
San Diego County, California 

Date of application for amendment: 
April 12,1965 as modified by letters 
dated July 1 and 31,1965. 

Brief description of amendment: The 
amendment approves changes to the 
Appendix A Technical Specifications on 
Administrative Controls including the 
areas on reporting requirements, 
minimum shift composition, offsite 
organization, and the transfer of the 
Nuclear Audit and Review Committee 
responsibilities to the Nuclear Safety 
Group. 

Date of issuance: October 15,1985. 

Effective date: 30 days from date of 
issuance. 

Amendment No. 91. 

Provisional Operating License No. 
DPR-13. Amendment revised the 
Technical Specifications and deleted 
license condition 3.1. 

Date of initial notice in Federal 
Register May 21,1985 (50 FR 20991). 

The Commission’s related evaluation 
of the amendment U contained in a 
Safety Evaluation dated October 15, 

1985. 

No significant hazards consideration 
comments received: No. 

Local Public Document Boom 
location: San Clemente Public Library, 
242 Del Mar. San Clemente. California 
92872. 


Southern California Edison Company, et 
al.. Docket Nos. 50-361 and 50-362, San 
Onofre Nuclear Generating Station. 
Units 2 and 3, San Diego County, 
California. 

Dates of application of amendments: 
April 27,1984 and January 29,1985. 

Brief description of amendments: The 
amendments change Technical 
Specification "Containment Structural 
Integrity" and the related license 
condition ’’Containment Tendon 
Surveillance." 

Dale of issuance: October 11,1985. 

Effective date: October 11,1985 and 
fully implemented within 30 days of 
issuance. 

Amendment Nos.: 37 and 28. 

Facility Operating License Nos . NPF- 
10 and NPF-I5: Amendments revised 
the Technical Specifications and a 
related license condition. 

Dates of initial notices in Federal 
Register April 23.1985 (50 FR 16015) 
and July 17.1985 (50 FR 29018). 

The Commission's related evaluation 
of the amendment is contained in a 
Safety Evaluation dated October 11, 
1985. 

No significant hazards consideration 
comments were received. 

Local Public Document Room 
location: San Clemente Library. 242 
Avenida Del Mar. San Clemente. 
California. 

Vermont Yankee Nuclear Power 
Corporation. Docket No. 50-271. 
Vermont Yankee Nuclear Power Station. 
Vernon, Vermont 

Date of application for amendment 
March 27.1985. 

Brief description of amendment: The 
amendment revises the Technical 
Specifications to: (1) Reflect shift 
staffing levels for licensed operators 
consistent with the provisions of the 
recently revised 10 CFR 50.54: (2) 
provide corrections %vhich are 
typographical or clerical in nature: (3) 
delete from the Technical Specifications 
pages referring to out-of-date testing 
provisions: (4) change an organization 
chart to reflect a recent organizational 
change in the offsite engineering support 
organization: and (5) revise the setting 
for low condensate storage tank level 
from "2-inches" to ”3%*’ which is a 
physically equivalent value. The change 
is necessitated by the replacement of 
float type limit switches with analog 
instruments, with corresponding 
different units of calibration. 

Date of issuance: October 9.1985. 

Effective date: October 9,1985. 

Amendment No.: 90. 
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Facility Operating License No. DPR- 
2S. Amendment revised the Technical 
Specifications. 

Date of initial notice in Federal 
Register: May 21,1965 (50 FR 20994). 

The Commission's related evaluation 
of the amendment is contained in a 
Safety Evaluation dated October a 1985. 

No significant hazards consideration 
rum meats received: No* 

Ixxnl Public Document Room 
location: Brooks Memorial Library, 224 
Main Street. Bra tile boro, Vermont 0530b 

Virginia Electric and Power Company, et 
at, Docket Nos. 50-338 and 50-339, 

North Anna Power Station, Units No. 1 
and No. 2, Louisa County, Virginia 

Date of application for amendments: 

F bruary 14,1985. 

Brief description of amendments: lire 
r, i jndrnents revise the NA-142 TS 3/ 

4.2-3 eliminating the Rod Bow Penalty on 
the nudear enthalpy hot channel factor. 

Date of issuance: October 24,1985. 

Effective date , October 24,1985. 

Amendment Nosj 89 and 55. 

Facility Operating License Nos . NPF- 
4 and NPP-7. Amendments revised the 
T echnical Specifications. 

Dote of initial notice in Federal 
Register: July 3.1985 (50 FR 2750 at 
27511J. 

The Commission’s related evaluation 
of the amendments is contained m a 
Safety Evaluation dated October 24, 

1985. 

No significant hazards consideration 
comments received: No. 

local Public Docvnrenf Room 
locations: Board of Supervisors Office, 
Louisa County Courthouse, Louisa, 
Virginia 22063. and the Alderman 
l ibrary, Manuscripts Department 
University of Virginia. Charlottesville, 
Virginia 22901. 

Vnginia Electric and Power Company, et 
al.. Docket Nos. 50-338 and 50-339, 

North Anna Power Station, Units No. 1 
and No. 2 Louisa County, Virginia 

Date of application for amendments: 
March 29.1985 as revised July 1.1985. 

Brief description of amendments: The 
amendments revise the allowable time 
that one of the redundant service water 
Baders can be inoperable from 72 hours 
to 168 hours provided 3 out of 4 service 
water pumps and 1 out of 2 auxiliary 
service water pumps are operable 
during the 168 hour Action Statement. 
The applicability for the 168 hour action 
statement applies only to that period of 
time required for completing the NA-162 
service Water System upgrade 
programs. The NA-182 Service Water 
System Upgrade Program is a 
refurbishment effort by the licensee for 
the mechanical cleaning and removal of 


corrosion products on the Inner surface 
of (he service water pipes and valves. 

Date of issuance: October 25,1985. 

Effective date: October 25,1985. 

Amendment Nos: 70 and 56. 

Facility Operating License Nos. NPF- 
4 and NPF-7. Amendments revised the 
Technical Specifications. 

Date of initial notice in Federal 
Register July 31.1985 (50 FR 31074 and 
31075). 

The Commission's related evaluation 
of the amendments is contained in a 
Safety Evaluation dated October 25, 

1985. 

No significant hazards consideration 
comments received: No. 

Local Public Document Room 
locations: Board of Supervisors Office. 
Louisa Count)- Courthouse. Louisa 
Virginia 23QB3, and the Alderman 
Library, Manuscripts Department. 
University of Virginia, Charlottesville, 
Virginia 22901. 

Wisconsin Public Service Corporation, 
Docket No. 50-305, Kewaunee Nudear 
Power Plant, Kewaunee County, 
Wisconsin 

Date of application for amendment: 
July 11,1985. 

Brief description of amendment’ This 
amendment develops consistency 
between the Kewaunee Specifications 
and 10 CFR Part 50 Appendix J in regard 
to containment air lock surveillance 
testing. 

Date of issuance: October 15,1985. 

Effective date: October 15.1985. 

Amendment No 08. 

Facility Operating License No. DPR- 
43: Amendment revised the Technical 
Specifications. 

Date of initial notice in Federal 
Register August 28. 1965 (50 FR 34948) 

The Commission’s related evshiation 
of the amendment is contained In a 
Safety Evaluation dated October 15, 

1985 

No significant hazards consideration 
comments received: No. 

Local Public Document Room 
location: University of Wisconsin, 
Library Learning Center, 2420 Nicolet 
Drive. Green Bay, Wisconsin 54301. 

Wisconsin Electric Power Company, 
Docket Nos. 50-266 and 50-361, Point 
Beach Nudear Plant, Unit Nos. 1 and 2, 
Town of Two Creeks, Manitowoc 
County, Wisconsin 

Dote of application for amendments: 
June 17,1985. 

Brief description of amendments: The 
amendments revise the UnH 1 and Unit 2 
reaction vessel surveillance capsule 
removal schedules and the related 
bases. 

Dote of issnance: October 22,1985. 


Effective date: October 22.1985. 

Amendment Nos.: 96 and 102. 

Facility Operating License Nos. DPR - 
24 and DRP-27. Amendments revised 
the Technical Specifications 

Dale of initial notice in Federal 
Rogifiter: July 3b 1985 (50 FR 31001 at 
31078). 

The Commission’s related evaluation 
of the amendments is contained in a 
Safety Evaluation dated October 22, 

1985. 

No significant hazards consideration 
comments received: No. 

Local Public Document Room 
location: Joseph P. Mann Library. 1516 
Sixteenth Street, Two Rivers, 

Wisconsin. 

NOTICE OF ISSUANCE OF 
AMENDMENT TO FACILITY 
OPERATING LICENSE AND FINAL 
DETERMINATION OF NO 
SIGNIFICANT HAZARDS 
CONSIDERATION AND 
OPPORTUNITY FOR HEARING 
(EXIGENT OR EMERGENCY 
CIRCUMSTANCES) 

During the period since publication of 
the last bi-weekly notice, the 
Commission has issued the following 
amendments. The Commission has 
determined for each of these 
amendments that the application for the 
amendment complies with the standards 
and requirements of the Atomic Energy 
Act of 1954. as amended (the Act), and 
the Commission’s rules and regulations. 
The Commission has made appropriate 
findings as required by the Act and the 
Commission's roles and regulations in 10 
CFR Chapter I. which are set forth in the 
license emendment. 

Because of exigent or emergency 
circumstances associated with the date 
the amendment was needed, there was 
not time for the Commission to publish, 
for public comment before Issuance, its 
usual 30-day Notice of Consideration of 
Issuance of Amendment and Proposed 
No Significant Hazards Consideration 
Determination and Opportunity for 
Hearing. For exigent circumstances, a 
press release seeking public comment as 
to the proposed no signficant hazards 
consideration determination was used, 
and the State was consulted by 
telephone. In circumstances where 
failure to act In a timely way would 
have resulted, for example, In derating 
or shutdown of a nudear power plant, a 
shorter public comment period (less 
than 30 days) has been offered and the 
State consulted by telephone whenever 
possible. 

Under its regulations, the Cornmitsion 
may Issue and make an amendment 
immediately effective, notwithstanding 







46226 


Federal Register / Vol. 50, No, 215 / Wednesday, November 6, 1985 / Notices 


the pendency before it of a request for a 
hearing from any person, in advance of 
the holding and completion of any 
required hearing, where it has 
determined that no significant hazards 
consideration is involved. 

The Commiss ion h as applied the 
standards of 10 CFR 50.92 and has made 
a final determination that the 
amendment involves no significant 
hazards consideration. The basis for this 
determination is contained in the 
documents related to this action. 
Accordingly, the amendments have been 
issued and made effective as indicated. 

Unless otherwise indicated, the 
Commission has determined that these 
amendments satisfy the criteria for 
categorical exclusion in accordance 
with 10 CFR 51.22. Therefore, pursuant 
to 10 CFR 51.22(b), no environmental 
impact statement or environmental 
assessment need be prepared for these 
amendments. If the Commission has 
prepared an environmental assessment 
under the special circumstances 
provision in 10 CFR 51.12(b) and has 
made a determination based on that 
assessment, it is so indicated. 

For further details with respect to the 
action see (1) The application for 
amendment, (2) the amendment to 
Facility Operating License, and (3) the 
Commission’s related letter. Safety 
Evaluation and/or Environmental 
Assessment, as indicated. All of these 
items are available for public inspection 
at the Commission's Public Document 
Room. 1717 H Street, NW., Washington. 
DC, and at the local public document 
room for the particular facility involved. 

A copy of items (2) and (3) may be 
obtained upon request addressed to the 
U.S. Nuclear Regulatory Commission. 
Washington. DC 20555. Attention: 
Director. Division of Licensing. 

The Commission is also offering an 
opportunity for a hearing with respect to 
the issuance of the amendments. By 
December 6.1985, the licensee may file a 
request for a hearing with respect to 
issuance of the amendment to the 
subject facility operating license and 
any person whose interest may be 
affected by this proceeding and who 
wishes to participate as a party in the 
proceeding must file a written petition 
for leave to intervene. Requests for a 
hearing and petitions for leave to 
intervene shall be filed in accordance 
with the Commission's "Rules of 
Practice for Domestic Licensing 
Proceedings" in 10 CFR Part 2. If a 
request for a hearing or petition for 
leave to intervene is filed by the above 
date, the Commission or an Atomic 
Safety and Licensing Board, designated 
by the Commission or by the Chairman 
of the Atomic Safety and Licensing 


Board Panel, will rule on the request 
and/or petition and the Secretary or the 
designated Atomic Safety and Licensing 
Board will issue a notice of hearing or 
an appropriate order. 

As required by 10 CFR 2.714, a 
petition for leave to intervene shall set 
forth with particularity the interest of 
the petitioner in the proceeding and how 
that interest may be affected by the 
results of the proceeding. The petition 
should specifically explain the reasons 
why intervention should be permitted 
with particular reference to the 
following factors: (1) The nature of the 
petitioner's right under the Act to be 
made a party to the proceeding; (2) the 
nature and extent of the petitioner's 
property, financial, or other interest in 
the proceeding; and (3) the possible 
effect of any order which may be 
entered in the proceeding on the 
petitioner’s interest. The petition should 
also identify the specific aspect(s) of the 
subject matter of the proceeding as to 
which petitioner wishes to intervene. 
Any person who has filed a petition for 
leave to intervene or who has been 
admitted as a party may amend the 
petition without requesting leave of the 
Board up to fifteen (15) days prior to the 
first prehearing conference scheduled in 
the proceeding, but such an amended 
petition must satisfy the specificity 
requirements described above. 

Not later than fifteen (15) days prior to 
the first prehearing conference 
scheduled in the proceeding, a petitioner 
shall file a supplement to the petition to 
intervene which must include a list of 
the contentions which are sought to be 
litigated in the matter, and the bases for 
each contention set forth with 
reasonable specificity. Contentions shall 
be limited to matters within the scope of 
the amendment under consideration. A 
petitioner who fails to file such a 
supplement which satisfies these 
requirements with respect to at least one 
contention will not be permitted to 
participate as a party. 

Those permitted to intervene become 
parties to the proceeding, subject to any 
limitations in the order granting leave to 
intervene, and have the opportunity to 
participate fully in the conduct of the 
hearing, including the opportunity to 
present evidence and cross-examine 
witnesses. 

Since the Commission has made a 
final determination that the amendment 
involves no significant hazards 
consideration, if a hearing is requested, 
it will not stay the effectiveness of the 
amendment. Any hearing held would 
take place while the amendment is in 
effect. 

A request for a hearing or a petition 
for leave to intervene must be filed with 


the Secretary of the Commission, U.S. 
Nuclear Regulatory Commission. 
Washington, DC 20555. Attention: 
Docketing and Service Branch, or may 
be delivered to the Commission's Public 
Document Room, 1717 H Street. NW., 
Washington, DC. by the above date. 
Where petitions are filed during the last 
ten (10) days of the notice period, it is 
requested that the petitioner promptly so 
inform the Commission by a toll-free 
telephone call to Western Union at (800) 
325-6000 (in Missouri (800) 342-6700). 
The Western Union operator should be 
given Datagram Identification Number 
3737 and the following message 
addressed to (Branch Chief): petitioner s 
name and telephone number; date 
petition was mailed; plant name; and 
publication date and page number of 
this Federal Register notice. A copy of 
the petition should also be sent to the 
Executive Legal Director, U.S. Nuclear 
Regulatory Commission. Washington. 
DC 20555, and to the attorney for the 
licensee. 

Nontimely filings of petitions for leave 
to intervene, amended petitions, 
supplemental petitions and/or requests 
for hearing will not be entertained 
absent a determination by the 
Commission, the presiding officer or the 
Atomic Safety and Licensing Board 
designated to rule on the petition and/or 
request, that the petitioner has made a 
substantial showing of good cause for 
the granting of a late petition and/or 
request. That determination will be 
based upon a balancing of the factors 
specified in 10 CFR 2.714(a)(l)(i>—(v) and 
2.714(d). 

Gulf States Utilities. Docket Nos. 50~*58 
River Bend Station, Unit 1, West 
Feliciana Parrish, Louisiana. 

Date of application for amendments: 
September 24,1985. 

Brief description of amendment: This 
amendment authorized increasing the 
maximum transient generator voltage 
prescribed for the HPCS diesel 
generator in item 46.1.1.2(f)(3) of the 
Technical Specifications from 4784 to 
5400 volts. The licensee is requesting 
this amendment in order to proceed with 
surveillance testing as part of its power 
ascension program. 

Date of Issuance: October 11.1985. 

Effective Date: September 20.1985. 

Amendment No.: 1. 

Facility Operating License No. NPF- 
40: Amendments revised the Technical 
Specifications. 

Press release issued requesting 
comments as to proposed no significant 
hazards consideration: No. 

Comments received. No. 
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The Commission’s related evaluation 
is contained in a Safety Evaluation 
dated October It, 1985. 

Attorney for licensee: Conner and 
Wt tterbahn, Suite 1050.1747 
Pennsylvania Avenue. NW. t 
V\ ishington. DC 20000. 

Local Public Document Room 
Location* Public Government 
noc uments Department. Louisiana State 
University, Eaton Rouge, Louisiana. 

Bated at Bcthesda, Maryland, this 30th day 
of October 1985. 

Kor the Nocfeer Regulatory Commission. 
Uon B. Engle, 

Acting Chief. Operating Reacton Branch No, 
l Division of Licensing. 

[FR Doc. 85-26376 Filed 11-5-65; 8:45 ami 
■tUM* coot 7590-01-61 


E x tending Public Comment Period tor 
NUREG-0950 

Nl-REG-0956. •Reassessment of the 
Technical Bases for Estimating Source 
Thm'‘ was issued as a draft on August 
7,1906 for public comment. Source terms 
ai j defined as the quantity, the liming, 
and the characteristics of a release of 
finaion products from a nuclear power 
plant following a coremelt accident. 

The report describes the NRC staff s 
v .ew of the underlying science, which is 
b^ing published to get broad feedback 
before proceeding with related 
regulatory activities. 

The length of the public comment 
p* nod was 90 days, begining August 7. 
1985 and ending November 7,1565. The 
first notice in the Federal Register 
erroneously stated that the period would 
be for 00 days, ending October 7.1985 
(50 FR 31937. Aug. 7,1985J; a correction 
was issued in the Federal Register (50 
FR 38939, Sept. 10.1985). 

The NRC has received a number of 
eminent* to date. Some of these have 
provided an assessment of the technical 
s i balance of NURF.G-0055. while others 
have requested an extension of time. 
Some of the comments noted that this 
might be the only opportunity to 
comment on on important policy 
initiative and expressed concern about 
the lack of an adequate opportunity to 
provide such comments. Any use of this 
source term science in a format 
regulatory procedure, for example, in 
ruiemtking or in preparation of a 
n/gulatmy guide, would provide further 
opportunities for comment. 
Nevertheless!, NRC will extend the 
comment period as a matter of agency 
discretion, although a 99-day comment 
period is typical for a report of this 
nature. 

The NRC is thus extending the public 
comment period 60 days for a total of 


150 days. The public comment period 
ends on January 7,1980. Comments on 
draft NUREG-0950 should be sent to the 
Secretary of the Commission, U.S. 
Nuclear Regulatory Commission, 
Washington. DC 20555. 

Single copies of draft NUREG-0950 
are available, free of charge, by writing 
to the Division of Technical Information 
and Document Control. U.S. Nuclear 
Regulatory Commission. Washington, 
DC 20555 
(5 US.C. 552(a)) 

Dated at Silver Spring Maryland, this 30th 
day of October 1985. 

For the Nuclear Regulatory 
Commission. 

Rob*it B. Minogua, 

Director. Office of Nuclear Regulatory 
Research. 

(FR Doc. 85-21*96 Filed 11-5-85; 8:45 am) 

BILLING CODE 7590-0V-y 


(Dockets Nos. 50-269, 50-270and 50-287] 

Duke Power Co.; Oconee Nuclear 
Station, Units 1, 2 and 3; Withdrawal of 
Application for Amendments to 
Facility Operating licenses 

The United States Nuclear Regulatory 
Commission (the Commission) has 
granted the withdrawal of part of an 
application dated February 13,1984, 
filed by Duke Power Company (the 
licensee). The application requested 
amendments to Facility Operating 
Licenses Nos. DPR-38. DPR-47 and 
DPR-55 for operation of the Oconee 
Nuclear Station. Units Nos. 1,2 and 3 
located In Oconee County. South 
Carolina. The pertinent portion of the 
proposed amendment application would 
have revised the Technical 
Specifications (TSa) to define the terms 
•‘accessible/accessibility* 4 . The 
Commission issued a Notice of 
Consideration of Issuance of 
Amcr.dements in the Federal Register on 
April 25, 1904 (49 FR 17858). By letter 
dated August 7.1985, the licensee 
withdrew the application for the 
proposed amendments on the definition 
of "accessibWaccessibility". The 
Commission has considered the 
licensee's August 7.1985, letter and has 
determined that permission to withdraw 
a portion of the February 13,1984. 
application for amendments should be 
granted. 

The February 13.1PM. application 
requested two other chagner (1) To 
update the TS reference to the Oconee 
Fma) Safety Analysis Report (FSAR) to 
ensure consistency with reference to the 
updated FSAR. and (2) to incorporate 
the fire hose stations (located in the 
three Oconee reactor buddings) into the 


limiting conditions for operation (LOO) 
end surveillance requirements 
addressing the fire protection and 
detection systems. Item 1 has been 
completed by a license amendment 
dated May 30.1985. Item 2 is presently 
under renew and will be handled 
separately. Both these actions are not 
affected by this request to withdraw the 
application for the definition of 
“acccssiblc/acccssfbilit/*. 

For farther details with respect to this 
action, see (1) the application for 
amendment dated February 13.1984; (2) 
the licensee’s letter dated August 7. 

1985, withdrawing a portion of the 
application for license amendment 
dated February 13* 1984; and (3) the 
Commissioo*5 letter to the licensee 
dated October 2a 19tt5. All of these 
documents ore available for public 
inspection at the Commisskm’s Public 
Document Room. 1717 H Street NW., 
Washington. DC and at Oconee County 
Library. 501 West Southbroad Street, 
Walholla, South Carolina. 

Dated at BetHesda, Maryland, th» 28th day 

of October 1985. 

For the Nuclear Regulatory Commits ion. 

John F. Slots. 

Chief. Operating Readers Branch No. 4. 
Division of Licensing 

|FR Doc. 05-28413 Filed 11-6-65; 0:45 am] 
eiLUNO coot mo-ei-u 


[Docket No. 50-223] 

University of Lowe9; Finding of No 
Significant Environmental Impact 

The Nuclear Regulatory Commission 
(the Commission) is considering 
issuance of an amendment to Facility 
Operating License No. R-125 for the 
University of Lowell research reactor 
located on the campus in Lowell, 
Massachusetts. 

The Amendment will renew the 
Operating License for thirty years from 
its date of issuance, in accordance with 
the licensee's application dated 
February 14.1985. as supplemented. 
Opportunity for hearing was afforded by 
the Notice of Proposed Renewal of 
Facility License published in the Federal 
Register on March 29.1985 at 50 FR 
12608. On April 29,1985 a Petition to 
Intervene was Tiled. A hearing Board 
was set up and a prehearing conference 
scheduled. However, on July 11,1905 
before the prehearing conference was 
convened, the Petition to Intervene was 
withdrawn. A Memorandum terminating 
the proceeding was issued on July 18, 
1985 by the Atomic Safety and Licensing 
Board. 
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Continued operation of the reactor 
will not require alteration of buildings or 
structures, will not lead to changes in 
effluents released from the facility to the 
environment, will not increase the 
probability or consequences of 
accidents, and will not involve any 
unresolved issues concerning alternative 
uses of available resources. Based on 
the foregoing and on the Environmental 
Assessment, the Commission concludes 
that renewal of the license will not 
result in any significant environmental 
impacts. 

Finding of No Significant Impact 

The Commission has prepared an 
Environmental Assessment of this 
action dated October 4,1985 and has 
concluded that the proposed action will 
not have a significant effect on the 
quality of the human environment. 
Therefore, the Commission has 
determined not to prepare an 
Environmental Impact Statement for the 
proposed action. 

Summary of Enviommental Impacts As 
Described in the Environmental 
Assessment 

The proposed action would authorize 
the licensee to continue operating the 
reactor in the same manner that it has 
been operated since 1974. The 
environmental impacts associated with 
the continued operation of the facility 
are discussed in an Environmental 
Assessment associated with this action. 
The Assessment concluded that 
continued operation of this reactor for 
an additional 30 years will not result in 
any significant environmental impacts 
on air, water, land or biota in the area, 
and that an Environmental Impact 
Statement need not be prepared. These 
conclusions were based on the 
following: 

(a) The excess reactivity available 
under the technical specifications is 
insufficient to support a reactor 
transient generating enough energy to 
cause overheating of the fuel or loss of 
integrity of the cladding. 

(b) At a thermal power level of 1 
megawatt the inventory of fission 
products in the fuel cannot generate 
sufficient radioactive decay heat to 
cause fuel damage even in the 
hypothetical event of rapid total loss of 
coolant, and 

(c) The hypothetical loss of integrity 
of the cladding of the maximum 
irradiated encapsulated fueled 
experiment with not lead to radiation 
exposures in the unrestricted 
environment that exceed guideline 
values of 10 CFR Part 20. 

For further details with respect to this 
proposed action, see the application for 


license renewal dated February 14,1985, 
as supplemented, the Environmental 
Assessment, and the Safety Evaluation 
Report prepared by the staff (NUREG- 
1139). 

These documents are available for 
public inspection at the Commission's 
Public Document Room, 1717 H Street, 
NW.. Washington, DC 20555. Copies 
may be obtained upon request 
addressed to the U.S. Nuclear 
Regulatory Commission, Washington, 
DC 20555, Attention: Director, Division 
of Licensing. 

Copies of NUREG-1139 may be 
purchased by calling (202) 275-2060 or 
Government Printing Office. Post Office 
Box 37082, Washington. DC 20013-7982. 

Dated at Belhesda, Maryland, this 28th day 
of October 1985. 

For the Nuclear Regulatory Commission. 
Cecil O. Thomas. 

Acting Assistant. Director for Safety 
Assessment, Division of Licensing. 

|FR Doc. 85-26494 Filed 11-5-85; 8:45 am| 

BILLING COOC 7590-41-M 


Issuance and Availability NUREG- 
0897, Revision 1, “Containment 
Emergency Sump Performance- 
Technical Findings Relevant to 
Unresolved Safety Issue A-43"; 
Standard Review Plan Section 6.2.2, 
Revision 4 ''Containment Heat 
Removal Systems" (NUREG-0800); 
Regulatory Guide 1.82, Revision 1, 
"Water Sources for Long-Term 
Recirculation Cooling Following a Loss 
of Coolant Accident"; and NUREG- 
0869, Revision 1, "USI A-43 Regulatory 
Analysis" 

The U.S. Nuclear Regulatory 
Commission (NRC) staff has prepared 
the following documents; NUREG-0897, 
Revision 1, "Containment Emergency 
Sump Performance—Technical Findings 
Relevant to Unresolved Safety Issue A- 
43"; Standard Review Plan (SRP) 

Section 62.2, Revision 4, "Containment 
Heat Removal Systems" (NUREG-0800); 
Regulatory Guide 1.82, Revision 1, 
"Water Sources for Long Term 
Recirculation Cooling Following a Loss 
of Coolant Accident"; and NUREG-0869. 
Revision 1, "USI A-43 Regulatory 
Analysis". These documents serve as 
the staffs resolution of the NRCs 
Unresolved Safety Issue (USI) A-43, 
"Containment Emergency Sump 
Performance". This isue was identified 
as an Unresolved Safety Issue in the 
1978 Annual Report, pursuant to Section 
210 of the Energy Reorganization Act of 
1974. 

All changes to SRP Section 6.2.2 
resulting from the resolution of this 
Unresolved Safety Issue and any 


editorial changes are identified by a line 
in the margin of the revised SRP section. 
The SRP and Regulatory Guide change? 
will become effective six (6) months 
following date of issuance of these 
documents. 

Comments on NUREG-0869 (which 
included copies of the proposed R.G. 
1.82, Revision 1 and SRP Section 6.2.2. 
Revision 4) and NUREG-0897 were 
solicited from interested organizations, 
groups, and individuals. The staff has 
evaluated the comments received and 
addressed them, as appropriate, in the 
final documents. 

Copies of the documents will be 
available after November 30,1985. 
Copies will be sent directly to affected 
licensees and license applicants. Other 
copies may be purchased by written 
request to the Superintendent of 
Documents, U.S. Government Printing 
Office, Post Office Box 37082, 
Washington, DC 20013-7082, or by 
calling (202) 275-2171. Other copies will 
be available for inspection at the 
Commission's Public Document Room at 
1717 H Street, N.W., Washington. D*C. 
and upon request at the Commission’s 
Local Public Document Rooms (LPDRsJ 
located in the vicinity of nuclear powi*r 
plants. Requests for placement of these 
documents in an LPDR Library may be 
made by contacting the Local Public 
Document Room Branch. U.S. Nuclear 
Regulatory Commission. Washington. 
DC 20555, telephone (301) 492-7536 or 
(800) 838-8081 (toll free) or individual 
LPDR libraries. Addresses and phone 
numbers of these LPDRs may be 
obtained from the Local Public 
Document Room Branch. 

For the Nuclear Regulatory Commission 

Dated at Bethesda. Maryland, this 1st day 
of November 1985. 

Harold R. Denton, 

Director, Office of Nuclear Reactor 
Regulation. 

(FR Doc. 85-26495 Filed 11-5-85; 8:45 am] 
BILLING COOC 7S90-01-M 


OFFICE OF THE UNITED STATES 
TRADE REPRESENTATIVE 

Generalized System of Preferences; 
Notice Concerning Portugal's 
Eligibility 

The purpose of this notice is to 
announce that the President has notified 
Congress of his intent to remove 
Portugal from the list of beneficiary 
developing countries under the 
Generalized System of Preferences 
(GSP) Program, effective January 1 , 1986 
This action is required by section 
502(b) of Title V of the Trade Act of 
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1974. as amended (the Act), which states 
that no member state of the European 
Communities may be designated as 
eligible for GSP benefits. Portugal will 
ht come a member state of the European 
Communities on January 1,1986. 

A proclamation Implementing this 
required action will be issued no later 
than December 31.1985. 

Donald M. Phillips, 

Chairman, Trade Policy Staff Committee. 

|FK Doc. 65-26438 Filed 11-5-85; 8:45 am) 

B LLINO COOC 3190-Ot-M 


SECURITIES AND EXCHANGE 
COMMISSION 

(Please No. 35-23886; 70-63061 

Consolidated Natural Gas Co.; 

Proposed Extension of Period To 
Issue Common Stock Under Dividend 
Reinvestment Plan and Exception from 
Competitive Bidding 

October 31,1985. 

Consolidated Natural Gas Company 
( Consolidated *), 100 Broadway, New 
York, New York 10005, a registered 
holding company, has filed with this 
Commission a further post-effective 
in u-ndment to its declaration in this 
pr< seeding pursuant to sections 6(a). 7, 
and 12(c) of the Public Utility Holding 
Company Act of 1935 (“Act") and Rules 
42 and 50(a)(5) promulgated thereunder. 

By prior orders In this proceeding 
ri;itad June 7,1979. February 12,1962. 
November 10,1983, and November 26. 
1984 (HCAR Nos. 21069, 22388. 23114, 
and 23497). Consolidated was 
authorized to issue shares of its common 
8lock, $4 par value, from time to time 
through December 31.1965. to the agent 
for participants in Consolidated’s 
Dividend Reinvestment Plan. As of 
December 31,1985. approximately 
K>2,000 shares of common stock 
allocated to the dividend reinvestment 
plan will remum unissued. 

By post-effective amendment. 
Consolidated now requests that the 
period for the common stock issuance 
bo extended to December 31,1989. for 
the 102.000 remaining shares. 
Consolidated has Tiled a separate 
declaration (File No. 70-7170) requesting 
authorization to issue to the agent for 
the Dividend Reinvestment Plan up to 
750.000 shares of its common stock 
through December 31.1989. 

The amended declaration and any 
further amendments thereto ore 
available for public inspection through 
the Commission's Office of Public 
Reference. Interested persons wishing to 


comment or request a hearing should 
submit their views in writing by 
November 25.1965, to the Secretary. 
Securities and Exchange Commission. 
Washington, D.C. 20549, and serve a 
copy on the declarant at the address 
specified above. Proof of service (by 
affidavit or, in case of an attorney at 
law, by certificate) should be filed with 
the request. Any request for a hearing 
shall identify specifically the issues of 
fact or law that are disputed. A person 
who so requests will be notified of any 
hearing, if ordered, and will receive a 
copy of any notice or order issued in this 
matter. After said date, the declaration, 
as now amended or as it may be further 
amended, may be permitted to become 
effective. 

For the Commission, by the Division of 
Investment Management, pursuant to 
delegated authority. 

John Wheeler. 

Secretary. 

|FR Doc. 85-26428 Filed 11-5-85; 8 45 am) 
SILUWG COOC SOIO-Ot-H 


[Crease No. 35-23887; 70-71701 

Consolidated Natural Gas C 04 
Proposed Issuance of Common Stock 
Under Dividend Reinvestment Plan 
and Exception from Competitive 
Bidding 

October 31.1965. 

Consolidated Natural Gas Company 
("Consolidated"), 100 Broadway, New 
York. New York, 10005, a registered 
bolding company, hus filed a declaration 
with this Commission pursuant to 
sections 6(a), 7, and 12(c) of the Public 
Utility Holding Company Act of 1935 
("Act") and Rules 42 and 50(a)(5) 
promulgated thereunder. 

Consolidated intends to continue its 
Dividend Reinvestment Plan ("DRP") 
and in connection therewith proposes to 
issue between |anuary 1.1988, and 
December 31,1989, to AmeriTrust 
Company National Association 
("AmeriTrust"). Cleveland. Ohio, as 
agent for stockholders participating in 
the DRP. up to 750,OCX) shares of its 
common stock. $4 par value. 
Consolidated will, at the option of its 
Board of Directors, offer participants 
either authorized and unissued common 
shares or outstanding common shares 
purchased in the open market. 
Authorized and unissued common 
shares will be used whenever additional 
equity capital is needed by 
Consolidated. Whenever additional 
equity capital is not needed, DRP shares 
will be acquired through open market 
purchases. In either event, the company 


will absorb all brokerage commissions 
and administrative charges, such as 
agent fees. 

Pursuant to previous orders of this 
Commission in File No. 70-8306, 
Consolidated has been issuing its 
commonstock in connection with the 
DRP. Approximately 102.000 of the 
shares authorized are expected to 
remain unissued at December 31,1985. 
Consolidated is separately requesting in 
that proceeding an extension until 
December 31,1989. of the period to issue 
said remaining shares under the DRP. 

The declaration and any amendments 
thereto are available for public 
inspection through the Commission's 
Office of Public Reference. Interested 
persons wishing to comment or request 
a hearing should submit their views in 
writing by November 25,1985, to the 
Secretary. Securities and Exchange 
Commission, Washington, D.C. 20549, 
and serv e a copy on the declarant at the 
address above. Proof of service (by 
affidavit or, in case of an attorney at 
law, by certificate) should be filed with 
the request. Any request for a hearing 
shall identify specifically the issues of 
fact or law that are disputed. A person 
who so requests will be notified of any 
hearing, if ordered, and will receive a 
copy of any notice or order issued in this 
matter. After said date, the declaration, 
as filed or as it may be amended, may 
be permitted to become effective. 

For the Commission, by the Division of 
Investment Management, pursuant to 
delegated authority. 

John Wheeler, 

Secretary. 

[FR Doc. 85-26429 Filed 11-5-85; 8:45 am) 
SELLING COOC SOtO-OI 


[Release No. IC-14780; File No. 811-38311 
Libra Fund, Inc.; Notice of Application 

October 30.1985. 

Notice Is hereby given that Libra 
Fund, Inc. ("Applicant"), 52 Vanderbilt 
Avenue, New York, New York 10017, 
registered under the Investment 
Company Act of 1940 ("Act") as an 
open-end, diversified management 
investment company, filed an 
application on July 31,1985, for an order 
of the Commission, pursuant to Section 
8(f) of the Act. declaring that Applicant 
has ceased to be an invetment company. 
All interested persons are referred to the 
application on file with the Commission 
for a statement of the representations 
contained therein, which are 
summarized below, and to the Act for 
the applicable provisions thereof. 
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Applicant states that it Filed a 
registration statement pursuant to 
Section 8(b) of the Act on December 22. 
1982, and its registration statement 
became effective on March 23.1984. 
According to the application, the 
Applicant's board of directors approved 
its liquidation on March IS. 1985 and its 
liquidation was authorized by its 
stockholders on April 15.1985. The 
Applicant states that it was dissolved as 
a corporation under the laws of the 
State of Maryland, the state in which it 
was incorporated, on May 9.1965. The 
application further states that pursuant 
to its Plan of Liquidation and 
Dissolution, the Applicant on May 17 
and May 20.1985, distributed $398,798.01 
and $1,789.52 in cash to the 
securityholders of Applicant in complete 
redemption of the securityholders' 
shares. Each securityholder received 
$5.12 per share representing the net 
asset value per share on the distribution 
dates. The shares redeemed totalled 
78.235.448 shares. 

Applicant further states that it does 
not now have any securityholders; it has 
not retained any assets; there are no 
debts or other liabilities of Applicant 
that remain outstanding; it is not a party 
to any litigation or administrative 
proceeding; and Applicant is not now 
engaged nor does it propose to engage in 
any business activities other than those 
necessary for the winding-up of its 
affairs. 

Notice is further given that any 
interested person wishing to esquest a 
hearing on the application may. not later 
than November 25.1985. at 5:30 p.m.. do 
so by submitting a written request 
setting forth the nature of his interest, 
the reasons for his request, and the 
specific issues, if any. of fact or law that 
are disputed, to the Secretary, Securities 
and Exchange Commission. Washington, 
D.C. 20549. A copy of the request should 
be served personally or by mail upon 
Applicant at the address stated above. 
Proof of service (by affidavit or, in the 
case of an attorney-at-law. by 
certificate) shall be filed with the 
request. After said date, an order 
disposing of the application will be 
issued unless the Commission orders a 
hearing upon request or upon its own 
motion. 

For the Commission, by the Division of 
Investment Management, pursuant to 
delegated authjority. 

John Wh©eh»T, 

Serreiary, 

(FR Doc. 85-26430 Filed 11-5-85. 8:45 am) 

billing cooc SOIO-OI-M 


[Release No. tC-14781; File No. 812-6140] 

Sanwa Bank Canada; Application and 
Opportunity for Hearing 

October 31.1965. 

Notice is hereby given that Sanwa 
Bank Canada (“Applicant"), Commerce 
Court West. Suite 3950, Toronto M5L 
1G3. Canada, filed an application on 
June 24,1965. for an order of the 
Commission, pursuant to Section 6(c) of 
the Investment Company Act of 1940 
("Act"), exempting Applicant frum all 
provisions of the Act to enable it to 
make public offerings of U.S. do liar- 
denominated certificates of deposits 
("CD's") and other debt securities in the 
United States. All interested persons are 
referred to the application on file with 
the Commission for a statement of the 
representations contained therein, 
which are summarized below, and to the 
Act for the test of all applicable 
provisions thereof. 

According to the application. 
Applicant is a Canadian banking 
corporation chartered under the 
Canadian Banks and Banking Law 
Revision Act. 1980 (the "Bank Act") 
which commenced operations as a full-* 
service bank on August 8.1983. 
Applicant states that all of its 
outstanding capita! stock is owned by 
the Sanwa. Limited Bank ("Sanwa"). a 
Japanese banking corporation. 

Applicant offers a wide range of 
commercial banking services through its 
head office in Vancouver and its 
principal business office in Toronto. As 
of January 31.1965. Applicant's total 
assets were approximately equivalent to 
$270 million (Can.) of which 
approximately $130 million (Can.) or 
48% were loans, and total liabilities 
were approximately equivalent to $254 
million (Can.), of which approximately 
$217 million (Can.) or 83% were deposits. 
Applicant represents that it is 
extensively regulated under Canadian 
banking laws and that major aspects of 
its business are subject to such 
regulation. Furthermore. Applicant is 
subject to supervision of and 
examination by the Canadian Inspector 
General of Banks, the regulatory 
authority charged with the 
administration of the Bank Act. 

Applicant states that Sanwa ranked 
as the ninth largest bank in the free 
world (as measured by total assets) as 
of December 31.1983. with assels in 
excess of $91 billion. Sanwa is presently 
engaged in the conduct of a commercial 
banking business in Japan which 
includes receiving deposits, making 
loans, the discounting of bills and 
promissory notes, the handling of 
remittances and performing a wide 


variety of related commercial banking 
services. Sanwa maintains a branch in 
New York ("Sanwa New York"), 
licensed by the New York 
Superintendent of Banks. The 
application states that Sanwa is 
extensively regulated under Japanese 
banking laws and the regulations 
promulgated thereunder. The Japanese 
Ministry of Finance normally examin* . 
Sanwa once every two or three years, 
has general authority to require the 
submission of reports concerning 
Sanwa's business or financial condition 
and has general authority to supervise 
hanks in accordance with {apanese 
banking laws. In addition. The Bank of 
Japan, the Japanese Central Bank, ha* 
had the practice of examining Sanwa in 
detail at approximately two year 
intervals. The Bank of Japan reserves 
the right to do so pursuant to a curren’ 
account agreement with each Japanes* 
bonk. 

The application states that as a matter 
of United States law, Sanwa is a 
registered bank holding company 
pursuant to the Bank Holding Company 
Act of 1956 by virtue of its ownership of 
100% of the shares of Golden State 
Sanwa Bank, a banking organization 
chartered under the laws of the Stole of 
California, and that Sanwa is also 
subject to regulation and reporting 
requirements under the International 
Banking Act of 1978. Sanwa New York, 
as a New York branch of a foreign bank 
is subject to extensive regulation by tin* 
Board of Governors of the Federal 
Reserve System and the New York State 
Banking Department, including 
limitations on banking powers, reserve 
and reporting requirements and a pletbi 
of assets to cover a fixed percentage of 
liabilities. 

Applicant states that the CD's to be 
publicly offered by Applicant in the 
United Staters will be sold in minimum 
denominations of U.S. $100,000 through 
one or more certificate of dpposit 
dealers, will be sold only tc uisUiuUonJ 
and other sophisticated investors, will 
have original maturities at their 
respective dates of issuances of not 
more than two years and w ill not 
include any provision for extension, 
renewal or automatic rollover. Payment 
of the principal of. and interest on. the 
CD’s will be unconditionally guaranteed 
by Sanwa New York and Sanwa may 
therefore be regarded as the ultimate 
obligor with respect thereto. Applicants 
state that the unconditional guarantee 
by Sanwa New York of payment of 
principal of and interest on the CD's will 
constitute the legal, valid and binding 
obligation of Sanwa as a whole, ranking 
pari passu with all other unsecured 
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indebtedness of Sanwa, except for 
certain limited categories of 
indebtedness given priority by law. 
Applicant undertakes that, prior to 
issuance of the CD's, it will obtain 
appropriate opinions of Japanese and 
New York counsel to Sanwa to the 
effect that (i) Sanwa and Sanwa New 
Yurk hove all necessary power and 
authority to execute, deliver and 
perform such guarantee, (ii) the 
execution, delivery and performance by 
Sanwa and Sanwa New York of such 
guarantee have been duly authorized by 
Sanwa and (iii) such guarantee 
constitutes the legal, valid and binding 
obligation of Sanwa snd Sanwa New 
York. 

Applicant represents that, prior to 
issuance, the CD's will have received 
one of the three highest investment 
grade ratings from at least one 
nationally recognized statistical rating 
organization and Applicant's United 
States counsel will have certified that 
such a rating is In effect. Applicant 
represents that the CD's will rank pari 
passu among themselves and with all 
other unsubordinated and unsecured 
indebtedness of Applicant (except for 
liabilities to the government of Canada 
or to the government of any province of 
Canada), and the guarantees in respect 
thereof will rank pari passu with all 
other unsecured indebtedness of Sanwa 
(except that limited categories of 
indebtedness are preferred by operation 
of law). 

Applicant undertakes that any 
offering in the United States of CD's will 
be made only pursuant to a registration 
statement under the Securities Act of 
1933, as amended ("1933 Act"), or 
pursuant to applicable exemption from 
the registration requirements of the 1933 
Act. Applicant further undertakes that 
any such offering will be done on the 
basis of disclosure documents that are 
at least as comprehensive as those used 
in offerings of similar securities in the 
United States by United States issuers, 
and which include a memorandum 
describing Applicant. Sanwa and Sanwa 
New York and containing the most 
recent publicly available financial 
statments of Sanwa and Applicant 
audited in accordance with Japanese 
and Canadian accounting principles, 
respectively, and their most recent 
publicly available unaudited interim 
financial statements. Such memorandum 
will describe the material differences 
between generally accepted accounting 
principles applicable to United States 
hanks and the accounting principles 
used in the financial statements 
included in the memoiandum. Such 
memorandum will be updated promptly 


to reflect material changes In the 
financial condition of Applicant or 
Sanwa. Applicant undertakes to ensure 
that such disclosure documents will be 
provided to each offeree of the CD’s 
rior to any sale of CD's to such offeree, 
ut Applicant understands that an 
inadvertent failure by a dealer to 
provide an offeree of the CD's with the 
type of memorandum described above 
would not be viewed as a violation of its 
undertaking to furnish such a 
memorandum. 

Applicant also undertakes, in 
connection with any offering of CD's in 
the United States, that it will appoint an 
agent for service of process in New York 
City for any action arising out of the sale 
of the CD's and consent to jurisdiction 
of any state or federal court located in 
New York City in respect of any such 
action. Applicant states that it will also 
be subject to suit in any other court in 
the United States which would have 
jurisdiction because of the offering of 
the CD's. Such appointment of an agent 
and consent to jurisdiction will be 
irrevocable until all amounts due and to 
become due in respect of the CD’s have 
been paid. 

Applicant also undertakes that if it 
shall make any future offerings of debt 
securities in the United States (i) such 
securities shall have the same pari 
passu status as described above in 
respect of the CD’s, (ii) such offerings 
shall be made only pursuant to a 
registration statement under the 1933 
Act or an applicable exemption from 
registration under the 1933 Act, (iii) such 
offerings shell be made on the basis of 
disclosure documents and financial 
statements at least as comprehensive as 
those described above, to the extent 
material to such securities, which the 
Applicant will ensure are received by an 
offeree of such securities, prior to 
purchase thereof, (iv) such debt 
securities shall have received an 
investment grade rating as described 
above in respect of the CD’s, certified by 
United States counsel, and (v) Applicant 
will irrevocably submit to jurisdiction, 
and appoint an agent for service of 
process, in the manner described above 
in respect of the CD's. Further, if such 
securities are to be guaranteed by 
Sanwa New York. Applicant states that 
it shall have obtained an opinion of 
japanese legal counsel to Sanwa as to 
the enforceability of such guarantee 
against Sanwa in accordance with its 
terms. 

Notice is further given that any 
interested person wishing to request a 
hearing on the application may. not later 
than November 25.1985. at 5:30 p.m., do 
so by submitting a written request 
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setting forth the nature of his interest, 
the reasons for his request, and the 
specific issues, if any, of fact or law that 
are disputed, to the Secretary, Securities 
and Exchange Commission, Washington, 
D.C. 20549. A copy of the request should 
be served personally or by mail upon 
Applicant at the address stated above. 
Proof of service (by affidavit or, in the 
case of an attomey-at-law. by 
certificate) shall be filed with the 
request. After said date an order 
disposing of the application will be 
issued unless the Commission orders a 
hearing upon request or upon its own 
motion. 

For the Commission, by the Division of 
Investment Management, pursuant to 
delegated authority. 

John Wheeler. 

Secretary. 

[FR Doc. 85-20431 Filed 11-5-85; 8:45 am) 

BILLING COOC •010-01-* 


[Release No. 14778; FU« No. 812-6215) 

Secured Holding Co n Inc^ Application 
Requesting Temporary Exemption 
From All Provisions of the Act 

October 29.1985. 

Notice is hereby given that Secured 
Holding Company, Inc. (the 
"Applicant"), 1311 West 96th Street, 
Indianapolis, Indiana 46260, an Indiana 
Corporation, filed an application on 
September 30.1985. for an order of the 
Commission, pursuant to Section 6(c) of 
the Investment Company Act of 1940 
(the "Act"), exempting it from all 
provisions of the Act for a period ending 
July 1.1987. All interested persons are 
referred to the application on file with 
the Commission for a statement of the 
representations contained therein, 
which are summarized below, and to the 
Act for the text of the applicable 
provisions thereof. 

According to the application. 
Applicant was organized on November 
21,1984. for the purpose of organizing or 
acquiring, financing and operating an 
Indiana life insurance subsidiary. 
Applicant represents that Indiana law 
requires that no insurance company 
created after 1977 may commence 
operations unless it has starting capital 
in excess of $2,000,000 (consisting of 
paid-in capital stock of not less than 
$1,000,000 and a surplus of $1,000,000). 
Applicant states that since Its creation, 
its officers have been actively engaged 
in raising the amount of capital required 
by Indiana state law so that it may 
establish a life insurance company. 
However, because Applicant is a new 
company with no operating history, it 
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asserts that raising such a large amount 
of capital is a time-consuming process. 

Applicant states that it was initially 
capitalised with $50,000 by its president. 
Edward F. Karsch (“President”), who is 
also a director, promoter and person 
chiefly responsible for the operation of 
Applicant Applicant further states that 
it made two private offerings of stock, 
which were exempt from registration 
under Indiana Law and the Securities 
Act of 1933. in order to raise the 
sufficient capital The private 
placements raised a total of $310,000 
from 20 investors. Also, on September 
10.1985, Applicant represents that it 
began offering shares of its common 
stock to Indiana residents pursuant to 
an intrastate public offering registered 
by qualification unde the Indiana 
securities laws. 

Applicant states that the majority of 
its assets are being invested m United 
States treasury notes, money market 
fu n ds, and tax-free municipal bonds so 
Applicant can preserve their value. 
Applicant also states that 85% of the 
capital received through the initial 
public offering will be held in escrow 
until the Applicant can raise the 
adequate amount and the remaining 15% 
will be used by Applicant to pay sales 
commissions and other offering cost. 
Further, as soon as Applicant has raised 
sufficient capital to establish or acquire 
a life insurance subsidiary, Applicant 
represents that the majority of its assets 
will be released from escrow and. along 
with the short-term investments, will be 
invested in a life insurance company. 

Applicant believes that its President is 
working diligently to accomplish the 
investment of the Applicant's assets in 
an on-going insurance business. In 
addition. Applicant contends that it is 
constantly reviewing the possibility of 
acquiring an established Indiana life 
insurance company that has lower 
capital and surplus requirements so that 
it can take advantage of certain 
“grandfather” provisions under Indiana 
law. Therefore, any candidate for 
acquisition which becomes available 
will be given serious consideration by 
Applicant 

Applicant is currently relying on Rule 
3a->2 under the Act which allows start¬ 
up companies a year to become 
primarily engaged in a non-investment 
company business. Applicant is 
convinced that if that one-year period is 
measured from its date of incorporation, 
it is very unlikely that Applicant will be 
able to make the required transition to 
an operating business within the 
designated period despite the best 
efforts and good faith of Applicant s 
employees. Applicant submits that its 
ability to make such a transition will 


depend upon a number of factors 
beyond its control such as the 
willingness of potential investors to 
invest in Applicant and/or the 
availability of an appropriate 
acquisition candidate. 

Applicant represents that its directors 
have declared by resolution dated 
February 19,1985, that Applicant 
intends to form or acquire an Indiana 
life insurance subsidiary and to be 
primarily engaged tn the business of 
operating such subsidiary. Applicant 
asserts that its business activities since 
its inception demonstrate its bona fide 
intent, and that it therefore falls within 
the exemptive language of Rule 3a-2. 

Applicant asserts that the request for 
exemption is necessary and appropriate 
in the public interest and consistent 
with the protection of investors. 
Applicant contends that it failed to 
become primarily engaged in the 
operation of the proposed life insurance 
subsidiary within the one-year period 
allowed by Rule 3a-2 due to factors 
beyond its control. Applicant states that 
it can control neither the time it takes to 
acquire the legally required capital nor 
the availabihty of acquisition 
candidates. Further, Applicant believes 
that its officers and employees have 
been trying since ita inception, and will 
continue to try, in good faith, to 
effectuate the investment of its assets in 
a non-investment company business. 

Notice is further given that any 
interested person wishing to request a 
hearing on the application may, not later 
than November 20.1985, at 5:30 p.m.. do 
so by submitting a written request 
setting forth the nature of his interest, 
the reasons for his request and the 
specific issues, if any. of fact or law that 
are disputed to the Secretary, Securities 
and Exchange Commission. Washington, 
D.C. 20549. A copy of the request should 
be served personally or by mail upon 
Applicants at the address stated above. 
Proof of service (by affidavit or, in the 
case of an attorney-at-law. by 
certificate) shall be filed with the 
request. After said date an order 
disposing of the application will be 
issued unless the Commission orders a 
hearing upon request or upon its own 
motion. 

For the Commission, by the Division of 
Investment Management, pursuant to 
delegated authority. 

John Wheeler. 

Secretary . 

|FR Doc. 85-26432 Filed 21-5-85; 8:45 am) 
siu mo coos 


[Releaac No. IC-14782; FHa No. 812-6142)1 

Standby Tax-Exempt Reserve Fund, 
Inc.; Application and Opportunity for 
Hearing 

October 31.1965. 

Notice is hereby given that Standby 
Tax-Exempt Reserve Fund Inc. 
(“Applicant”). One Battery Park Plaza. 
New York. New York 10004. an open 
end diversified management investment 
company, filed an application on June 
28.1985. for an order pursuant to Section 
6(c) of the Investment Company Act of 
1940 (“Act”), exempting Applicant from 
Sections 12(d)(3) and 2(a){41) of the Act 
to the extent necessary to permit 
Applicant to acquire rights to sell its 
portfolio securities to brokers, dealers or 
other financial institutions, and to 
permit the valuation of such rights at 
zero. All interested persons are referred 
to the application on file with the 
Commission for a statement of the 
representations contained therein, 
which are summarized below, and to the 
Act for the text of all applicable 
provisions thereof. 

Applicant organized as a Maryland 
corporation, states that at least 80% of 
its assets will be invested in debt 
obligations issued by or on behalf of 
states. territories snd possessions of the 
United States, the District of Columbia 
and their respective authorities, 
agencies, instrumentalities and political 
subdivisions (“Municipal Securities”). 
Applicant states that it will invest in 
Municipal Securities only if they are 
determined to be of high quality and to 
present minimal credit risks pursuant to 
guidelines established by the 
Applicant's board of directors. 

Applicant intends to maintain a 
constant net asset value per share of 
$1.00. Applicant states that in order to 
maintain that constant value, it will 
calculate its current price per share by 
using the amortized cost method of 
valuation and in that regard will comply 
with Rule 2a-7 under the Act. 

Applicant states that in order to 
provide its investors the ability to 
receive next-day redemption proceeds. 
Applicant must obtain the cash needed 
to meet net redemptions within one 
business day after receipt of a 
redemption request Applicant states 
that in order to achieve a reasonable 
lev el of portfolio liquidity to permit it to 
honor such requests Applicant propose 
to adopt policies permitting the 
acquisition of Stand-by Commitments 
from brokers, dealers or other financial 
institutions. Applicant states that the 
acquisition of Stand-by Commitments 
will be permitted solely to facilitate 
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portfolio liquidity, and that the 
acquisition or exercisability of a Stand¬ 
by Commitment will not affect the 
valuation or maturity of Applicant's 
underlying portfolio of Municipal 
Securities, which will continue to be 
valued in accordance with the amortized 
cost method. 

Applicant states that the Stand^ 
Commitments which it would acquire 
would have the following features: (1) 
They will be in writing and will be 
physically held by Applicant's 
custodian; (2) they may be exercisable 
by Applicant at any time prior to the 
underlying security's maturity. (3) 
Applicant's rights to exercise them will 
be unconditional and unqualified; (4) 
they will be entered into only with 
dealers, banks and broker-dealers who 
in the opinion of Applicant's investment 
manager present a minimal risk of 
default: (5) although Stand-by 
Commitments will not be transferable. 
Municipal Securities purchased subject 
to such commitments may be sold to a 
third party at any time, even though the 
commitment is outstanding: and (6) their 
exercise price will be (a) Applicant's 
acquisition cost of the Municipal 
Securities that are subject to the 
commitment (excluding any accrued 
interest that Applicant paid on their 
acquisition), less any amortized market 
premium or plus any amortized market 
or original issue discount during the 
period Applicant owned the Muncipal 
Securities, plus (b) all interest accrued 
on such securities since the last interest 
payment date during the period the 
Mundpal Securities were owned by 
Applicant. Applicant further states that 
because it will value Municipal 
Securities o an amortized cost basis, the 
amount payable under a Stand-by 
Commitment will be substantially the 
same as the value assigned by Applicant 
to the underlying securities. Moreover. 
Applicant submits that there is little risk 
of an event occurring that would make 
amortized cost valuation of Applicant's 
portfolio securities inappropriate. 
Applicant represents that in the unlikely 
event that the market or fair value of 
securities in its portfolio were not 
substantially equivalent to their 
imortized cost value, however, the 
Applicant's board of directors may 
determine that the securities should be 
valued on the basis of available market 
information. Stand-by Commitments 
relating to auch securities would be 
expected to continue to be valued as 
described above because Applicant 
expects to refrain from exercising the 
Stand-by Commitments to avoid 
imposing a loss on a selling broker, 
dealer or other financial institution and 


jeopardizing Applicant's business 
relationship with that institution. 

According to the application. 
Applicant expects that Stand-by 
Commitments generally will be 
available without the payment of any 
direct or indirect consideration. 
Applicant states that, if necessary or 
advisable. Applicant will pay for Stand¬ 
by Commitments, either separately In 
cash or by paying a higher price for 
portfolio securities that are acquired 
subject to the commitment. Applicant 
states that as a matter of policy, the 
total amount "paid" in either manner for 
outstanding Stand-by Commitments 
held in its portfolio will not exceed Vfe of 
1% of the value of its total assets 
calculated immediately after any Stand¬ 
by Commitment is acquired. 

Applicant states that it will be 
difficult to evaluate the likelihood of use 
or the potential benefit of a Stand-by 
Commitment. Therefore, Applicant 
states that if the order sought by the 
application were to be granted, the 
board of directors will determine that 
the fair value of a Stand-by Commitment 
is zero, regardless of whether any direct 
or indirect consideration is paid. Where 
Applicant has paid for a Stand-by 
Commitment its cost will be reflected as 
unrealized depreciation for the period 
during which the commitment is held. In 
addition. Applicant states that, for 
purposes of complying with Rule 2a-7. 
the maturity of a portfolio security shall 
not be considered shortened or 
otherwise affected by the acquisition of 
a Stand-by Commitment. 

Applicant asserts that the requested 
relief is appropriate, is in the public 
interest and is consistent with the 
protection of investors. Applicant 
submits that the proposed acquisition of 
Stand-by Commitments will not affect 
the calculation of its net asset value per 
share and will not pose new investment 
risks, but rather will improve its 
liquidity and ability to pay redemption 
proceeds on the next day in federal 
funds. Furthermore. Applicant states 
that the acquisition of Stand-by 
Commitments will not meaningfully 
expose its assets to the entrepreneurial 
risks of the investment banking 
business, nor require it to evaluate the 
credit of dealers in determining its net 
asset value. Applicant asserts that the 
relationship between it and a selling 
broker or dealer will be comparable to a 
collateralized broker-dealer repurchase 
agreement or secured loan. Finally. 
Applicant states that it will not acquire 
Stand-by Commitments to promote 
reciprocal practices, to encourage the 
sales of its shares or to obtain research 
services. 


Notice is further given that any 
interested person wishing to request a 
hearing on the application may. not later 
than November 25.1985. at 530 p.m- do 
so by submitting a written request 
setting forth the nature of his interest, 
the reasons for his request, and the 
specific issues, if any. of fact or law that 
are disputed, to the Secretary. Securities 
and Exchange Commission, Washington. 
D.C. 20549. A copy of the request should 
be serv ed personally or by mail upon 
Applicant at the address stated above. 
Proof of service (by affidavit or, in the 
case of an attorney-at-law, by 
certificate) shall be filed with the 
request. After said date an order 
disposing of the application will be 
issued unless the Commission orders a 
hearing upon request or upon its own 
motion. 

For the Commission, by the Division of 
Investment Management, pursuant to 
delegated authority 
John Wheeler. 

Sec Mary. 

[FR Doc SS-26433 Filed 11-8-8S; MS am) 

BILLING cooc SO 10-01-n 


(Release No. IA-994: 803-491 

Wells Fargo Investment Advisors; 
Notice of Application for an Order 
Granting Exemption 

October 29.1985 

Notice is hereby given that Wells 
Fargo Investment Advisors 
("Applicant”), 475 Sansome Street, San 
Francisco. California 94163. filed an 
application on April 24.1985. and an 
amendment thereto on August 30.1985. 
requesting an order of the Commission, 
pursuant to section 206(A) of the 
Investment Advisers Act of 1940 ("Act), 
exempting Applicant's proposed 
incentive fee arrangements regarding 
funds beneficially owned by its 
corporate parent. Wells Fargo & Co. 
("WF&Co.") and other wholly-owned 
subsidiaries of WF&Co. from the 
provisions of section 205(1) of the Act. 
All interested persons are referred to the 
application on file with the Commission 
for a statement of the representations 
contained therein, which are 
summarized below, and to the Act for 
the complete text of the applicable 
provisions. 

Applicant, a California corporation 
which is registered aa an investment 
adviser under the Act. states that it is a 
wholly-owned subsidiary of WFfcCo., a 
public company listed on the New York 
Stock Exchange. Inc. Through its several 
subsidiaries. WF&Co. provides a wide 
range of consumer and commercial 
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financial services; the major subsidiary 
of WF&Co., Wells Fargo Bank. N.A. 

(’ Bank**), a national banking 
association, is one of California’s largest 
banks. At December 31,1984, WF&Co. 
had consolidated assets of over $28 
billion. The application indicates that all 
Wells Fargo subsidiaries are fully 
consolidated with WF&Co. for financial 
reporting and federal income tax 
purposes. 

Applicant states that, prior to 1985, 
the Bank maintained a separate 
investment advisory division with 
responsibility for managing various 
funds and accounts over which the Bunk 
had a fiduciary or investment advisory 
responsibility. Applicant also states 
that, in 1984, the Bank transferred many 
of these functions to Applicant, a newly 
formed WT&Co. subsidiary. In 
November 1984. Applicant was 
registered as an investment adviser and 
commenced operations effective January 
1.1965. 

Applicant states that, os a registered 
investment adviser, its primary activity 
is to advise the Bank with regard to 
various funds and accounts beneficially 
owned by third parties for which the 
Bunk acts as a fiduciary. Applicant 
represents that payments to it for such 
services have been made, and will 
continue to be made, pursuant to 
investment advisory contracts that 
comply with the requirements of the 
Act, and specifically with Section 205(1) 
of the Act, or that arc properly 
exempted from the Act by order of the 
Commission. 

Applicant now proposes to enter into 
investment advisory contracts with 
WF&Co. for the management of funds, 
securities and other assets that are 
beneficially owned by WF&Co. and held 
by the Bank as custodian for WF&Co. or 
its other wholly-owned subsidiaries. 

Applicant seeks an exemptivc order 
that would allow these advisory 
contracts to provide for compensation to 
Applicant that would be measured by 
the capital gains or appreciation of the 
assets under management, but that 
would not qualify as ’’fulcrum fee 
arrangements” under section 205(1) of 
the Act. Applicant represents that the 
cxcmpiive order sought by Applicant 
relates only to funds that are 
beneficially owned either by- WF&Co. or 
by one of its wholly-owned subsidiaries. 
Applicant states that such funds consist 
of treasury accounts of those entities or 
other funds legally available for 
investment by them for their own 
accounts. Applicant further represents 
that investment advisory contracts 
regarding the funds of bank depositors 
or trust or other accounts or funds held 
by the Bank (or by an other WF&Co. 


subsidiary), as custodian or trustee for 
any third party not wholly-owned by 
WF&Co.. are outside the scope of 
Applicant's reouest. 

In support oi its request. Applicant 
points out that the proposed incentive 
fee arrangements pose no risk to 
investors, since the only funds to which 
they will apply will be funds 
beneficially owned by Applicant's 
parent company or by other affiliates of 
Applicant and invested solely for the 
accounts of those entities. Applicant 
represents that no funds beneficially 
owned by any third party will be 
involved in or the subject of any 
investment advisory arrangement 
covered by the requested exemptive 
order, and none of the entities whose 
funds may be managed under the 
arrangements subject to that order is an 
investment company subject to the 
Investment Company Act of 1940 or a 
private investment company as defined 
in proposed Rule 205-3 under the Act. 

Applicant submits that in this regard 
neither WF&Co. nor its subsidiaries has 
any need for the protections afforded by 
the Act; WF&Co. maintains ultimate 
control over Applicant and all the 
companies in the Wells Fargo 
organization by virtue of its complete 
ownership interest, and requires no 
protection from Applicant, its own 
subsidiary, with regard to WF&Co. 
funds or the funds beneficially owned 
by other wholly-owned WF&Co. 
subsidiaries. Applicant argues that no 
public interest requires regulation of the 
internal business arrangements among 
wholly-owned and affiliated entities 
such as these. 

Applicant states that, as a bank 
holding company, WF&Co. is subject to 
the supervision of the Federal Reserve 
Board and its regulations as well as 
certain regulations of the Comptroller of 
the Currency. Applicant submits that 
because Applicant and the other Wells 
Fargo subsidiaries are wholly-owned by 
WF&Co., and because all of their 
revenues and expenses are consolidated 
in the financial reports of the parent 
company, any capital gains or losses on 
the funds beneficially owned by those 
entities that are under Applicant's 
management will ultimately fall on the 
identical persons so that there will be no 
potential for the abuses which Section 
205(1) of the Act seeks to prevent. 

Notice is further given that any 
interested person wishing to request a 
hearing on the application may. not later 
than November 25.1985, at 5:30 p.m., do 
so by submitting a written reouest 
setting forth the nature of his/her 
interest, the reasons for the request, and 
the specific issues of fact or law that are 
disputed, to the Secretary. Securities 


and Exchange Commission, Washington, 
D.C. 20549. A copy of the request should 
be served personally or by mail upon 
Applicant at the address stated above. 
Proof of service (by affidavit or, in the 
case of an attorney-at-law. by 
certificate) shall be filed with the 
request. After said date, an order 
disposing of the application will be 
issued unless the Commission orders a 
hearing upon request or upon its own 
motion. 

For (he Commission, by the Division of 
Investment Management, pursuant to 
delegated authority. 

John Wheeler, 

Secretary. 

(FR Doc. 85-28434 Filed 11-5-05; 8:45 am) 

MLUMQ COOC S0 10-01-SI 


[Ret. No. 35-23884; 70-7023] 

Alabama Power Co.; Proprosal To 
Supplement Installment Sales 
Agreement In Connection With the 
Issuance of Pollution Control Bonds 
up to sn Aggregate Amount of $125 
Million 

October 29,1985. 

Alabama Power Company 
("Alabama”) 600 North 18th Street, 
Birmingham. Alabama 35291, a 
subsidiary of The Southern Company, 
Atlanta, Georgia, a registered holding 
company, has proposed a transaction 
with this Commission subject to sections 
6(a), 7,9(a). 10, and 12(d) of the Public 
Utility Holding Company Act of 1935 
(”Act”) and Rule 44(b)(3) thereunder. 

By prior Commission Order, Alabama 
was authorized to execute two 
Installment Sales Agreements 
("Agreements”) with the Industrial 
Board of Columbia, Alabama ("Board**) 
to finance certain pollution control 
facilities at Alabama's Farley Nuclear 
Plant ("Project”) (HCAR No. 20545, May 
16,1978). Pursuant to the Agreements, 
the Board purchased the Project from 
Alabama, completed construction, and 
sold it back to Alabama for the cost of 
construction price ("Price”) payable 
semi-annually for a term of years. 

By subsequent order, Alabama was 
authorized to request the Board to issue 
up to S250 million of Series B Bonds 
("Bonds”) subject to the terms and 
conditions of the original Agreements, 
including an increase in the semi-annual 
purchase payments reflecting an amount 
sufficient to pay principal, premium, and 
interest on the Bonds as they become 
due (HCAR No. 23490, November 20. 
1984). As amended, that order 
authorized a $100 million issuance of 
Bonds, reserving jurisdiction over the 
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remaining $150 million. Subsequent 
Commission orders authorised the sale 
of an additional $100 million aggregate 
amount of Bonds, leaving $50 million 
subject to the reservation of jurisdiction 
(HCAR No. 23525. December 11.1054; 
MCAR No. 23733. June 14.1985J. 

Alabama now proposes to request the 
Board to issue up to $125 million of 
Bonds subject to the same terms and 
conditions contained in the original 
agreements. 

The application-declaration and any 
amendments thereto are available for 
public inspection through the 
Commission's Office of Public 
Reference, interested persons wishing to 
comment or request a hearing should 
submit their views in writing by 
November 22.1955. to the Secretary, 
Securities and Exchange Commission. 
Washington. D C. 20549, and serve a 
copy on the applicant-declarant at the 
address specified above. Proof of 
service (by affidavit, or* in case of an 
attorney at law, by certificate] should be 
filed with the request Any request for a 
hearing shall identify specifically the 
issues of fact or law that are disputed. A 
person who so requests will be notified 
of any hearing, if ordered, and will 
receive a copy of any notice or order 
issued in this matter. After said date the 
application-declaration, as filed or as it 
may be amended* may be granted and 
permitted to become effective. 

For the Commission, by the Division of 
Investment Management, ponroant to 
delegated authority. 

John Wheeler, 

Secretary. 

(FR Doc. 65-20427 Filed 11-5-8!* 845 am| 

CULLING COOC S01S-01-M 


Self-Regulatory Organizations; 
Applications for Unlisted Trading 
Privileges and of Opportunity for 
Hearing; Boston Stock Exchange* Inc. 

October 30.1985. 

The above named national securities 
exchange has filed applications with the 
Securities and Exchange Commission 
pursuant to section 12lf)(l)(B) of the 
Securities Exchange Act of 1934 and 
Rule !2f-l thereunder, for unlisted 
trading privileges in the following 
securities; 

Bear Steams Company. Inc.. Common Stock. 

Si OO Par Value (File No. 7-6644J 
Fireman's Fund Corporation. Common Stock. 
$1.00 Par Value (Fite No. 7-8M5) 

These securities are listed and 
registered on one or more other national 
securities exchange and are reported in 
the consolidated transaction reporting 

system. 


Interested persons are invited to 
submit on or before November 20* 1965. 
written data, views and arguments 
concerning the above referenced 
applications. Persons desiring to make 
written comments should file three 
copies thereof with the Secretary of the 
Securities and Exchange Commission. 
Washington. D.C. 20549. Following this 
opportunity for hearing, the Commission 
will approve the applications if it finds, 
based upon all the information available 
to it that the extensions of unlisted 
trading privileges pursuant to such 
applications are consistent with the 
maintenance of fair and orderly markets 
and the protection of investors. 

For the Commission, by the Division of 
Market Regulation, pursuant to delegated 
authority. 

John Wheeler, 

Secretary. 

(FR Doc 85-26425 Filed 11-5-85; 8:45 am] 

BILLING COOf S0 10-01 -41 


Self-Regulatory Organizations; 
Applications for Unlisted Trading 
Privileges and of Opportunity for 
Hearing; Philadelphia Stock Exchange, 

Inc. 

October 31.1985. 

The above named national securities 
exchange has filed applications with the 
Securities and Exchange Commission 
pursuant to section 12(f)(l)(B] of the 
Securities Exchange Act of 1934 and 
Rule 12f-l thereunder, for unlisted 
trading privileges in the following 
securities: 

Putlmao-Peabody Co., Common Slock. $0.10 

Par Value (File No. 7-8046) 

Rockefeller Center Properties. Inc.. Common 

Stock* $0.01 Par Value (File Na 7-6647) 

These securities are listed and 
registered on one or more other national 
securities exchange and are reported in 
the consolidated transaction reporting 
system. 

Interested persons are invited to 
submit on or before November 21* 1965 
written data, views and arguments 
concerning the above-referenced 
application. Persons desiring to make 
written comments should file three 
copies thereof with the Secretary of the 
Securities and Exchange Commission. 
Washington, D.C 20549. Following this 
opportunity for hearing, the Commission 
will approve the application if it finds, 
based upon all the information available 
to it, that the extensions of unlisted 
trading privileges pursuant to such 
applications are consistent with the 
maintenance of fair and orderly markets 
and the protection of investors. 


For the Commission, by the Division of 
Market Regulation. pursuant to delegated 
authority. 

John WboeW. 

Secretary. 

(FR Doc 8S-26428 Filed 11-5-65: *45 am] 
billing coot toio-oi-M 


DEPARTMENT OF THE TREASURY 

Office of the Secretary 

[Department Circular—PuWic Debt Series— 
No. 33-65] 

10%% Treasury Bonds of 2005 

October 29.1985. 

1. Invitation for Tenders 

1.1. The Secretary of the Treasury, 
under the authority of Chapter 31 of # 

Title 31. United States Cocie, invites 
tenders for approximately $4,750*000,000 
of United States securities, designated 
10% percent Treasury Bonds of 2005 
(CUS1P No. 912610 DR G). hereafter 
referred to as Bonds. The Bonds will be 
sold at auction, with bidding on the 
basis of yield. Payment will be required 
at the price equivalent of the yield of 
each accepted bid Additional amounts 
of the Bonds may be issued to 
Government accounts and Federal 
Reserve Banks for their own account in 
exchange for maturing Treasury 
securities. Additional amounts of the 
Bonds may also be issued antes average 
price to Federal Reserve Banks, as 
agents for foreign and international 
monetary authorities. 

2. Description of Securities 

2.1. The Bonds will be issued 
November 4.1985, and are offered as an 
additional amount of 10% % Treasury 
Bonds of 2005 (CUSIP No 912810 DR 6) 
dated july 2, 1985. Payment for the 
Bonds will be based on die price 
equivalent to the bid yield determined in 
accordance with this circular, plus 
accrued interest from ]uly 2. 1965. to 
November 4.1965. interest on the Bonds 
offered as an additional issue is payable 
on a semiannual basis on February 15. 
1986. and each subsequent 6 months on 
August 15 and February 15 through the 
date that the principal becomes payable. 
They will mature August 15. 2005. and 
will not be subject to call for redemption 
prior to maturity, in the event any 
payment dale is a Saturday. Sunday, or 
other nonbusmess day. the amount due 
will be payable (without additional 
interest] on the next-succeeding 
business day. 

2.2. The Bonds are subject to all taxes 
imposed under the internal Revenue 














16236 


Federal Register / Vol. 50. No. 215 / Wednesday. November 6. 1985 / Notices 


Code of 1954. The Bonds are exempt 
from all taxation now or hereafter 
imposed on the obligation or interest 
thereof by any State, any possession of 
the United States, or any local taxing 
authority, except as provided in 31 
U.S.C, 3124. 

2.3. The Bonds will be acceptable to 
secure deposits of Federal public 
monies. Tliey will not be acceptable in 
payment of Federal taxes. 

2.4. Bonds in registered definitive form 
will be issued in denominations of 

SI .000, $5,000. $10,000, $100,000. and 
$1,000,000. Bonds in book-entry form 
will be issued in multiples of those 
amounts. Bonds will not be issued in 
bearer form. 

2.5. Denominational exchanges of 
registered definitive Bonds, exchanges 
of Bonds between registered definitive 
and book-entry forms, and transfers will 
be permitted. 

2.8. The Bonds will become eligible for 
STRIPS (Separate Trading of Registered 
Interest and Principal of Securities) on 
February 18.1986. Under the Treasury's 
STRIPS program, a book-entry Bond 
may be divided into its separate 
Principal and Interest Components and 
maintained as such on the book-entry 
records of the Federal Reserve Banks, 
acting ns fiscal agents of the United 
States. The provisions specifically 
applicable to the separation, 
maintenance, and transfer of Principal 
and Interest Components wilt be 
announced at a later date. 

/ 2.7. The Department of the Treasury's 
general regulations governing United 
Stales securities apply to the Bonds 
offered in this circular. These general 
regulations include those currently in 
effect, as well as those that may be 
issued at a later date. 

3. Sale Procedures 

3.1, Tenders will be received at 
Federal Reserve Banks and Branches 
and at the Bureau of the Public Debt, 
Washington, D.C. 20239. prior to 1:00 
p.m.. Eastern Standard time, Thursday. 
October 31,1985. Noncompetitive 
tenders as defined below will be 
considered timely if postmarked no later 
than Wednesday, October 30,1985. and 
received no later than Monday. 
November 4,1985. 

3.2. The par amount of Bonds bid for 
must be stated on each tender. The 
minimum bid is $1,000. and larger bids 
must be in multiples of that amount. 
Competitive tenders must also show the 
yield desired, expressed in terms of an 
annual yield with two decimals, e.g.. 

7.10 percent. Fractions may not be used. 
Noncompetitive tenders must show the 
term "noncompetitive" on the tender 
form In lieu of a specified yield. 


3.3. A single bidder, as defined in 
Treasury's single bidder guidelines, shall 
not submit noncompetitive tenders 
totaling more then $1,000,000. A 
noncompetitive bidder may not have 
entered into an agreement, nor make an 
agreement to purchase or sell or 
otherwise dispose of any 
noncompetitive awards of this issue 
prior to the deadline for receipt of 
tenders. 

3.4. Commercial banks, which for this 
purpose are defined as banks accepting 
demand deposits, and primary dealers, 
which for this purpose are defined as 
dealers who make primary markets in 
Government securities and are on the 
list of reporting dealers published by the 
Federal Reserve Bank of New York, may 
submit tenders for accounts of 
customers if the names of tfcc customers 
and the amount for each customer are 
furnished. Others are permitted to 
submit tenders only for their own 
account. 

3.5. Tenders for their own account will 
be received without deposit from 
commercial banks and other banking 
institutions: primary dealers, as defined 
above: Federally-insured savings and 
loan associations: States, and their 
political subdivisions or 
instrumentalities; public pension and 
retirement and other public funds; 
international organizations in which the 
United States holds membership: foreign 
central banks and foreign states: Federal 
Reserve Banks; and Government 
accounts. Tenders from all others must 
be accompanied by full payment for the 
amount of Bonds applied for, or by a 
guarantee from a commercial bank or a 
primary dealer of 5 percent of the par 
amount applied for. 

3.6. Immediately after the deadline for 
receipt of tenders, tenders will be 
opened, followed by a public 
announcement of the amount and yield 
range of accepted bids. Subject to the 
reservations expressed in Section 4, 
noncompetitive tenders will be accepted 
in full, and then competitive tenders will 
be accepted, starting with those at the 
lowest yields, through successively 
higher yields to the extent required to 
attain the amount offered. Competitive 
tenders at yield higher than 11.34% will 
not be accepted, because the equivalent 
prices would fall below the original 
issue discount limit of 95.250. Tenders at 
the highest accepted yield will be 
prorated if necessary. After the 
determination is made as to which 
tenders are accepted, the price on each 
competitive tender allotted will be 
determined and each successful 
competitive bidder will be required to 
pay the price equivalent to the yield bid. 
Those submitting noncompetitive 


tenders will pay the price equivalent to 
the weighted average yield of accepted 
competitive tenders. Ptice calculations 
will be carried to three decimal places 
on the basis of price per hundred, e.g., 
99.923, and the determinations of the 
Secretary of the Treasury shall be final 
If the amount of noncompetitive tenders 
received would absorb all or most of the 
offering, competitive tenders will be 
accepted in an amount sufficient to 
provide a fair determination of the yield 
Tenders received from Government 
accounts and Federal Reserve Banks 
will be accepted at the price equivalent 
to the weighted average yield of 
accepted competitive tenders. 

3.7. Competitive bidders will be 
advised of the acceptance of their bids. 
Those submitting noncompetitive 
tenders will be notified only if the 
tender is not accepted in full, or when 
the price at the average yield is over 
par. 

4. Reservations 

4.1, The Secretary of the Treasury 
expressly reserves the right to accept or 
reject any or all tenders in whole or in 
part, to allot more or less than the 
amount of Bonds specified in Section 1. 
and to make different percentage 
allotments to various classes of 
applicants when the Secretary considers 
it in the public interest. The Secretary's 
action under this Section is final. 

5. Payment and Delivery 

5.1. Settlement for the Bonds allotted 
must be made at the Federal Reserve 
Bank or Branch or at the Bureau of the 
Public Debt, wherever the tender was 
submitted, and must include accrued 
interest from fuly 2,1985, to November 
4,1985, in the amount of $38.72798 per 
$1,000 of Bonds allotted. Settlement on 
Bonds allotted to institutional investors 
and to others whose tenders are 
accompanied by a guarantee as 
provided in Section 3.5. must be made or 
completed on or before Monday, 
November 4,1985. Payment in full must 
accompany tenders submitted by all 
other investors. Payment must be in 
cash: in other funds immediately 
available to the Treasury; in Treasury 
bills, notes, or bonds maturing on or 
before the settlement date but which are 
not overdue as defined in the general 
regulations governing United States 
securities; or by check drawn to the 
order of the institution to which the 
tender was submited, which must be 
received from institutional investors no 
later than Thursday, October 31,1985. In 
addition. Treasury Tax and Loan Note 
Option Depositaries may make payment 
for the Bonds allotted for their own 
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accounts and for accounts of customers 
by credit to their Treasury Tax and Loan 
Note Accounts on or Before Monday. 
November 4. 1985. When payment has 
been submitted with the tender and the 
purchase price of the Bonds allotted is 
over par, settlement for the premium 
must be completed timely, as specified 
above. When payment has been 
submitted with the tender and the 
purchase price is under par. the discount 
will be remitted to the bidder. 

5.2. In every case where full payment 
has not been completed on time, and an 
amount of up to 5 percent of the par 
amount of Bonds allotted shall, at the 
discretion of the Secretary of the 
Treasury, be forfeited to the United 
States. 

5.3. Registered definitive securities 
tendered in payment for the Bonds 
allotted are not required to be assigned 
if the new Bonds are to be registered in 
the same names and forms as appear in 
the registrations or assignments of the 
securities surrendered. When the new 
Bonds are to be registered in names and 
forms different from those in the 
inscriptions or assignments of the 
Treasury for (Bonds offered by this 
circular) in the name of (name and 
taxpayer identifying number)". Specific 
instructions for the issuance and 
delivery of the new Bonds, signed by the 
owner or authorized representative, 
must accompany the securities 
presented. Securities tendered in 
payment must be delivered at the 
expense and risk of the holder. 

5.4. Registered definitive Bonds will 
not be issued if the appropriate 
identifying number as required on tax 
returns and other documents submitted 
to the Internal Revenue Service (e g,, an 
individual’s social security number or an 
employer identification number) is not 
furnished. Delivery of the Bonds in 
registered definitive form will be made 
after the requested form of registration 
has been validated, the registered 
interest account has been established 
and the Bonds have been inscribed. 

6. General Provisions 

6.1. As fiscal agents of the United 
States, Federal Reserve Banks are 
authorized, as directed by the Secretary 
of the Treasury, to receive tenders, to 
make allotments, to issue such notices 
as may be necesary. to receive payment 
for, to issue and deliver the Bonds on 
full-paid allotments, and to maintain, 
service, and make payment on the 
Bonds. 

6.2. The Secretary of the Treasury 
may at any time supplement or amend 
provisions of this circular if such 
supplements or amendments do not 
adversely affect existing rights of 


holders or the Bonds. Public 
announcement of such changes will be 
promptly provided. 

6.3. The Bonds issued under this 
circular shall be obligations of the 
United States, and, therefore, the faith of 
the Unites States Government is pledged 
to pay. in legal tender, principal and 
interest on the Bonds. 

Gerald Murphy, 

Acting Fiscal Assistant Secretary. 

[FR Doc. 65-26555 Filed 11-4-65; 11:41 am] 

BILLING CODE 4110-40-* 


l Department Circular—Public Debt Series- 
No. 31-85] 

Treasury Notes of September 30 f 1989, 
Series N-1989 

October 29.1965. 

1. Invitation for Tenders 

1.1. The Secretary of the Treasury, 
under the authority of Chapter 31 of 
Title 31, United StateB Code, invites 
tenders for approximately $6,750,000,000 
of United States securities, designated 
Treasury Notes of September 30,1989, 
Series N-1989 (CUSiP No. 912827 SU 7). 
hereafter referred to as Notes. The 
Notes will be sold at auction, with 
bidding on the basis of yield. Payment 
will be required at the price equivalent 
of the yield of each accepted bid. The 
interest rate on the Notes and the price 
equivalent of each accepted bid will be 
determined in the manner described 
below. Additional amounts of the Notes 
may be issued to Government accounts 
and Federal Reserve Banks for their 
own account in exchange for maturing 
Treasury securities. Additional amounts 
of the Notes may be issued at the 
average price to Federal Reserve Banks, 
as agents for foreign and international 
monetary authorities. 

2. Description of Securities 

2.1. The Notes will be dated 
November 1,1985, and will accrue 
interest from that date, payable on a 
semiannual basis on March 31,1986. and 
each subsequent 6 months on September 
30 and March 31 through the date that 
the principal becomes payable. They 
will mature September 30,1989. and will 
not be subject to call for redemption 
prior to maturity. In the event any 
payment date is a Saturday, Sunday, or 
other nonbusiness day, the amount due 
will be payable (without additional 
interest) on the next-succeeding 
business day. 

2.2 The Notes ore subject to all taxes 
imposed under the Internal Revenue 
Code of 1954. The Notes are exempt 
from all taxation now or hereafter 


imposed on the obligation or interest 
thereof by any State, any possession of 
the United States, or any local taxing 
authority, except as provided in 31 
U.S.C. 3124. 

2.3. The Notes will be acceptable to 
secure deposits of Federal public 
monies. They will not be acceptable in 
payment of Federal taxes. 

2.4. Notes in registered definitive form 
will be issued in denominations of 
$1,000, $5,000, $10,000. $100,000, and 
$1,000,000. Notes in book-entry form will 
be issued in multiples of those amounts. 
Notes will not be issued in bearer form. 

2.5. Denominational exchanges of 
registered definitive Notes, exchanges of 
Notes between registered definitive and 
book-entry forms, and transfers will be 
permitted. 

2.6. The Department of the Treasury’s 
general regulations governing United 
States securities apply to the Notes 
offered in this circular. These general 
regulations include those currently in 
effect, as well as those that may be 
issued at a later date. 

3. Sale Procedures 

3.1. Tenders will be received at 
Federal Reserve Banks and Branches 
and at the Bureau of the Public Debt. 
Washington, D.C. 20239. prior to 1:00 
p.m.. Eastern Standard time. Tuesday. 
October 29,1985. Noncompetitive 
tenders as defined below will be 
considered timely if postmarked no later 
than Monday. October 28,1985, and 
received no iater than Friday. November 
1,1985. 

3.2. The par amount of Notes bid for 
must be stated on each tender. The 
minimum bid is $1,000, and larger bids 
must be in multiples of that amount. 
Competitive tenders must also show the 
yield desired, expressed in terms of an 
annual yield with two decimals, e.g.. 
7.10%. Fractions may not be used. 
Noncompetitive tenders must show the 
term "noncompetitive" on the tender 
form in lieu of a specified yield. 

3.3. A single bidder, as defined in 
Treasury’s single bidder guidelines, shall 
not submit noncompetitive tenders 
totaling more than $1,000,000. A 
noncompetitive bidder may not have 
entered into an agreement, nor make an 
agreement to purchase or sell or 
otherwise dispose of any 
noncompetitive awards of this issue 
prior to the deadline for receipt of 
tenders. 

3.4. Commercial banks, which for this 
purpose are defined as banks accepting 
demand deposits, and primary dealers, 
which for this purpose are defined as 
dealers who make primary markets in 
Government securities and are on the 
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list of reporting dealers published by the 
Federal Reserve Bank of New York, may 
submit tenders for accounts of 
customers if the names of the customers 
and the amount for each customer are 
furnished. Others are permitted to 
submit tenders only for their own 
account. 

3.5. Tenders for their own account will 
be received without deposit from 
commercial banks and other banking 
institutions; primary dealers, as defined 
above; Federally-insured savings and 
loan associations; States, and their 
political subdivisions or 
instrumentalities; public pension and 
retirement and other public funds; 
international organizations in which the 
United States holds membership; foreign 
central banks and foreign states; Federal 
Reserve Banks; and Government 
accounts. Tenders from all others must 
be accompanied by full payment for the 
amount of Notes applied for, or by a 
guarantee from a commercial bank or a 
primary dealer of 5 percent of the par 
amount applied for. 

3.6. Immediately after the deadline for 
receipt of tenders, tenders will be 
opened, followed by a public 
announcement of the amount and yield 
range of accepted bids. Subject to the 
reservations expressed m Section 4. 
noncompetitive tenders will be accepted 
in full, and then competitive tenders will 
be accepted, starting with those at the 
lowest yields, through successively 
higher yields to the extent required to 
attain the amount offered. Tenders at 
the highest accepted yield will be 
prorated if necessary. After the 
determination is made as to which 
tenders are accepted, an interest rate 
will be established, at a % of one 
percent increment, which results in an 
equivalent average accepted price dose 
to 100.000 and a lowest accepted price 
above the original issue discount limit of 
99.250. That slated rate of interest will 
be paid on all of the Notes. Based on 
such interest rate, the price on each 
competitive bidder will be required to 
pay the price equivalent to the yield bid. 
Those submitting noncompetitive 
tenders will pay the price equivalent to 
the weighted average yield of accepted 
competitive tenders, price calculations 
will be carried to three decimal places 
on the basis of price per hundred, e.g., 

99 923. and the determinations of the 
Secretary of the Treasury shall be final. 
If the amount of noncompetitive tenders 
received would absorb all or most of the 
offering, competitive tenders will be 
accepted in an amount sufficient to 
provide a fair determination of the yield. 
Tenders received from Government 
accounts and Federal Reserve Banks 


will be accepted at the price eqivalent to 
the weighted average yield of accepted 
competitive tenders. 

3.7. Competitive bidders will be 
advised of the acceptance of their bids. 
Those submitting noncompetitive 
tenders will be notified only If the 
tender is not accepted in full, or when 
the price at the average yield is over 
par. 

4. Reservations 

4.1. The Secretary of the Treasury 
expressly reserves the right to accept or 
reject any or all tenders In whole or in 
part to allot more or less than the 
amount of Notes specified in Section 1, 
and to make different percentage 
allotments to various classes of 
applicants when the Secretary considers 
it in the public interest. The Secretary’s 
action under this Section is final. 

5. Payment and Delivery 

5.1. Settlement for the Notes allotted 
must be made at the Federal Reserve 
Bank or Branch or at the Bureau of the 
Public Debt, wherever the tender was 
submitted. Settlement on Notes allotted 
to institutional investors and to others 
whose tenders are accompanied by a 
guarantee as provided in Section 3.5. 
Must be made or completed on or before 
Friday, November 1,1985. Payment in 
full must accompany tenders submitted 
by all other investors. Payment must be 
in cash; in other funds immediately 
available to the Treasury; In Treasury 
bills, notes, or bonds maturing on or 
before the settlement date but which are 
not overdue as defined m the general 
regulations governing United States 
securities; or by check drawn to the 
order of the institution to which the 
tender was submitted, which must be 
received from institutional investors no 
later than Wednesday. October 30.1965. 
In addition. Treasury Tax and Loan 
Note Option Depositaries may make 
payment for the Notes allotted for their 
own accounts and for accounts of 
customers by credit to Ihcir Treasury 
Tax and Loan Note Accounts on or 
before Friday, November 1.1985. When 
payment has been submitted with the 
tender and the purchase price of the 
Notes allotted is over par, settlement for 
the premium must be completed timely, 
as specified above. When payment has 
been submitted with the tender and the 
purchase price is under par, the discount 
will be remitted to the bidder. 

5.2. In every case where full payment 
has not been completed on time, an 
amount of up to 5 percent of the par 
amount of Notes allotted shell, at the 
discretion of the Secretary of the 
Treasury, be forfeited to the United 
States. 


5.3. Registered definitive securities 
tendered in payment for the Notes 
allotted are not required to be assigned 
if the new Notes are to be registered In 
the same names and forms as appear in 
the registrations or assignments of the 
securities surrendered. When the new 
Notes are to be registered in names and 
forms different from those in the 
inscriptions or assignments of the 
securities presented, the assignment 
should be to "The Secretary of the 
Treasury for (Notes offered by this 
circular) in the name of (name and 
taxpayer identifying number)". Specific 
instructions for the issuance and 
delivery of the new Notes, signed by the 
owner or authorized representative, 
must accompany the securities 
presented. Securities tendered in 
payment must be delivered at the 
expense and risk of the holder. 

5.4. Registered definitive Notes will 
not be issued if the appropriate 
identifying number as required on tax 
returns and other documents submitted 
to the Internal Revenue Service (e.g.. an 
individual's social security number or an 
employer identification number) is not 
furnished. Delivery of the Notes in 
registered definitive form will be made 
after the requested form of registration 
has been validated, the registered 
interest account has been established, 
and the Notes have been inscribed. 

6. General Provisions 

0.1. As fiscal agrnits of the United 
States, Federal Reserve Banks are 
authorized, as directed by the Secretary 
of the Treasury, to receive tenders, to 
make allotments, to issue such notices 
as may be necessary, to receive 
payment for. to issue and deliver the 
Notes on full*paid allotments, and to 
maintain, service, and make payment on 
the Notes. 

&2. The Secretary of the Treasury 
may at any time supplement or amend 
provisions of this circular if such 
supplements or amendments do not 
adversely affect existing rights of 
holders of the Notes. Public 
announcement of such changes will be 
promptly provided. 

6.3. The Notes issued under this 
circular shall be obligations of the 
United States, and. therefore, the faith of 
the United States Government is 
pledged to pay, in legal tender, principal 
and interest on Ike Notes. 

Garold Murphy, 

Acting Fiscal Asstsktnl Secretary. 

|FR Doc 85-26556 Filed 11-4-85; 11:41 mm] 
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I Department Circular—Public Dept Series— 
No. 32-851 

Treasury Notes of October 15,1992, 
Series G-1992 

October^, 1985. 

1. Invitation for Tenders 

1.1 The Secretary of the Treasury, 
under the authority of Chapter 31 of 
Title 31, United States Code, invites 
tenders for approximately $6,250,000,000 
of United States securities, designated 
Treasury Notes of October 15.1992, 

Series G-1992 (CUS1P No. 912827 SV 5). 
hereafter referred to as Notes. The 
Notes will be sold at auction, with 
bidding on the basis of yield. Payment 
will be required at the price equivalent 
of the yield of each accepted bid. The 
interest rate on the Notes and the price 
equivalent of each accepted bid will be 
determined in the manner described 
below. Additional amounts of the Notes 
may be issued to Government accounts 
and Federal Reserve Banks for their 
own account in exchange for maturing 
Treasury securities. Additional amounts 
of the Notes may be issued at the 
average price to Federal Reserve Banks, 
as agents for foreign and international 
monetary authorities. 

2. Description of Securities 

2.1. The Notes will be dated 
November 1 1985. and will accrue 
interest from that date, payable on a 
semiannual basis on April 15.1986. and 
each subsequent 6 months on October 
15 and April 15 through the date that the 
principal becomes payable. They will 
mature October 15.1992, and will not be 
subject to call for redemption prior to 
maturity. In the event any payment is a 
Saturday. Sunday, or other nonbusiness 
day, the amount due will be payable 
(without additional interest) on the next- 
succeeding business day. 

2.2. The Notes are subject to all taxes 
imposed under the Internal Revenue 
Code of 1954. The Notes are exempt 
from all taxation now or hereafter 
imposed on the obligation or interest 
thereof by an State, any possession of 
the United States, or any local taxing 
authority, except as provided in 31 
U.S.C. 3124. 

2.3. The Notes will be acceptable to 
secure deposits of Federal public 
monies. They will not be acceptable in 
payment of Federal taxes. 

2.4. Notes in registered definitive form 
will be issued in denominations of 
$1,000. $5,000. $10,000, $100,000. and 
$1,000,000. Notes in book-entry form will 
be issued in multiples of those amounts. 
Note will not be issued in bearer form. 

2.5. Denominational exchanges of 
registered definitive Notes, exchanges of 


Notes between registered definitive and 
book-entry forms, and transfers will be 
permitted. 

2.6. The Department of the Treasury's 
general regulations governing United 
States securities apply to the Notes 
offered in this circular. These general 
regulations include those currently in 
effect, as well as those that may be 
issued at a later date. 

3. Sale Procedures 

3.1. Tenders will be received at 
Federal Reserve Banks and Branches 
and at the Bureau of the Public Debt. 
Washington. D.C. 20239, prior to 1:00 
p.m.. Eastern Standard time, 

Wednesday, October 30.1985. 
Noncompetitive tenders as defined 
below will be considered timely if 
postmarked no later than Tuesday. 
October 29.1985, and received no later 
than Friday, November 1.1985. 

3.2. The par amount of Notes bid for 
must be stated on each tender. The 
minimum bid is $1,000, and larger bids 
must be in multiples of that amount. 
Competitive tenders must also show the 
yield desired, expressed in terms of an 
annual yield with two decimals, e.g., 
7.10%. Fractions may not be used. 
Noncompetitive tenders must show the 
term "noncompetitive** on the tender 
form in lieu of a specified yield. 

3.3. A single bidder, as defined in 
Treasury*s single bidder guidelines, shall 
not submit noncompetitive tenders 
totaling more than $1,000,000. A 
noncompetitive bidder may not have 
entered into an agreement, nor make an 
agreement to purchase or sell or 
otherwise dispose of any 
noncompetitive awards of this issue 
prior to the deadline for receipt of 
tenders. 

3.4. Commercial banks, which for this 
purpose are defined as banks accepting 
demand deposits, and primary dealers, 
which for this purpose are defined as 
dealers who make primary markets in 
Government securities and are on the 
list of reporting dealers published by the 
Federal Resrve Bank of New York, may 
submit tenders for accounts of 
customers if the names of the customers 
and the amount for each customer are 
furnished. Others are permitted to 
submit tenders only for their own 
account. 

3.5. Tenders for their own account will 
be received without deposit from 
commercial banks and other banking 
institutions; primary dealers, as defined 
above; Federally-insured savings and 
loan associations; States, and their 
political subdivisions or 
instrumentalities; public pension and 
retirement and other public funds; 
international organizations in which the 


United States holds membership; foreign 
central banks and foreign states; Federal 
Reserve Banks; and Government 
accounts. Tenders from all others must 
be accompanied by full payment for the 
amount of Notes applied for. or by a 
guarantee from a commercial bank or a 
primary dealer of 5 percent of the par 
amount applied for. 

3.8. Immediately after the deadline for 
receipt of tenders, tenders will be 
opened, followed by a public 
announcement of the amount and yield 
range of accepted bids. Subject to the 
reservations expressed in Section 4. 
noncompetitive tenders will be accpeted 
in full and then competitive tenders will 
be accepted, starting with those at the 
lowest yields, through successively 
higher yields to the extent required to 
attain the amount offered. Tenders at 
the highest accepted yield will be 
prorated if necessary. After the 
determination is made as to which 
tenders are accepted, an interest rate 
will be established, at a Vk of one 
percent increment, which results in an 
equivalent average accepted price close 
to 100.000 and a lowest accepted price 
above the original issue discount limit of 
98.500. That stated rate of interest will 
be paid on all of the Notes. Based on 
such interest rate, the price on each 
competitive tender allotted will be 
determined and each successful 
competitive bidder will be required to 
pay the price equivalent to the yield bid. 
Those submitting noncompetitive 
tenders will pay the price equivalent to 
the weighted average yield of accepted 
competitive tenders. Price calculations 
will be carried to three decimal places 
on the basis of price per hundred, e.g., 
99.923, and the determinations of the 
Secretary of the Treasury shall be final 
If the amount of noncompetitive tenders 
received would absorb all or most of the 
offering, competitive tenders will be 
accepted in an amount sufficient to 
provide a fair determination of the yield. 
Tenders received from Government 
accounts and Federal Reserve Banks 
will be accepted at the price equivalent 
to the weighted average yield of 
accepted competivie tenders. 

3.7. Competitive bidders will be 
advised of the acceptance of their bids. 
Those submitting noncompetive tenders 
will be notified only if the tender is not 
accepted in full, when the price at the 
average yield is over par. 

4. Reservations 

4.1 The Secretary of the Treasury 
expressly reserves the right to accept or 
reject any or all tenders in whole or in 
part, to allot more or less than the 
amount of Notes specified in Section 1* 
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and to make different percentage 
allotments to various classes of 
applicants when the Secretary considers 
it in the public interest. The Secretary's 
action under this Section is final. 

5. Payment and Delivery 

51. Settlement for the Notes allotted 
must be mode at the Federal Reserve 
Bank or Branch or at the Bureau of the 
Public Debt, wherever the tender was 
submitted. Settlement on Notes allotted 
to institutional investors and to others 
whose tenders are accompanied by a 
guarantee as provided in Section 3.5 
must be made or completed on or before 
Friday. November 1.1985. Payment in 
full must accompany tenders submitted 
by all other investors. Payment must be 
in cash; in other funds immediately 
available to the Treasury; in Treasury 
bills, notes, or bonds maturing on or 
before the settlement date but which are 
not overdue as defined in the general 
regulations governing Untied States 
securities: or by check drawn to the 
order of the institution to which the 
tender was submitted, which must be 
received from institutional investors no 
later than Wednesday, October 30,1985. 
In addition. Treasury Tax and Loan 
Note Option Depositaries may make 
payment for the Notes allotted for their 
own accounts and for accounts of 
customers by credit to their Treasury 
Tax and Loan Note Accounts on or 
before Friday, November 1.1985. When 
payment has been submitted with the 
lender and the purchase price of the 


Notes allotted is over par. settlement for 
the premium must be completed timely, 
as specified above. When payment has 
been submitted with the tender and the 
purchase price is under par, the discount 
will be remitted to the bidder. 

5.2. In every case where full payment 
has not been completed on time, an 
amount of up to 5 percent of the par 
amount of Notes allotted shall, at the 
discretion of the Secretary of the 
Treasury, be forfeited to the United 
States. 

5.3. Registered definitive securities 
tendered in payment for the Notes 
allotted are not required to be assigned 
if the new Notes are to be registered in 
the same names and forms as appear in 
the registrations or assignments of the 
securities surrendered. When the new 
Notes are to be registered in names and 
forms different from those in the 
inscriptions or assignments of the 
securities presented, the assignment 
should be to "The Secretary of the 
Treasury for (Notes offered by this 
circular) in the name of (name and 
taxpayer identifying number)". Specific 
instructions for the issuance and 
delivery of the new Notes, signed by the 
owner or authorized representative, 
must accompany the securities 
presented. Securities tendered in 
payment must be delivered at the 
expenses and risk of the bolder. 

5.4. Registered definitive Notes will 
not be issued if the appropriate 
identifying number as required on tax 
returns and oilier documents submitted 


to the Internal Revenue Service (e.g., an 
individual's social security number or an 
employer identification number) is not 
furnished. Delivery of the Notes in 
registered definitive form will be made 
after the requested form of registration 
has been validated, the registered 
interest account has been established, 
and the Notes have been inscribed. 

6. General Provisions 

6.1. As fiscal agents of the United 
States. Federal Reserve Banks are 
authorized, as directed by the Secretary 
of the Treasury, to receive tenders, to 
make allotments, to issue such notices 
as may be necessary, to receive 
payment for, to issue and deliver the 
Notes on full-paid allotments, and to 
maintain, service, and make payment on 
the Notes. 

82. The Secretary of the Treasury 
may at any time supplement or amend 
provisions of this circular if such 
supplements or amendments do not 
adversely affect existing rights of 
holders of the Notes. Public 
announcement of such changes will be 
promptly provided. 

6.3. The Notes issued under this 
circular shall be obligations of the 
United States, and. therefore, the faith of 
the United States Government is 
pledged to pay, in legal tender, principal 
and interest on the Notes. 

Gerald Murphy, 

Acting Fiscal Assistant Secretory . 

FR Doc. &5-205SI Filed 11-4-65; 11:41 am) 
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Sunshine Act Meetings 
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Vol. 50. No. 215 
Wednesday. November 6. 1385 


This section of the FEDERAL REGISTER 
con tarns notices of meetings published 
under the ' Government in the Sunshine 
Act" (Pub. L 94-409) 5 U.S.C. 552b(e)(3) 


CONTENTS 

Horn 

international Trade Commission .. t-3 


INTERNATIONAL TRAOE COMMISSION 
IUSITC SE-85-48) 

time and date: 10 MQ a m.. Wednesday. 
November 20,1985. 

PLACE: Room 117. 701 E Street. NW.. 
Washington, DC 20438. 

status: Open to the public. 

MATTERS TO BE CONSIDERED: 

1. Agenda. 

2. Minutes. 

3. Ratification Ust. 

4. Petitions and Complaints. 

5. Investigation No. 731-TA-234 (Final) 
(Carbon steel structural shapes from 
Norway)—briefing and vote. 

8 Investigation No. 731-TA-7.48 (Finall 
(Low-fuming brazing wire and rod from New 
Zealand)—briefing and vote. 

7. Any items left over from previous 
agenda. 


CONTACT PERSON FOR MORE 
INFORMATION: Kenneth R. Mason, 
Secretary. (202) 523-0181. 

Kenneth R. Mason, 

Secretary. 

|FR Doc. 85-28535 Filed 11-4-85. 9 28 am| 

BILLING COOC 7020-02-M 
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INTERNATIONAL TRADE COMMISSION 
IUSITC SE-85-491 

time and date: 11:00 a.m.. Friday. 
November 22. 1985. 
place: Room 117^701 E Street. NW.. 
Washington. DC 20436. 
status: Open to the public. 
matters to be considered: 

1. Investigation No. 731-TA-240 and 241 
(Final) (Photo albums and photo album filler 
pages from Hung Kong and the Republic of 
Korea)—briefing and vote. 

CONTACT PERSON FOR MORE 
information: Kenneth R. Mason. 
Secretary, (202) 523-0161. 

Dated: November 1,1985. 

Kenneth R. Mason, 

Secretary. 

[FR Doc. 85-28536 Filed 11-4-85:9:20 am| 

BILLING COO€ 7020-0?-* 


3 

INTERNATIONAL TRAOE COMMISSION 
IUSITC SE-85-50) 

time and date: 10:00 a.m., Tuesday, 
November 26.1965. 

place: Room 117, 701 E Street. NW.. 
Washington. DC 20436. 

status: Open to the public. 

MATTERS TO BE CONSIDERED*. 

1. Agenda. 

2. Minutes. 

3. Ratification List. 

4. Petitions nnd Complaints. 

5. Investigation No. 731-TA-207 [Final| 
(Celluar mobile telephones and 
subassemblies from Japan)—briefing and 
vote. 

6 Any items left o\er from previous 
agenda. 

CONTACT PERSON FOR MORE 

information: Kenneth R. Mason, 
Secretary. (202) 523-0161. 

Dated: November 1.1985. 

Kenneth R. Mason, 

Secretary. 

(FR Doc. 85-26537 Filed 11-4-85; 9;26 am) 

BILLING COOC 7020-02-M 
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OFFICE OF MANAGEMENT AND 
BUDGET 

Proposed Revision of Circular A-88; 
Coordinating Audits and Negotiating 
Indirect Cost Rates at Educational 
Institutions 

agency: Financial Management 
Division. OMB. 

action: Proposed Revision to Circular 
A-88 (Revised). Indirect Cost Rates. 
Audit, and Audit Followup at 
Educational Institutions. 


summary: This notice offers interested 
parties an opportunity to comment on a 
proposed revision to OMB Circular A- 
88, "Indirect Cost Rates. Audit, and 
Audit Followup at Educational 
Institutions." dated November 27.1979. 
The revision would also supersede 
Attachment F. subparagraph 2h, of 
Circular A-110, "Uniform Requirements 
for Grants and Agreements with 
Institutions of Higher Education. 
Hospitals and Other Nonprofit 
Organizations." to the extent that it 
pertains to educational institutions. 

FOR FURTHER INFORMATION CONTACT: 
Jack Sheehan. Financial Management 
Division (202) 395-3993. 

Dated: October 18.1965. 

John J. Lor dan. 

Deputy Associate Director for Financial 
Management 

OFFICE OF MANAGEMENT AND 
BUDGET 

Circular AS# (Revised), "Coordinating 
Audits and Negotiating Indirect Cost 
Rates at Educational Institutions" 

Agency Office of Management and 
Budget. 

Action: Proposed revision to Circular 
A-88, "Indirect Cost Rate's. Audit, and 
Audit Followup at Educational 
Institutions." dated November 27.1979. 

Summary: This notice offers 
interested parties an opportunity to 
comment on a proposed revision to 
Circular A-88. "Indirect Cost Rates. 
Audit and Audit Followup at 
Educational Institutions." dated 
November 27.1979. The revision would 
also supersede Attachment F, 
subparagraph 2h. of Circular A-110. 
"Uniform Requirements for Grants and 
Agreements with Institutions of Higher 
Education. Hospitals and Other 
Nonprofit Organizations." to the extent 
that it pertains to educational 
institutions. 

This revision establishes polices for 
auditing educational institutions 
receiving Federal funds, and for 
establishing indirect cost rates with 
them. The provisions for establishing 


indirect cost rates do not differ from the 
existing policy contained in Circular A- 
88. dated November 27.1979. 

The change in audit policy arises from 
a commitment made by OMB during 
Congressional consideration of the 
Single Audit Act of 1984. Pub. L. 98-502. 
At that time Congress agreed to exclude 
most colleges and universities from 
coverage under the Act. 

OMB agreed to develop an audit 
policy for them consistent with the 
provisions of the Act 
The revised audit policy will require 
an independent annual audit of Federal 
awards in accordance with generally 
accepted government auditing standards 
and the provisions of Attachment A of 
the Circular. The preferred approach 
would be to coordinate this audit with 
the audit of the financial statements of 
the educational institution. The revised 
audit policy covers: 

—scope of audit. 

—internal control reviews, 

—compliance reviews. 

—relationship to other audit 
requirements. 

—federal cognizant agency 
responsibilities, 

—reporting illegal acts of irregularities, 
—audit reports. 

—audit resolution. 

—retention of audit workpapers and 
reports. 

—audit costs. 

—sanctions, and 
—auditor selection. 

The Office of Management and Budget 
has. as yet, made no final decision with 
respect to the proposed revision. All 
interested parties are encouraged to 
make their views known. 

For Further Information Contact: Jack 
Sheehan. Financial Management 
Division. Office of Management and 
Budget. Washington. D.C. 20503, (202) 
395-3993. 

Comments should be received within 
60 days of this notice. Ail comments 
should be submitted to the above 
individual. 

Circular No. A-99—K<ni*ed 

Ta the Heads of Executive Departments and 
Establishments 

Subject: Coordinating Audits and Negotiating 
Indirect Cost Rates at Eduratioiusl 
Institutions 

1. Purpose. This Circular establishes 
policies for auditing educational 
institutions receiving Federal funds, and 
for establishing indirect cost rates with 
them. It also defines Federal 
responsibilities for implementing and 
monitoring these policies. 

2. Supersession. This Circular revises 
OMB Circular A-88, "Indirect Cost 


Rates, Audit, and Audit Followup at 
Educational Institutions." dated 
November 27,1979. It also supersedes 
Attachment F, subparagraph 2h, of 
Circular A-110. "Uniform Requirements 
of Grants and Other Agreements with 
Institutions of Higher Education. 
Hospitals, and Other Nonprofit 
Organizations." to the extent that it 
pertains to educational institutions. 

3. Policies. 

a. Audits . Educational institutions that 
receive Federal funds under grants, 
contracts, and other awards shall have 
an audit made in accordance with the 
provisions of Attachment A to this 
Circular. 

b. Indirect cost rates. Educational 
institutions that need to establish 
indirect cost rates to assign costs to 
Federal grants, contracts, or other 
awards shall submit indirect cost 
proposals to a single cognizant agency 
for negotiation of such rates using 
procedures prescribed in Attachment B 
to this Circular. 

c. Cognizant agencies . 

(1) One Federal agency will be 
assigned to each educational institution 
as the cognizant agency for negotiating 
indirect cost rates, assuring proper 
audits, and assuring resolution of aduit 
findings that affect the programs of more 
than one agency. 

(2J Federal cognizant agency 
assignments for carrying out the 
responsibilities in this Circular are set 
forth in a separate supplement. 
Government-owned facilities at 
educational institutions are not included 
in the cognizance assignments. These 
will remain the responsibility of the 
contracting agencies. The Office of 
Management and Budget will coordinate 
changes in agency assignments. 

(3) Reimbursement among Federal 
agencies for work done under this 
Circular may be made under Section 
601. Economy Act of 1932, 31 U.S.C. 608 

4. Effective date . The provisions of 
this Circular are effective upon 
publication and shall apply to fiscal 
years of educational insitutions that 
begin after December 31,1985. Earlier 
implementation is encouraged. 

However, until this Circular is 
Implemented the audit provisions of 
Attachment F to Circular A-110 shall 
continue to be observ ed. 

5. Inquiries . Further information 
concerning this Circular may be 
obtained by contacting the Financial 
Management Division, Office of 
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Management and Budget, Washington, 
DC. 20503. telephone (202) 395-3993. 
lames C. Miller III. 

Dtrtfctor. 

Circular No. A-88—Attachment A 

Audits 

A. Policy. 

1. Educational institutions that receive 
$100,000 or more a year in Federal funds, 
exclusive of student financial 
assistance, shall have audits made in 
accordance with this Attachment. 

2. Educational institutions lhat receive 
less than $100,000 a year, or that 
administer a Federal student finuncial 
riid program, shall have an audit made 
m accordance with this Attachment or 
have an audit made of each Federal 
award. 

B. Scope of Audit . 

1 General. The audit shall be made 
by an independent auditor in 
accordance with generally accepted 
government auditing standards and the 
provisions of this Attachment. A 
recommended guideline for these audits 
will be developed by the Federal 
Government, and made available from 
the Government Printing Office, The 
preferred approach is to coordinate the 
audit of Federul awards with the audit 
of the financial statements of the 
educational institution. However, an 
.illemative audit approach that tailors 
the scope of the audit to individual 
circumstances may be followed with 
prior approval of the cognizant agency. 

2. Internal control review. The auditor 
shall determine and report on whether 
the institution has internal accounting 
.md other control systems to provide 
reasonable assurance that it is carrying 
out Federal awards in compliance with 
their terms and conditions. As part of 

I his review, the auditor shall: 

a, test whether the internal control 
systems are functioning in accordance 
with prescribed procedures; and 

b. examine the institution's system for 
monitoring subrecipients. 

3. Compliance review . The following 
tests must be made in connection with 
i ompliance reviews. 

a. The audit shall include the selection 
and testing of a representative number 
of charges to Federal awards. The 
specific number of charges shall be 
determined by the auditor exercising 
professional judgment and considering 
such factors as the amount of 
expenditures for the program and the 
individual awards; the newness of the 
program or changes in its conditions; 
prior experience with the program, 
particularly as revealed in audits or 
other evaluations (e.g., inspections, 
program reviews, or system reviews 


called for in the Federal Acquisition 
Regulation ); the adequacy of the 
controls for ensuring compliance; the 
expectation of adherence or lack of 
adherence to provisions of the awards; 
and the potential impact of adverse 
findings. 

b. In making the test of transactions 
the auditor shall determine whether the 
costs reported were allowable. 

c. In addition to transaction testing, 
the auditor shall determine whether: 

(1) those who received services or 
benefits were eligible to receive them; 

(2) matching requirements, levels of 
effort, and other limitations were met; 

(3) Federal financial reports and 
claims for advances and 
reimbursements contain information 
that is supported by the books and 
records from which the basic financial 
statements have been prepared; 

(4) amounts claimed or used for 
matching were determined in 
accordance with Circular A-21. "Coat 
principles for educational institutions." 
and Attachment E, "Cost sharing and 
matching provisions of Circular A-110," 
"Uniform requirements for grants and 
agreements with institutions of higher 
education, hospitals, and other nonprofit 
organizations." 

d. The principal compliance 
requirements of the largest Federal 
programs may be ascertained by 
referring to a compliance supplement to 
be developed by the Federal 
Government and available from the 
Government Printing Office. For those 
programs not covered in the compliance 
supplement, the auditor may ascertain 
compliance requirements by researching 
the statutes, regulations, and awards 
governing individual programs. 

C. Frequency of Audit . Audits shall be 
made annually unless the institution is 
audited as part of a State or local 
government that has made other 
arrangements with the Federal 
Government. 

D. Relation to Other Audit 
Requirements. Audits made in 
accordance with this Attachment shall 
be in lieu of any financial or financial 
compliance audit required under 
individual Federal programs. To the 
extent these audits provide Federal 
agencies with information and 
assurances they need to carry out their 
responsibilities, they shall rely upon and 
use such information. However, a 
Federal agency may request the 
cognizant agency to make any 
additional audits or reviews necessary 
to carry out its responsibilities under 
FedcraJ law and regulation. Any 
additional audit effort shall be planned 
and carried out in such a way as to 
avoid duplication. 


E. Cognizant Agency Responsibilities. 

A single cognizant Federal agency will 
be assigned for each educational 
institution. Other Federal agencies may 
participate with the cognizant agency. 
The cognizant agency shall have the 
following responsibilities: 

1. Ensure that audit are made and 
reports are received in a timely manner 
and in accordance with the 
requirements of this Attachment. 

2. Provide technical advice and liaison 
to institutions of higher education. 

3. Obtain or make quality control 
reviews of selected audits, and provide 
the results, when appropriate, to other 
interested organizations. 

4. Promptly inform other affected 
Federal agencies and appropriate 
Federal law enforcement officials of any 
reported illegal act. They should also 
inform State or local law enforcement 
and prosecuting authorities, if not 
advised by the institution, of any 
violation of law within their jurisdiction. 

5. Advise the institution if an audit 
has not met the requirements set forth in 
this Attachment. In such instances, the 
institution will be expected to work with 
the auditor to take corrective action. If 
corrective action is not taken, the 
cognizant agency shall notify the 
institution and Federal awarding 
agencies and make recommendations 
for followup action. Serious 
inadequacies or repetitive substandard 
performance by independent auditors 
shall be referred to appropriate 
professional bodies for disciplinary 
action. 

6. Coordinate any Federal audit work 
that is in addition to audits made 
pursuant to this Attachment and ensure 
the additional work builds upon those 
audits. 

7. Assure the resolution of audit 
findings that affect the program of more 
than one agency. 

F. Illegal Acts or Irregularities. If the 
auditor becomes aware of illegal acts or 
other irregularities, prompt notice shall 
be given to the institution’s managemnt 
officials above the level of involvement. 
The institution, in turn, shall promptly 
notify the cognizant agency of the illegal 
acts or irregularities and of proposed 
and actual corrective actions, if any. 
Illegal acts and irregularities include 
such matters as conflicts of interest, 
falsification of records or reports, and 
misappropriations of funds or other 
ussets. 

G. Audit Reports. An audit report 
must be prepared at the completion of 
the audit. The report is to be addressed 
to the institution's Board of Trustees, 
President, or other chief executive 
officer. 
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1. The audit report shall state that the 
audit was made in accordance with the 
provisions of this Attachment The 
report shall include the following: 

a. The auditor's report on the financial 
statements, if the statements were 
audited, and on supplementary 
Information (a schedule of total 
expenditures by funding agency, and a 
schedule of expenditures for each 
student financial assistance program.) 

b. The auditor's report on the study 
and evaluation of internal control 
systems. The report shall identify the 
organization's significant internal 
accounting controls, and those controls 
designed to provide reasonable 
assurance that Federal programs are 
being managed in compliance with laws 
and regulations. It shall also identify the 
controls that were evaluated, the 
controls that were not evaluated, and 
the material weaknesses identified as a 
result of the evaluation. 

c. The auditor's report on compliance 
with significant administrative 
requirements, cost principles, and 
specific requirements of selected 
Federal awards. This report should 
contain the following: 

(1) a statement of positive assurance 
with respect to those items tested for 
compliance; 

(2) a statement of negative assurance 
on those items not tested; 

(3) a summary of any instances of 
noncompliance; and 

(4) on identification of total amounts 
questioned for each Federal award, as a 
result of noncompliance. 

d. Auditor's comments on status of 
previously reported audit findings and 
any subrecipient audit findings. 

2. The four parts of the audit report 
may be bound into a single document or 
presented at the same time as separate 
documents. 

3. Any indication of fraud, abuse, or 
illegal acts that auditors become aware 
of. should normally be covered in a 
separate written report. 

4. In addition to tne audit report, the 
institution shall provide comments on 
the findings and recommendations in the 
report 

5. Reports shall be submitted by the 
auditor to the organization audited ond 
to those requiring or arranging for the 
audit In addition, the institution shall 
submit copies of the reports to each 
Federal department or agency that made 
awards to the recipient Subrecipients 
shall submit copies to institutions that 
provided them with Federal funds. The 
reports shall be sent within 30 days after 
the completion of the audit, but no later 
than one year after the end of the audit 
period unless a longer period is agreed 
to with the cognizant agency. 


6. Institutions shall keep audit reports 
on file for three years after their 
issuance. 

H. Audit Resolution. The cognizant 
agency shall be responsible for 
monitoring the resolution of audit 
findings that affect the programs of more 
than one Federal agency. 

I. Resolution of findings that relate to 
the programs of a single Federal agency 
shall be the responsibility of the 
institution and that agency. Alternate 
arrangements may be made on a case* 
by-case basis by agreement among the 
agencies concerned. 

2. Resolution shall be made within six 
months after receipt of a report by the 
Federal departments and agencies. 
Corrective action should proceed as 
rapidly as possible. 

I. Audit Workpapers ond Reports. 
Workpapers and reports shall be 
retained for a minimum of three years 
from the date of the audit report, unless 
the auditor is notified in writing by the 
cognizant agency to extend the retention 
period. Audit workpapers shall be made 
available upon request of the cognizant 
agency or the General Accounting 
Office, at the completion of the audit. 

J. Audit Costs. The cost of audits 
made in accordance with the provisions 
of this Circular are allowable charges to 
Federal awards. The charges may be 
considered a direct cost or an allocated 
indirect cost, determined in accordance 
with the provisions of Circular A-21, 
"Cost principles for colleges and 
universities." 

K. Sanctions. The cost of audits 
required by this Attachment may not be 
charged to Federal awards unless made 
in accordance with this Attachment. In 
cases of continued inability or 
unwillingness to have a proper audit. 
Federal agencies must consider other 
appropriate sanctions including: 

1. withholding a percentage of 
payments until the audit is completed 
satisfactorily; 

2. withholding or disallowing 
overhead costs; and 

3. suspending Federal awards until the 
audit is made. 

L Auditor Selection. In arranging for 
audit services, universities shall follow 
the procurement standards prescribed 
by Attachment O of Circular A-110. 
Institutions' policies, procedures, and 
guidelines shall include such provisions 
89 may be necessary to ensure that 
small business concerns and business 
concerns owned and controlled by 
socially and economically 
disadvantaged individuals shall have 
the maximum practical opportunity to 
participate in contracts awarded to 
fulfill the audit requirements of this 
Attachment. 


M. Reporting. Each cognizant Federal 
agency shall report to the Director of 

OMB on or before-. and 

annually thereafter on the effectiveness 
of institutions in carrying out the 
provisions of the Attachment. The report 
mu9t identify each institution that, in the 
opinion of the agency, is failing to 
comply with the Attachment. 

N. Regulations. Each Federal agency 
shall include the provisions of tkis 
Attachment in its regulations. 

Circular No. A-88—Attachment B 

Indirect Cost Rates 

A. Purpose. This Attachment provides 
policies and procedures for establishing 
indirect cost rates for grants, contracts, 
and other awards to educational 
institutions. 

B. Policies. 

1 . Negotiating indirect cost rates. One 

Federal agency shall negotiate the 
indirect cost rate or rates at a single 

institution. 

2. Negotiating special rates. 
Institutional services involving the use 
of highly complex and specialized 
facilities may in some cases require the 
negotiation of special rates. In these 
situations, the cognizant agency shall 
negotiate the special rates. 

3. Acceptance of rates. The negotiated 
rates shall be accepted by all Federal 
agencies. 

C. Administering Indirect Cost 
Policies. 

1 . Procedure for establishing indirect 
cost rates. 

The cognizant agency shall arrange 
with the institution to provide copies of 
indirect cost proposals to all interested 
agencies. Agencies wanting such copies 
should notify the cognizant agency. 
Indirect cost rates shall be established 
by one of the following methods: 

a. Formal negotiation. The cognizant 
agency shall advise agencies that have 
expressed a desire to participate of its 
intention to negotiate, and schedule a 
prenegotiation conference, if necessary 
The cognizant agency shall then arrange 
a negotiation conference with the 
institution. If an agency does not wish to 
be represented in these meetings, the 
cognizant agency shall represent that 
agency. 

b. Other than formal negotiation. This 
type of negotiation shall include cases 
where the institution and cognizant 
agency determine that agreement can be 
reached without a formal negotiation 
conference; for example, through 
correspondence, discussion, or use of 
the simplified method described in 
Circular A-21. 
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Z. Special considerations affecting 
negotiation . An agency that has reason 
to believe that special operating factors 
affecting its awards necessitate separate 
rates will, provide prior notice to the 
cognizant agency and the institution, so 
that appropriate attention may be 
devoted to those factors. Circular A-21 
provides for separate indirect cost rates 
when it is determined that a separate 





rate differs significantly from a single 
rate, and that the volume of work to 
which such separate rate would apply is 
material in relation to other agreements. 

3. Formalizing determinations and 
agreements. The cognizant agency will 
formalize all determinations or 
agreements reached with the institution 
and provide copies to other agencies 
having an interest. 


D. Disputes and Disagreements . 

Where the cognizant agency is unable to 
reach agreement with an institution with 
regard to indirect cost rates, the appeals 
system of the cognizant agency will be 
followed for resolution of the 
disagreement. 

[FR Doc 85-26320 Filed 11-5-85: 8:45 am] 
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ADMINISTRATIVE CONFERENCE OF 
THE UNITED STATES 

Equal Access to Justice Act; Agency 
Implementation 

agency: Office of the Chairman. 
Administrative Conference of the United 
States. 

action: Issuance of Draft Revised 
Model Rules. 


summary: In 1981, the Chairman. 
Administrative Conference of the United 
States, issued model rules for the 
guidance of Federal agencies in 
implementing the Equal Access to 
Justice Act. Pub. L 96-481, 94 Stat. 2325 
(46 FR 32900, June 25,1981). The Act. 
which provides for the award of 
attorney fees and other expenses to 
parties who prevail over the Federal 
government in certain administrative 
and court proceedings, was recently 
reauthorized and amended by Congress 
fPub. L. 99-80. 99 Stat. 183). These 
proposed revisions to the model rules 
reflect the changes in the law made by 
this legislation and are intended to 
assist agencies in amending their own 
regulations for implementation of the 
Equal Access to Justice Act. Alternative 
provisions suitable for use by contract 
appeals boards are included in the 
discussion section. 

FOR FURTHER INFORMATION CONTACT: 
Mary Candace Fowler. Staff Attorney, 
Administrative Conference of the United 
States. 2120 L Street, NW.. Suite 500, 
Washington. DC 20037; (202) 254-7065. 
dates: Comments must be received on 
or before December 8.1985. 
addresses: Interested persons are 
invited to submit written comments to 
the Office of the Chairman, 
Administrative Conference of the United 
States. 2120 L Street, NW., Suite 500, 
Washington. DC 20037. Comments 
submitted will be available for public 
inspection from 9:00 AM to 5:30 PM 
Monday through Friday at the 
Administrative Conference. 
SUPPLEMENTARY INFORMATION: On 
August 5.1985, Pub. L 99-80, which 
reauthorized and amended the Equal 
Access to Justice Act, became law. The 
Act provides for the award of attorney 
fees and other expenses to parties who 
prevail over the Federal government in 
certain administrative and court 
proceedings. The Act requires agencies 
conducting covered adjudications to 
establish uniform procedures for 
handling applications for fee awards, 
after consultation with the Chairman of 
the Administrative Conference of the 
United States. To facilitate this process, 
in 1981. the Chairman issued model 


rules for federal agency implementation 
of the Equal Access to Justice Act. 46 FR 
32900 (June 25.1981), reprinted in 
Administrative Conference of the U.S.. 
Federal Administrative Sourcebook 
(Office of the Chairman, 1985), at 353-84. 

Since Pub. L 99-80 made certain 
substantive changes to the Act, the 
Office of the Chairman has now 
reviewed the model rules in order to 
determine what revisions are required 
by the legislation. Based on this review, 
we proposed to make the changes 
described below. They arc few and, in 
most cases, straightforward. However, 
some difficult issues are raised, and we 
would appreciate suggestions and 
comments, particularly with respect to 
the application of the rules of 
proceedings before boards of contract 
appeals. 

The final revised rules will not be 
binding on agencies, since the 
Chairman’s statutory responsibility is 
consultative only. However, the 
amended Act is already effective, and 
agencies will need to amend their own 
rules as soon as possible. We believe 
that revision of the ACUS model rules 
will facilitate this process while 
continuing to promote the uniformity of 
procedure contemplated by the Act. 

Contract Appeals Board Proceedings 

Special considerations are raised by 
application of the Act. for the first time. 1 
to certain proceedings before agency 
boards of contract appeals. We believe 
the ACUS model rules, including the 
proposed revisions, should be generally 
workable for these proceedings as well 
as other agency proceedings covered by 
the Act. However, contract appeals 
boards have different personnel, 
procedures, and agency review 
structures from other agency 
proceedings, and we are aware of some 
instances in which the rules may need to 
be adapted for use by the boards. We 
encourage agencies promulgating rules 
for contract appeals board proceedings 
to suggest any other such changes they 
believe necessary, with the caveat that 
uniformity with other agencies’ rules 
should be preserved whenever possible. 

For agencies which conduct other 
proceedings covered by the Act and 
which also have contract appeals 
boards, an initial question will be 
whether to adopt separate rules for the 
contract appeals board or whether to 


1 Although tome contract appeal* boards Initially 
asserted jurisdiction to award fees under the Act. 
sec, e#. Claude C. Wood Company . U.S Dept, of 
Agriculture Board of Contract Appeals. ACUCA No. 
79-19S-1 (August 31,1902|. the Court of Appeals for 
the Federal Circuit rules that the appeals boards 
could not make awards. Fidelity Construction Co. v. 
United Stale*. TOO FZd 1379 (Fed Or 1QS3J. 


amend the existing rules to include 
board proceedings. In making this 
decision, agencies should take into 
account such factors as the structure of 
their existing rules and agency 
delegations of authority to promulgate 
rules. We suggest that agencies that 
amend existing rules to include contract 
appeals board proceedings add to their 
contract appeals board procedural rules 
a cross-reference to the Equal Access tu 
Justice Act rules. 

Another special problem is applying 
the Act and rules to contract appeals 
boards involves the identity of the 
’’agency” and the “adjudicative officer” 
in these proceedings. Ordinarily, panels 
of one or more Board members decide 
cases on behalf of the Board, and 
generally these decisions are final and 
appealable to the courts, although either 
party may seek reconsideration. (The 
CSA Board of Contract Appeals, on the 
other hand, is one that permits review of 
a panel’s decision by the entire Board in 
exceptional cases. 48 CFR Chapter 5, 
Appendix B. Rule 30.) In these 
circumstances, it would be 
inappropriate to interject a level of 
’’agency” review when the ”agency” 
does not review the substantive 
decisions involved. Thus we believe the 
final decision of the “agency” referred to 
in Pub. L 99-80 should, in this case, be 
the final decision of the agency board of 
contract appeals. 

This structure also makes it difficult to 
determine the identity of the 
“adjudicative officer,” defined in the Act 
as “the deciding official... who 
presided at the adversary adjudication.” 
When cases are decided initially by a 
panel of contract appeals board 
members, the panel would be the 
“deciding official.” Yet one member may 
have “presided” by taking evidence, 
deciding procedural motions, etc. And 
some boards use hearing examiners who 
are not members of the board to take 
evidence and recommend decisions. In 
order to fit decisions under the Equal 
Access to Justice Act most smoothly 
into exising contract appeals board 
procedure, we have tentatively 
concluded that the individual or panel 
who renders the first formal decision for 
the Board (which, as noted above, may 
also be its final decision) should be 
treated as the “adjudicative officer.” Of 
course, if the panel relies heavily on the 
opinion of one member (or a hearing 
examiner) who took evidence in making 
its substantive decision, it would be free 
to do so (and probably should) in 
making its attorney fee decision as well. 
Moreover, where the model rules refer 
to an “adjudicative officer” making 
procedural rulings, rather than 
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substantive ones, contract appeals 
boards may wish to substitute a 
reference to the presiding officer rather 
than the deciding panel if that officer 
«, idd ordinarily have authority to take 
tht? type of action contemplated by the 
rule. We invite comment on whether our 
resolution of these questions is the best 
one. 

Contract appeals boards adopting 
separate Equal Access to Justice Act 
ru«e« which will not apply to any other 
*ype of agency proceeding may wish to 
’reamline the rules by eliminating some 
ci ;tenal in the existing model rules that 
wi ti be irrelevant to their proceedings 
ard simplifying some other provisions. 
Suggestions for some such modifications 
arc included in the section by section 
,ialyais which follows. 

Section by-Ssctioii Analysis 

S hpoct A —General Prvvituot&s 

1 be nine roles in ibis subperl set forth 
ihc basic substance of the Equal Access 
to justice Act; they contain most of the 
iaoguegr uvat must be revised to 
conform to Pub. L 99-80. Sections 0.106- 
0 109. dealing with the standards for 
huemimag th* amount of allowable 
the procedures £or raising the $75- 
ni r-houff attorney fee ceiling, ntuitions 
in which awards should It* made 
against other agencies, and the technkal 
delegations of authority necessary to 
u piement the rules* are unchanged. 
Those contract appeals boards that do 
not hear cases involving agencies other 
than their own may wish to eliminate 
§" 10 & 

Section0.HU. stating the purpose of 
the Act and rules* has been amended to 
refer to the agency's “position" rather 
than its "position in the proceeding/' 

This change corresponds to statutory 
amendments, discussed in more detiid 
below, intended to clarify that the 
portion that must be substantially 
justified is not limited to the litigation 
position alone. 

0 102 When the Act applies. 

Public Law 99-80 provides that its 
a mendments apply to cases pending on 
or commenced after the date of 
enactment, which is August 5.1985. In 
addition. the law applies to cases 
c irunencedon or after October 1.1984 
and finally disposer! of before August 5. 
1985, provided applications for fees 
were filed within 30 days after August 5. 
and lo adversary adjudications pending 
on or commenced on err after October t. 
1981, m which fee applications were 
timely fifed am! dismissed for lack of 
i.irisdiction. This last provision Is 
intended to revive certain contract 
appeals board cases dismissed under 


the provisions of the original Act 2 The 
draft sect km covers all of these cases: 
however many agencies may have do 
cases of the second or third type and 
thus might wish to drop the second 
sentence of die draff rule. 

A question arises concerning cases 
commenced before October t, 1984. and 
finally disposed of before Augu3t 5. 

1985, in which applications for tees were 
timely filed and remain pending, la it 
necessary to preserve the old rules to 
apply to ike^e proceedings? (The 
original Act explicitly applied to cases 
pending cn October l, 1984 regardless of 
when they were completed.) We have 
tentatively concluded that a simpler ami 
better approach would be to treat these 
cases as "pending” on the date of 
enactment of Pub. L 99-80. In Bradley v. 
Board cf Education of the City of 
Richmond. 418 LLS. CJ6119^4). Hi* US> 
Supreme Court upheld an award of 
attorney fees even though the only part 
of tlie case sull pending at the time the 
statutory fee provision was enacted was 
the application for fees. The situation 
here is analogous to that in Bradley : As 
a practical matter, the determination 
that these cases fall under the new 
statute would seldom be of any 
consequence: the eligibility standards 
represent the only truly at&nficant 
difference between the old Act and the 
amendments in this context and parties 
who applied foe fees before enactment 
of Pub. L. 99-80 will have assumed that 
the lower eligibility ceilings would 
apply. Technically, however, this 
approach would greatly simplify the 
agencies' rulemaking task, since it 
eliminates the need to preserve old 
provisions for a few case9 while 
adopting new ones for others. We invite 
comments on whether there are legal or 
practical difficulties with this approach. 

0.103 Proceed ingj» covered 

This section describes the varions 
proceedings covered by, and excepted 
from, the Act. The revision adds a 
reference to contract appeals board 
proceedings. A contract appeals board 
adopting separate rules for Equal 
Access to fustfce Act applications may 
wish to inchide an alternative provision 


* The draft model nils fotkiv.i \\m kui&utgr oi Iha 
«tatutr which Is not expressly Umitrd To contract 
appesl*hoard proceedings • dthmigfc th* heod.ng of 
the fttatiitory section rtkrt tpaciflcatty to those 
proceedings. U pcolileitiA should «nn utvtrtvmjf the 
rrfillng of other applications which wet* properly 
dismissed for lack of jurisdiction, and as to which 
the p(uv:skws oi ttnt Act h*tv uol changed (toe 
example a case fn which a reviewing court, rather 
than the agency, had hrrifrdlction under 5 th&G 
Mrtfchh' MuUaC-S.C Wt2|d|| i>l ptxnum^dy Um 
aft<*nry can simply redtsmiu the opplientiou on the 
orMfcnf gronnds. 


such as the ffollowing Instead of the 
longer omn 

‘The Act applies t j appeals of 
decisions made pursuant to section 6 of 
the Contract Disputes Act of 1978 (41 
U S.C. 605] before [the particular 
ccntract appeals board] as provided in 
section 8 of that Act (41 U.S.C 097]*'* 

At this time we are also suggesting a 
clarifying revision to paragraph (b) of 
§ 0.103 ol the model rules. The original 
provision, .statingthat an agency might 
designate cl specific proceeding as a 
covered pn. cecding even though that 
type of proceeding was not Identified in 
its rules, w.ia intended to permit 
agencies to defier particularly difficult 
decisions about which proceedings were 
"under 5 LLS.G 554." Howovar* it can be 
read to suggest that agendas have the 
power to award ices in proceedings that 
are not explicitly covered by the statute. 
According, we propose to eHminata the 
ambiguous language. 

0.104 Eligibility of applicants 

Public Law 89-80 raised the eligibility 
ceilings for the Act to $2 million mX 
worth for individuals and $7 million for 
businesses and organizations (other 
than tax-exempt organizations and 
Agricultural cooperatives, which remain 
exempt from the net worth, limitations). 

It also added units of local government 
to the entities that con receive awards, 
if they meet the limits on net worth and 
number of employees. Revised } 0-104 
reflects these changes. 

The legislative history of Pub. L. 99-80 
makes dear that "any general or special 
purpose district organised under state 
law ( 9 uch as a school district, sewer 
district, irrigation district or planning 
district)" is to- be treated as a separate 
unit of local government. House of 
Representatives Comm, on the Judiciary. 
Report to Accompany HR. 2378, H R. 
Rep. 99-120, 99th Cong. 1st Sess, (May 
15,1985). at 14-15. Thus S 0.104(0 of the 
model rules, recommending the 
aggregation of net worth and number of 
employees of "affiliated entities" for 
purposes of eligibility, should not be 
construed 1 to require aggregation of these 
districts with the governments of the 
municipalities they serve. We believe it 
is sufficiently dear that the provision, 
which refers to “ownfmgl or 
controlling} a majority of the voting 
shares or other interest" of an entity, 
does not apply that we are not 
proposing to revise it. 

On the other hand, we don't believe 
that every agency of local government 
should be treated separately simply 
because it has a separate departmental 
organization For example, a polfce 
department or housing authority that 
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serves only within the boundaries of a 
particular municipality rather than a 
separate geographic “district’* and 
whose personnel are responsible to the 
leadership of that municipality, would 
be treated as part of the municipality 
rather than as a separate unit of local 
government. Should the rules provide 
explicit guidelines on this, our should 
controversies be resolved on a case-by- 
case basis? 

A more difficult question concerns 
determination of the “net worth" of a 
unit of government. The draft rules 
contain no provision on the specifics of 
this, as they provide no details on 
determination of the net worth of other 
applicants. However, the net worth 
concept is generally much clearer as 
applied to an individual or business 
than it is as applied to a unit of 
government. There may be substantial 
benefit to having governmentwide 
uniformity on this difficult issue, so that 
governmental units that may be 
involved in litigation with more than one 
agency will be able to measure their 
potential eligibility against a single 
standard. We strongly urge interested 
persons to provide suggestions as to • 
whether the rules should establish such 
a standard means of determining 
governmental net worth and. if so. what 
the standard should be. 

0.105. Standards for awards. 

A new second sentence in this section 
would incorporate the provision of Pub. 
L. 99-80 that “position of the agency" 
includes any action or failure to act on 
which the proceeding is based, in 
addition to the agency’s litigation 
position. In the vast majority of 
administrative situations, where the 
government is generally the party that 
commences litigation, the “action on 
which the proceeding is based” will be 
the agency’s litigation position, i.e., the 
legal and factual arguments which make 
up its case. One possible exception 
would be in contract appeals board 
proceedings, in which a contracting 
officer might rule against a contractor’s 
claim and then concede the claim 
immediately when the contractor 
appeals to the board. In this case, the 
contracting officer’s original position in 
rejecting the claim should be considered 
as well as the litigation position in 
determining whether the contractor is 
entitled to fees for filing the appeal. To 
provide for this situation and any 
similar ones that may arise, we plan to 
incorporate the statutory language into 
the model rules. 

We alscpropose to eliminate the 
provision that agency counsel may show 
its position is substantially justified by 
demonstrating that it is “reasonable in 


law and fact.” H R. Rep. 99-120 
explicitly rejects reasonableness as the 
standard, noting that “the test must be 
more than mere reasonableness." H.R. 
Rep. 99-120, at 9-10. Our review of the 
report and of the Congressional floor 
debates on Pub. L 99-80 did not reveal 
any formula to serve as a substitute for 
this language (indeed, on one point the 
floor statements challenged the House 
report’s interpretation of substantial 
justification, compare H.R. Rep. 99-120, 
at 9-10. with 131 Cong. Rcc. H4763 (June 
24,1985) and 131 Cong. Rec. S 9992-93 
(July 24,1985)). Under the 
circumstances, we believe we should 
leave this issue to be resolved on a case- 
by-case basis. 

Subpart B—Information Required from 
Applicants 

The four sections of this subpart detail 
the contents of the fee application, 
including the net worth exhibit and the 
documentation of fees and expenses, 
and state when an application may be 
filed. The only sections in the subpart 
requiring general revision are § 0.201(a), 
in which the words "in the proceeding” 
would be removed (for the same reason 
as in $ 0.101), and § 0.201(b), in which 
the $2 and $7 million ceilings of Pub. L. 
99-80 will be substituted for the 
previous $1 and $5 million figures. 
Contract appeals boards are invited to 
comment on whether i 0.204(c). defining 
“final disposition” of a proceeding, 
corresponds adequately to their own 
procedures. Another issue that may be 
of concern to contract appeals boards 
involves the bifurcation of proceedings. 

It is not unusual for a contract appeals 
board to resolve the issue of liability in 
a case and then proceed to 
determination of the amount due in a 
separate stage of the proceeding. We 
believe these proceedings can be 
handled under the existing rule. An 
applicant who has won the entitlement 
portion of the case may well be eligible 
to file a fee application by virtue of 
prevailing in a “significant and discrete 
substantive portion of the proceeding"; 
this might turn on the facts of the 
particular case. On the other hand, 
assuming the entitlement and amount 
portions are still separate parts of the 
same proceedings, the applicant would 
also have the option of waiting until 
completion of the entire proceeding 
before filing a fee application. Are there 
problems inherent in the application of 
the rules to bifurcated proceedings that 
we haven’t anticipated? 

Subpart C—Procedures for Considering 
Applications 

The ten sections of Subpart C outline 
the procedures for determining whether 


applicants will receive awards. Section 
0.301 states the filing and service 
requirements for documents $ §0.032- 
0.304 describe answers, reply pleadings, 
and comments by third parties; $ 0.305 
discusses settlement procedures: and 
§ 0.306 details the circumstances in 
which the adjudicative officer may order 
further proceedings. Sections 0.307-0.310 
cover the adjudicative officer's decision, 
agency and judicial review, and 
payment. Of awards of these, only 
$ 0.306 requires revision, except in the 
case of contract appeals board 
proceedings, for which changes to 
S S 0.307 and 0.308 may also be required 

0.306 Further proceedings. 

This section details the circumstances 
in which adjudicative officers may order 
further proceedings, such as oral 
argument, written submissions, or 
evidentiary hearings, on applications for 
fees. Pub. L. 99-80 provides that 
determinations of substantial 
justification must be made “on the basis 
of the administrative record, as a whole, 
which is made in the adversary 
adjudication for which fees ... are 
sought." and a sentence would be added 
to reflect this statutory provision. While 
the new statutory provision clearly 
prohibits discovery or evidentiary 
proceedings to determine substantial 
justification, the legislative history 
indicates that the administrative record 
includes affidavits submitted with the 
fee application and the government’s 
answer, as well as the underlying 
record. H.R. Rep. 99-120 supra, at 13-14. 
We believe that the portion of this 
section authorizing the adjudicative 
officer to require written submissions, 
insofar as it applies to the substantial 
justification requirement, can be 
interpreted consistently with this 
distinction without being revised i.e., the 
writters submissions would be in the 
nature of additional legal argument or 
clarification of matter contained in an 
affidavit, but not discovery of new 
material. We invite comment on 
whether the rule should be more 
specific. In addition, $ 0.306 would still 
authorize the adjudicative officer to hold 
an evidentiary hearing as to issues other 
than substantial justification, since a 
serious factual dispute may occasionally 
arise concerning an issue such as 
eligibility. 

Sections 0.307 and 0.308 of the model 
rules describe a decision-making 
structure, with initial decisions followed 
by discretionary agency review, that 
may not be applicable to contract 
appeals boards, as noted above. A 
possible alternative approach would be 
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to revise the beginning of § 0.507, and all 
of § 0 308, as follows: 

0 307 Decision. 

The Board shall issue its decision on 
the application within [ ) days after 

completion of proceedings on the 
application. The decision shall be made 
by the same administrative judge or 
panel that decided the contract appeal 
for which fees are sought. The decision 
shall include written findings and 
conclusions. . . . 

0308 Reconsideration. 

Either party may seek reconsideration 
[and/or full Board review, if otherwise 
available] of the decision on the fee 
application in accordance with (cross- 
reference to rule on reconsideration of 
contract appeals board decisions.) 

In addition, contract appeals boards 
that do not hear cases involving 
amende* other than their own may wish 
to eliminate the last sentence of §0.307. 

The test of the draft revised model 
mles follows. For the convenience of 
n aders, we have reprinted the entire 
model rules, including the proposed 
revisions, even though some sections 
have not been changed. (Revised 
material has been printed in italics.) 

Draft Model Rules 

PART 0—IMPLEMENTATION OF THE 
EQUAL ACCESS TO JUSTICE ACT IN 
AGENCY PROCEEDINGS 

5 bpart A—General Provisions 

Sec. 

0101 Purpose of those rules. 

0 102 When the Act applies. 

0 103 Proceeding* covered. 

0 104 Eligibility of applicants. 

0 '.05 Standard* for awards. 

0 106 Allowable fees and expenses. 

0107 Rulemaking on maximum rates for 
attorney fees. 

0108 Awards against other agencies. 

0 109 Delegolions of authority. 

Subport B—Information Required from 

Applicants 

0 301 Contents of application. 

0 202 Net worth exhibit. 

0 203 Documentation of fees and expenses. 

0 204 When an application may be Bled. 

Subpart C— Procedures for Considering 
Applications 

0 301 Filing and service of documents. 

0 302 Answer to application. 

0 303 Reply. 

0 304 Comments by other parties. 

0.305 Settlement. 

0 3U6 Further proceedings. 

0,307 Decision. 

0 308 Agency review. 

0309 Judicial review. 

0:310 Payment of award. 

Authority: Sec. 203(a)(1), Pub. L. 96-461. 94 
Slat. 2325 [5 U.S.C 504(c)(1)): Pub. L 96-80, 99 
Stat 183. 


Subpart A—General Provisions 

§ 0.101 Purpose of these rules. 

The Equal Assess to Justice Act, 5 
U.S.C. 504 (called "the Act" in this part), 
provides for the award of attorney fees 
and other expenses to eligible 
individuals and entities who are parties 
to certain administrative proceedings 
(called "adversary adjudications") 
before this agency. An eligible party 
may receive an award when it prevails 
over an agency, unless the agency's 
position was substantially justified or 
special circumstances moke an award 
unjust The rules in this part describe 
the parties eligible for awards and the 
proceedings that are covered. They also 
explain how to apply for awards, and 
the procedures and standards that this 
agency will use to make them. 

§0,102 When the Act applies. 

The Act applies to any adversary 
adjudication pending or commenced 
before this agency on or after August 5, 
1985. It also applies to any adversary 
adjudication commenced on or after 
October 1,1984, and finally disposed of 
before August 5, 1985, provided that an 
application for fees and expenses, as 
described in subpart B of these rules, 
has been filed with the agency within 30 
days after August 5, 1985, and to any 
adversary adjudication pending on or 
commenced on or after October 1,1981 , 
in which an application for fees and 
other expenses was timely filed and 
ivas dismissed for lack of jurisdiction. 

§ 0.103 Proceedings dove red. 

(a) The Act applies to adversary 
adjudications conducted by this agency. 
These are (1) adjudications under 5 
U.S.C. 554 in which the position of this 
or any other agency of the United States, 
or any component of an agency, is 
presented by an attorney or other 
representative who enters an 
appearance and participates in the. 
proceeding, and (2) appeals of decisions 
made pursuant to section 6 of the 
Contract Disputes Act of 1978 (41 U.S.C. 
605) before agency boards of contract 
oppeals as provided in section 8 of that 
Act (41 U.S.C. 607). Any proceeding in 
which this agency may prescribe a 
lawful present or future rate is not 
covered by the Act. Proceedings to grant 
or renew licenses are also excluded, but 
proceedings to modify, suspend, or 
revoke licenses are covered if they are 
otherwise "adversary adjudications." 

For this agency, the types of proceedings 
generally cover include: [to be supplied 
by the agency] 

(b) This agency's failure to identify a 
type of proceeding as an adversary 
adjudication shall not preclude the 


filing of an application by a party who 
believes the proceeding is covered by 
the Act: whether the proceeding is 
covered will then be an issue for 
resolution in proceedings on the 
application , 

(c) If a proceeding includes both 
matters covered by the Act and matters 
specifically excluded from coverage, any 
award made will include only fees and 
expenses related to covered issues. 

§0.104 Eligibility of applicants . 

(a) To be eligible for an award of 
attorney fees and other expenses under 
the Act. the applicant must be a party to 
the adversary adjudication for which it 
seeks an award. The term ‘‘party" is 
defined in 5 U.S.C. 551(3). The applicant 
must show that it meets all conditions of 
eligibility set out in this subpart and in 
subpart B. 

(b) The types of eligible applicants are 
as follows. 

(1) An individual with a net worth of 
not more than $2 million: 

(2) The sole owner of an 
unincorporated business who has a net 
worth of not more than $7 million, 
including both personal and business 
interests, and not more than 500 
employees: 

(3) A charitable or other tax-exempt 
organization described in section 
501(c)(3) of the Internal Revenue Code 
(28 U.S.C. 501(c)(3)) with not more than 
600 employees; 

(4) A cooperative association as 
defined in section 15(a) of the 
Agricultural Marketing Act (12 U.S.C. 
1141 j(a)) with not more than 500 
employees; and 

(5) Any other partnership, 
corporation, association, unit of local 
government, or organization with a net 
worth of not more than $7 million and 
not more than 500 employees. 

(c) For the purpose of eligibility, the 
net worth and number of employees of 
an applicant shall be determined as of 
the date the proceeding was initiated. 

(d) An applicant who owns an 
unincorporated business will be 
considered as an "individual" rather 
than a "sole owner of an unincorporated 
business" if the issues on which the 
applicant prevails are related primarily 
to personal interests rather than to 
business interests. 

(e) The employees of an applicant 
include all persons who regularly 
perform services for remuneration for 
the applicant, under the applicant** 
direction and control Part-time 
employees shall be included on a 
proportional basis. 

(f) The net worth and number of 
employees of the applicant and all of its 
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affiliates shall be aggregated to 
determine eligibility. Any individual, 
corporation or other entity that directly 
or indirectly controls or owns a majority 
of the voting shares or other interest of 
the applicant, or any corporation or 
other entity of which the applicant 
directly or indirectly owns or controls a 
majority of the voting shares or other 
interest, will be considered an affiliate 
for purposes of this part, unless the 
adjudicative officer determines that 
such treatment would be unjust and 
contrary to the purposes of the Act in 
light of the actual relationship between 
the affiliated entities. In addition, the 
adjudicative officer may determine that 
financial relationships of the applicant 
other than those described in this 
paragraph constitute special 
circumstances that would make an 
award unjust. 

(g) An applicant that participates in a 
proceeding primarily on behalf of one or 
more other persons or entities that 
would be ineligible is not itself eligible 
for an award. 

§0.105 Standards for a wards. 

(a) A prevailing applicant may receive 
an award for fees and expenses incurred 
in connection with a proceeding or in a 
significant and discrete substantive 
portion of the proceeding, unless the 
positon of the agency over which the 
applicant has prevailed with 
substantially justified. The position of 
the agency includes, in addition to the 
position taken by the agency in the 
adversary adjudication, the action or 
failure to act by the agency upon which 
the adversary adjudication is based 
The burden of proof that an award 
should not be mode to on eligible 
prevailing applicant is an the agency 
counsel 

(bj An award will be reduced or 
denied if the applicant has unduly or 
unreasonably protracted the proceeding 
or if special circumstances make the 
award sought unjust 

§ 0.106 Allowable fees and expenses. 

(a) Awards will be based on rates 
customarily charged by persons engaged 
in the business of acting as attorneys, 
agents and expert witnesses, even if the 
services were made available without 
charge or at a reduced rate to the 
applicant. 

(b) No award for the fee of an 
attorney, or agent under these rules may 
exceed $75.00 per hour. No award to 
compensate an expert witness may 
exceed the highest rate at which this 
agency pays expert witnesses, which is 
(to be supplied by the agency]. 

However, an award may also include 
the reasonable expenses of the attorney, 


agent, or witness as a separate item, if 
the attorney, agent or witness ordinarily 
charges clients separately for such 
expenses. 

(c) In determining the reasonableness 
of the fee sought for an attorney, agent 
or expert witness, the adjudicative 
officer shall consider the following: 

(1) If the attorney, agent or witness is 
in private practice, his or her customary 
fee for similar services, or, if an 
employee of the applicant, the fully 
allocated cost of the services; 

(2) The prevailing rate for similar 
services in the community in which the 
attorney, agent or witness ordinarily 
performs services; 

(3) The time actually spent in the 
representation of the applicant; 

(4} The time reasonably spent in light 
of the difficulty or complexity of the 
issues in the proceeding; and 

(5) Such other factors as may bear on 
the value of the services provided. 

(d) The reasonable cost of any study, 
analysis, engineering report, test project 
or similar matter prepared on behalf of a 
party may be awarded, to the extent 
that the charge for the services does not 
exceed the prevailing rate for similar 
services, and the study or other matter 
was necessary for preparation of 
applicant's case. 

§ 0:107 Rulemaking on maximum rates 
for attorney fees. 

(a) If warranted by an increase in the 
cost of living or by special 
circumstances (such as limited 
availability of attorneys qualified to 
handle certain type9 of proceedings], 
this agency may adopt regulations 
providing that attorney fees may be 
awarded at a rate higher than $75 per 
hour in some or all of the types of 
proceedings cov ered by this part. This 
agency will conduct any rulemaking 
proceedings for this purpose under the 
informal rulemaking procedures of the 
Administrative Procedure Act. 

(b) Any person may file with this 
agency a petition for rulemaking to 
increase the maximum rate lor attorney 
fees, in accordance with (cross* 
reference lo. or description of. standard 
agency procedure for rulemaking 
petitions.] The petition should identify 
the rate the petitioner believes this 
agency should establish and the types of 
proceedings in which the rate should be 
used. P should also explain fully the 
reasons why the higher rate is 
warranted. This agency will respond to 
the petition within 60 days after it is 
filed, by initiating a rulemaking 
proceeding, denying the petition, or 
taking other appropriate action. 


§ 0.108 A wards against other agencies 

If an applicant is entitled to an award 
because it prevails over another agency 
of the United States that participates in 
a proceeding before this agency and 
takes a position that is not substantially 
justified, the award or an appropriate 
portion of the award shall be made 
against that agency. 

§ 0.109 Delegations of authority. 

The agency delegates to (identify 
appropriate agency unit or officer) 
authority to take final action on matters 
pertaining to the Equal Access to Justice 
Act. 5 U.S.C. 504. in actions arising 
under [list statutes or types<of 
proceedings.] This agency may by order 
delegate authority to take final action on 
matters pertaining to the Equal Access 
to Justice Act in particular cases to other 
subordinate officials or bodies. 

Subpart B—Information Required from 
Applicants 

§ 0.201 Contents of application. 

(a) An application for an award of 
fees and expenses under the Act shall 
identify the applicant and the 
proceeding for which an award is 
sought. The application shall show that 
the applicant has prevailed and identify 
the position of an agency or agencies 
that the applicant alleges was not 
substantially justified. Unless the 
applicant is an individual, the 
application shall also state the number 
of employees of the applicant and 
describe briefly the type and purpose of 
its organization or business. 

(b) The application shall also include 
a statement that the applicant's net 
worth does not exceed $2 million (if an 
individual) or $7 million (for all other 
applicants, including their affiliates / 
However, an applicant may omit this 
statement if: 

(1) It attaches a copy of a ruling by the 
Internal Revenue Service that it 
qualifies as an organization described in 
section 501(c)[3) of the Internal Revenue 
Code (28 U.S.C. 501(c)(3)] or. in the cas^ 
of a tax-exempt organization not 
required to obtain a ruling from the 
Internal Revenue Service on its exempt 
status, a statement that describes the 
basis for the applicant's belief that it 
qualifies under such section: or 

(2) It states that it is a cooperative 
association as defined in section 15(a) of 
the Agricultural Marketing Act (12 
U.S.C. 1141J(a)). 

(c) The application shall state the 
amount of fees and expenses for which 
an award is sought. 

(d) The application may also include 
any other mutters that the applicant 
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wishes this agency to consider in 
determining whether and in what 
amount an award should be made. 

(e) The application shall be signed by 
the applicant or an authorized officer or 
attorney of the applicant. It shall also 
contain or be accompanied by a written 
verification under oath or under penalty 
of perjury that the information provided 
in the application is true and correct. 

§ 1 ) 202 Net worth exhibit. 

(a) Each applicant except a qualified 
tax-exempt organization or cooperative 
association must provide with its 
application a detailed exhibit showing 
the net worth of the applicant and any 
affiliates (as defined in $ 104(f) of this 
pari) when the proceeding was initiated. 
The exhibit may be in any form 
convenient to the applicant that 
provides full disclosure of the 
applicant’s and its affiliates' assets and 
liabilities and is sufficient to determine 
whether the applicant qualifies under 
the standards in this part. The 
adjudicative officer may require an 
applicant to file additional information 
to determine its eligibility for an award. 

(b) Ordinarily, the net worth exhibit 
will be included in the public record of 
the proceeding. However, an applicant 
that objects to public disclosure of 

ii. formation in any portion of the exhibit 
and believes there are legal grounds for 
v, thholding it from disclosure may 
submit that portion of the exhibit 
directly to the adjudicative officer in a 
sealed envelope labeled "Confidential 
Financial Information," accompanied by 
a motion to withhold the information 
fiom public disclosure. The motion shall 
describe the information sought to be 
withheld and explain, in detail, why it 
fulls within one or more of the specific 
exemptions from mandatory disclosure 
under the Freedom of Information Act. 5 
U S.C. 552(b)(lH9). why public 
disclosure of the information would 
adversely affect the applicant, and why 
disclosure is not required in the public 
interest. The material in question shall 
be served on counsel representing the 
agency against which the applicant 
seeks an award, but need not be served 
on any other party to the proceeding. If 
the adjudicative officer finds that the 
information should not be withheld from 
disclosure, it shall be placed in the 
public record of the proceeding. 
Otherwise, any request to inspect or 
copy the exhibit shall be disposed of in 
accordance with this agency's 
established procedures under the 
Freedom of Information Act [insert cross 
reference to agency FOIA rules). 


§0.203 Documentation of fees and 
expenses. 

The application shall be accompanied 
by full documentation of the fees and 
expenses, including the cost of any 
study, analysis, engineering report, test, 
project or similar matter, for which an 
award is sought. A separate itemized 
statement shall be submitted for each 
professional firm or individual whose 
services are covered by the application, 
showing the hours spent in connection 
with the proceeding by each individual, 
a description of the specific services 
performed, the rates at which each fee 
has been computed, any expenses for 
which reimbursement is sought, the total 
amount claimed, and the total amount 
paid or payable by the applicant or by 
any other person or entity for the 
services provided. The adjudicative 
officer may require the applicant to 
provide vouchers, receipts, or other 
substantiation for any expenses 
claimed. 

§0204 When an application may be 
filed. 

(a) An application may be filed 
whenever the applicant has prevailed In 
the proceeding or In a significant and 
discrete substantive portion of the 
proceeding, but in no case later than 30 
days after this agency's final disposition 
of the proceeding. 

(b) If review or reconsideration is 
sought or taken of a decision as to 
which an applicant believes it has 
prevailed, proceedings for the award of 
fees shall be stayed pending final 
disposition of the underlying 
controversy. 

(c) For purposes of this rule, final 
disposition means the later of: (1) The 
date on which an initial decision or 
other recommended disposition of the 
merits of the proceeding by an 
adjudicative officer or intermediate 
review board becomes administratively 
final; (2) issuance of an order disposing 
of any petitions for reconsideration of 
this agency's final order in the 
proceeding; (3) if no petition for 
reconsideration is Hied, the last date on 
which such a petition could have been 
filed; or (4) issuance of a final order or 
any other final resolution of a 
proceeding, such as a settlement or 
voluntary dismissal, which i6 not subject 
to a petition for reconsideration. 

Subpart C—Procedures for Considering 
Applications 

§0.301 Filing and service of 
documents . 

Any application for an award or other 
pleading or document related to an 
application shall be filed and served on 


all parties to the proceeding In the same 
manner as other pleadings in the 
proceeding, except as provided in 
10.202(b) for confidential financial 
information. 

§0.302 Answer to application . 

(a) Within 30 days after service of an 
application, counsel representing the 
agency against which an award is 
sought may file an answer to the 
application. Unless agency counsel 
requests an extension of time for filing 
or files a statement of intent to negotiate 
under paragraph (b) of this section, 
failure to file an answer within the 30- 
day period may be treated as a consent 
to the award requested. 

(b) If agency counsel and the 
applicant believe that the issues in the 
fee application can be settled, they may 
jointly file a statement of their intent to 
negotiate a settlement. The filing of this 
statement shall extend the time for filing 
an answer for an additional 30 days, 
and further extension may be granted by 
the adjudicative officer upon request by 
agency counsel and the applicant. 

(c) The answer shall explain in detail 
any objections to the award requested 
and identify the facts relied on in 
support of agency counsel's position. If 
the answer is based on any alleged facts 
not already in the record of the 
proceeding, agency counsel shall include 
with the answer either supporting 
affidavits or a request for further 
proceedings under § 0.306. 

§0.303 Reply. 

Within 15 days after service of an 
answer, the applicant may file a reply. If 
the reply is based on any alleged facts 
not already in the record of the 
proceeding, the applicant shall include 
with the reply either supporting 
affidavits or a request for further 
proceeding under { 0.306. 

§ 0304 Comments by other parties. 

Any party to a proceeding other than 
the applicant and agency counsel may 
file comments on an application within 
30 days after it is served or on an 
answer within 15 days after it is served. 
A commenting party may not participate 
further in proceedings on the application 
unless the adjudicative officer 
determines that the public interest 
requires such participation in order to 
permit full exploration of matters raised 
in the comments. 

§0.305 Settlement 

The application and agency counsel 
may agree on a proposed settlement of 
the award before final action on the 
application, either in connection with a 
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settlement of the underlying proceeding, 
or after tbe underlying proceeding has 
been concluded, in accordance with the 
agency’s standard settlement procedure. 
If a prevailing party and agency counsel 
agree on a proposed settlement of an 
award before an application has been 
bled, the application shall bled with the 
proposed settlement. 

§ 0.300 Further proceedings. 

(a) Ordinarily, the determination of 
an award will be made on the basis of 
the written record. However, on request 
of either the applicant or agency 
counsel, or on his or her own initiative. 
the adjudicative officer may order 
further proceedings, such as an informal 
conference, oral argument, additional 
written submissions or. as to issues 
other than substantial justification, on 
evidentiary hearing. Such further 
proceedings shall be held only when 
necessary for full and fair resolution of 
the issues arising from the application, 
and shall be conducted as “promptly as 
possible. Whether or not the position of 
the agency was substantially justified 
shall be determined on the basis of tbe 
administratin' record, as a whole, 
which is made in the adversary 
adjudication for which fees and other 
expanses are sought. 

fb) A request that the adjudicative 
officer order further proceedings under 
this section shall specifically identify 
the information sought or the disputed 
issues and shall explain why the 


additional proceedings are necessary to 
resolve the issues. 

§ 0.307 Decision. 

The adjudicative officer shall issue an 
initial decision on the application within 
{to be supplied by the agency] days after 
completion of proceedings on the 
application. The decision shall include 
written findings and conclusions on the 
applicant's eligibility and status as a 
prevailing party, and an explanation of 
the reasons for any difference between 
the amount requested and the amount 
awarded. The decision shall also 
include, if at issue, findings on whether 
the agency’s position was substantially 
justified whether the applicant unduly 
protracted the proceedings, or whether 
special circumstances make an award 
unjust. If the applicant has sought an 
award against more than one agency, 
the decision shall allocate responsibility 
for payment of any award made among 
the agencies, and shall explain the 
reasons for the allocation made. 

§ 0.308 Agency review. 

Either the applicant or agency counsel 
may seek review of the initial decision 
on the fee application, or the agency 
may decide to review the decision on its 
own initiative, in accordance with 
(cross-reference to agency’s regular 
review procedures.] If neither the 
applicant nor agency counsel seeks 
review and the agency does not take 
review on its own initiative, the initial 


decision on the application shall become 
a final decision of the agency |30) days 
after it is issued. Whether to review a 
decision is a matter within the 
discretion of the agency. If review is 
taken, the agency will issue a final 
decision on tbe application or remand 
the application to the adjudicative 
officer for further proceedings. 

§ 0.309 Judicial re view. 

Judicial review of final agency 
decisions on awards may be sought as 
provided in 5 U.S.C. 504(c)(2). 

§ 0.310 Payment of award. 

An applicant seeking payment of an 
award shall submit to the (comptroller 
or other disbursing official! of the paying 
agency a copy of the agency's final 
decision granting the award, 
accompanied by a statement that the 
applicant will not seek review of the 
decision in the United States courts. 
(Include here address for submissions at 
specific agency.) The agency will pay 
the amount awarded to the applicant 
within 80 days, unless judicial review of 
the award or of the underlying decision 
of the adversary adjudication has been 
sought by the applicant or any other 
party to the proceeding. 

Dated: October 31.1985. 

Marshall J. Breger. 

Chairman . 

pit Doc 85-28372 Filed 11-5-85: 8:45 am| 
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Part IV 

Department of the 
Interior 

Minerals Management Service 


Proposed Outer Continental Shelf Lease 
Sale 86 in the Shumagin Area; Call for 
Information and Nominations and Notice 
of Intent To Prepare Environmental 
Impact Statement; Notice 
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Part V 

Federal Trade 
Commission 


16 CFR Part 453 

Trade Regulation Rule: Funeral Industry 
Practices; Final Rules 
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FEDERAL TRADE COMMISSION 

16 CFR Part 453 

Trade Regulation Rule; Funeral 
Industry Practices 

agency: Federal Trade Commission. 
action: Request for Public Comment on 
Petition by State of Arizona for 
Statewide Exemption from Trade 
Regulation Rule Concerning Funeral 
Industry Practices. 

summary: The Federal Trade 
Commission seeks public comment on 
the request by the State of Arizona for 
exemption from the trade regulation rule 
concerning funeral industry practices. 18 
CFR Part 453. To facilitate public 
consideration and comment, the 
Commission has summarized the 
information In the Arizona petition. In 
addition, the Commission has outlined 
the exemption process it intends to 
follow. The Commission invites public 
comment on the petition generally and 
on certain questions specifically. 
date: Public comments will be accepted 
until January 6, 1966. 
address: Comments should be 
captioned: “Arizona Petition for 
Statewide Exemption from the Funeral 
Ru!e“, and should be submitted to the 
Office of the Secretary, Room 136, 
Federal Trade Commission. 

Washington, D.C. 20580. 

FOR FURTHER INFORMATION CONTACT: 
Copies of the petition can be obtained 
from the Public Reference Room. Room 
130, Federal Trade Commission. 6th & 
Pennsylvania Ave„ NW., Washington, 
D.C. 20580. In addition, copies may be 
obtained in Arizona from the Arizona 
State Board of Funeral Directors and 
Embalmers. 1645 West Jefferson, 
Phoenix. Arizona 85007. Inquiries about 
this notice can be addressed to Lewis 
Rose. 202/376-2863. Attorney, Federal 
Trade Commission. Division of 
Enforcement. Bureau of Consumer 
Protection, Washington. D.C. 20580. 
SUPPLEMENTARY INFORMATION: 

I. Introduction 

On June 5,1964, the Attorney 
General's Office of Arizona, on behalf of 
the Arizona State Board of Funeral 
Directors and Embalmers (the “Board”), 
filed a petition for statewide exemption 
(the “Petition”) pursuant to $ 453.9 of the 
Commission’s trade regulation rule 
concerning funeral industry practices 
(the “Funeral Rule” or “Rule”). 1 * The 


1 The Arizona Petition ha* been placed on the 

public record and it identified as Document No. 

XXllt-l in PTC File No. 215-46. 


Petition was supplemented by filings 
dated February 1,1985, a and March 29. 
1985. 3 * 

Section 453.9 of the Funeral Rule 
states: 

If. upon application to the Commission by 
an appropriate state agency, the Commission 
determines that: 

(a) there is a state requirement in effect 
which applies to any transaction to which 
this rule applies: and 

(b) that state requirement affords an 
overall level of protection to consumers 
which is as great as. or greater than, the 
protection afforded by this rule; 

then the Commission's rule will not be in 
effect in that state to the extent specified by 
the Commission in its determination for as 
long as the state administers and enforces 
effectively the state requirement. 

In the Statement of Basis and Purpose 
the Commission discussed the factors 
that it would consider in the evaluation 
of petitions for statewide exemption 
filed pursuant to Section 453.9 of the 
Rule. These factors include: (1) The 
existence of any private rights of action 
for an aggrieved consumer (2) the scope 
and format of required disclosures to 
funeral consumers; and (3) the means 
available to the state to effectively 
administer and enforce its law. 4 

The effect of a grant of exemption by 
the Commission to a state Is that the 
Funeral Rule will no longer be in effect 
in that state for so long as the state 
administers and enforces effectively its 
law. 4 The Commission has stated that it 
intends to determine the appropriate 
relationship between the Funeral Rule 
and state law on a case-by-case basis in 
the context of an exemption proceeding 
conducted pursuant to Section 1.18 of 
the Commission's Rules of Practice. 6 

To assist states, the Commission 
published staff exemption guidelines 
explaining the procedures that staff will 
follow in handling requests for 
statewide exemptions from the 
Commission’s Funeral Rule and the 
procedures that staff will recommend 
that the Commission follow in granting 
or denying such exemptions. 7 


* Thi* document contain* a supplement to 
Arizona * Petition which reflect* revisions made to 
Ha stata lawe and regulation*. It it identified in FTC 
Fife No. 215-16 a* Document No. XX1IM2. 

* Thia document contain* a atalement from tha 
Board asserting that its law* and regulations are 
reasonably equivalent to the requirement* of the 
Funeral Rule. It ia identified in FTC File No. 215-16 
a* Document No. XX1IM4 

* Statement of Basis and Purpose (hereinafter 
cited oa *SBP r j, 47 FR 42280, 42287 (Sept 24.1982) 

* SBP at 42287. 

* M\ 

T 50 FR 12521 (Mar. 29.1965). The guideline* 
specifically note that insofar as the guideline* 
discuss the procedures which stag intends to 
recommend, the Commission remains free to adopt 
different procedures. 


The exemption guidelines state that 
additional procedures for public 
participation may be scheduled if 
necessary for a full and fair presentation 
of significant issues. For example, the 
guidelines state that oral hearings may 
be necessary if there are significant 
factual hearings which can be 
adequately presented only tlirough an 
oral hearing, such as where cross- 
examination is necessary to fully and 
fairly present significant factual issues. 
In the Commission's opinion, a 
determination as to whether such 
procedures will be necessary cannot be 
made at this time. However, interested 
parties may request that the 
Commission schedule an oral hearing or 
a period for rebuttal comments. 

The Commission invites written 
comments on the petition. To facilitate 
public comment, the petition has been 
summarized and the differences and 
similarities between the laws identified. 

II. The Arizona Petition 

A Background 

As noted above, the Arizona Petition 
was originally filed on June 5.1984. 
However, on August 6,1984, the Arizona 
Assistant Attorney General, acting as 
counsel to the Board, informed the 
Commission that the Arizona rules and 
regulations that are pertinent to the 
Petition were not in final form and were 
subject to modification by the Board in a 
meeting scheduled for September 18, 
1984. The Commission's staff informed 
the Board that it would hold the Petition 
in abeyance until the Board officially 
adopted the proposed rules and 
regulations in final form. 6 On February 
1.1985, the Board filed a supplement to 
its Petition for exemption. 6 This 
supplement reflects certain revisions to 
state law made by the Board. By letter 
dated March 29.1985. the Board 
requested that the Petition be 
considered on the basis of the material 
filed in its Petition and supplement. 10 


• ThU Uttar U listed in FTC File No. 215-46 ms 
Document No. XXIV-7. ThU *tep wo* taken to 
ensure that tha Commission's resource* would not 
be expended to analyze a atata law that had not 
been adopted in final form and waa still subject to 
further modification. In tha Commission's opinion, 
the Rule clearly require* tha applicabla slats law to 
be in effect whan an exemption U granted While 
the rule doe* not specify that tha atata law mutt be 
in effect when an exemption proceeding la initialed 
in the Commission's opinion an exemption 
proceeding should not be initiated if the state law is 
not in final form. 

* See supra note 2. 

10 See supra note 3. 
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B. Does the State Law Apply to the 
Transactions to Which the Funeral Huh 
Applies? 

The state funeral practices law was 
enacted by the state legislature in 1970 
and amended by the legislature in 1980. 
and 1984. 11 In addition, the Arizona 
Board of Funeral Directors and 
Embalmers has prescribed rules and 
regulations and supplementing the state 
law requirements. 11 To facilitate the 
public's review of the Petition, this 
notice refers to the various Arizona 
laws, rules, and regulations as the “state 
Iaw M and clarifies the source, when 
appropriate, by footnote. 

1. Is the Coverage of the State Law the 
Same as the Funeral Rule? 

The Commission's Rule applies when 
funeral providers: 

1. sell or offer to sell funeral goods: 

2. sell or offer to sell services to care 
for and prepare the deceased remains 
for final disposition; and 

3. provide services to arrange, 
supervise or conduct the final 
disposition. 

The state law underlying the Petition 
appears to apply to all sales of funeral 
goods or services (as defined under Ihe 
Funeral Rule) by a licensed funeral 
home, funeral director, or other agents 
or employees of a funeral home. 11 
Moreover, in Arizona it is unlawful to 
provide funeral arrangement services 
without appropriate state funeral 
directing and embalming licenses. 14 it 
appears, therefore, that Arizona state 
law is broader in scope and coverage 
than the Commission's Rule because it 
does not require the sale of both goods 
and services. 

The Commission requests public 
comment on whether the distinction 
between the Funeral Rule's coverage 
and the state law's coverage has any 
practical application to the issue of 
whether the state law applies to the 
same transactions as the Funeral Rule. 

Z Definitional Issues 

(a) Identical Provisions in Both Laws. 
The following definitions are identical in 
both the Funeral Rule and the state law: 
“cash advance item," 11 “direct 


11 Arisons Reread Statute* *. Title 32. Chapter 12. 
The amended statute ts included m Exhibit CM the 
Petition. It will be referred to as * AJLS." 4n this 

notice. 

•• These rules are found in Exhibits D, and M of 

the Petition They will be referred to ts “Role-“ 

in this notice. In addition. Exhibit H of the Petition 
contains proponed regulation* (hat were considered 
by the Board but not adopted. 

“Rules 302(A)end 30gA). 

*• A R S. sections 32-1381. 32-1382.32-1387. and 
32- 1388(A)(6). 

» * Comport 18 CFR 453.2(c) with Rule 101.2. 


cremation," “immediate burial" 11 
and "unfinished wood box." 11 

(b) Undefined Terms in State Law. 

The following terms are undefined in 
state law but have been defined in 
Section 453.1 of the Funeral Rule: 
“alternative container." “casket," 
“cremation," "crematory." "funeral 
goods." “funeral services," "funeral 
provider," “outer burial container," 
“person," and “services of funeral 
director and staff." 

In addition to identifying the category 
of goods and services covered by the 
Rule, some of the definitions provide 
substantive protection. For example, the 
Commission's definition for "services of 
funeral director and staff clarifies that 
funeral providers may not include the 
cost of goods and services that are 
specifically required to be separately 
itemized (such as embalming) in this 
nondeclinable item. This definition 
protects the consumer's right to decline 
unwanted items by preventing an 
improper "bundling" of declinable items 
into the non declinable fee for 
professional services. 1 • In addition, the 
Commission, by defining alternative 
container specifically, clarified the 
consumer's right to use a non-metal and 
non-wood container as a substitute for a 
traditional casket when purchasing a 
direct cremation. 

Although the state law does not 
define these terms, it contains a 
provision stating that the draft 
compliance guidelines issued by the 
Commission's staff prior to July 1.1984. 
shall be used to interpret the Arizona 
rules that are equivalent to the Funeral 
Rule to the extent applicable and to the 
extent they do not conflict with state 
law or the Board's Rules. 10 Public 
comment is sought regarding whether 
state law's incorporation of the 
compliance guidelines is sufficient to 
provide definitions for these terms and 
ensure that the coverage and protection 
afforded by the Commission's Rule 
definitions are the same under state law. 

C. Does the State Law Provide o Level 
of Protection as Great as or Greater 
Than the Level of Protection Provided 
by the Funeral Rule? 

In this section, the state law is 
compared to the Funeral Rule on a 
provision by provision basis, and where 
appropriate, similarities and distinctions 
between the Funeral Rule and the state 
law are noted. 


*• Compare 10 CFR 453.1(h) with Rule 1014. 
“ Compare 18 CFR 453.1(1) with Rule 101.7. 
“ Compare 10 CFR 453a(p) with Rule 101.10. 
If Set SBP si 42285. 

»° Rule 310 


1. Provisions in State Law that Address 
the Same Practices Addressed in the 
Commission s Rule. 

(a) Telephone Price Disclosures. 
Section 453.2(b)(l)(i) of the Funeral Rule 
requires funeral providers to tell persons 
who telephone the funeral provider’s 
place of business and ask about the 
terms, conditions or prices at which 
funeral goods and services ore offered 
that price information is available over 
the phone. The state law contains a 
provision identical to this provision. 11 

Section 453.2(b)(l)(ii) of the Funeral 
Rule requires, in addition, that funeral 
providers tell persons who ask by 
telephone about the offerings or prices 
any accurate information from the 
written price lists and any other 
information which reasonably answers 
the question and which is readily 
available. State law limits this 
additional requirement to only provide 
information from the price list and any 
other information which reasonably 
answers a question about the retail 
prices of funeral goods or sen ices 
readily available for sale to the caller. 11 
Thus, unlike the Funeral Rule, the state 
law does not require funeral providers 
to answer callers' questions about theif 
offerings and only requires information 
about prices to be disclosed over the 
telephone. In staff s compliance 
guidelines for the Funeral Rule, the 
Commission's stall expressed its 
opinion that $ 453.2(b)! l)[ii) of the Rule 
requires funeral providers to answer 
questions, for example, about religious 
funerals.” It does not appear that such 
inquiries have to be answered under 
state law. Public comment is sought on 
the degree to which this distinction 
affects the level of protection afforded 
by state law. 

On the other hand, the State law 
contains a provision requiring funeral 
establishments to mail its written price 
lists to callers upon request, subject to 
certain postage and handling fees. 24 The 
Funeral Rule does not contain a similar 
provision. Public comment is sought on 
how this provision affects the level of 
protection afforded by state law. 

(b) Written Price Disclosures Prior to 
Selection of Arrangements, State law 


•'Rule 301(A). 

**td 

°50 FR 28060. 28064 (July 9.1985). The fluidetinrs 
are intended to provide assistance to industry 
members about areas in which the Commission's 
staff believed that guidance would be helpful. The 
views expressed In the guidelines are those of the 
staff only and are not binding un the Commission. 

* 4 Role 304(B) Under fhhi provision, funeral 
providers may require the consumer to pay a fee. 
not to exceed $240. before the funeral provider is 
required to mail a copy of the general price list. 
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contains a provision requiring each 
funeral director, funeral establishment, 
or embalmer to provide a casket price 
list, outside receptacle price list, and a 
general price list in the form and manner 
required by Sections 453.2(b) (2). (3). and 
(4) of the Funeral Rule.* In addition, 
state law expressly incorporates all of 
Section 453.2(b) by reference.*Finally, 
state law requires that the items that 
must be itemized under the Funeral Rule 
must be included on the general price 
list above any additional items. 27 

However several of the affirmative 
disclosures required to be included in 
these lists by various provisions of 
Section 453.3 of the Funeral Rule do not 
appear to be required by state law. 
Specifically, the following affirmative 
disclosures required by the Funeral Rule 
do not appear to be required by state 
law: 

Except in certain special cases, embalming 
is not required by law. Embalming may be 
necessary, however, if you select certain 
funeral arrangements, such as a funeral with 
viewing. If you do not want embalming, you 
usually have the right to choose an 
arrangement that does not require you to pay 
for it, such as direct cremation or immediate 
burial . n 

If you want to arrange a direct cremation, 
you can use an unfinished wood box or an 
alternative container. Alternative containers 
can be made of materials like heavy 
cardboard or composition materials (with or 
without an outside covering), or pouches of 
canvas.** 

In most areas of the country, no state or 
local law makes you buy a container to 
surround the casket in the grave. However, 
many cemeteries ask that you have such a 
container so that the grave will not sink in. 
Either a burial vault or a grave liner will 
satisfy these requirements.* 0 

The goods and services shown below are 
those we can provide to our customers. You 
may choose only the items you desire. 
(However, any funeral arrangements you 
select will include a charge for our 
services). 11 If legal or other requirements 
mean you must buy any items you did not 
specifically ask for, we will explain the 
reason In writing on the statement we 
provide describing the funeral goods and 
services you selected. 1 * 


“Rule 305(A). 

“Rule 304(B). 

•’Rule 304(A). 

"16 CFR | 453fa)(2Mii). 

*• 16 CFR 453(b)(2). 

’•leCFRiastcHi). 

11 This sentence is to be included only if the 
funeral provider elects to make the fee for the 
services of funeral direclor and itaff nondedinoble. 
as permited by 16 CFR 453.S(bM2)(i)(A). 

•* 16 CFR 453 4(b)(2)(i)(A). 


Public comment is sought regarding 
the degree to which the omission of 
these disclosures affects the level of 
protection provided by state law. 

(c) Price Disclosures at the 
Conclusion of the Discussion of Funeral 
Arrangements . With the exception of the 
two distinctions discussed below, the 
state law provisions requiring funeral 
establishments, funeral directors, or 
embalmers to give an itemized 
statement of the goods and services 
selected at the conclusion of the 
discussion of funeral arrangements are 
identical to the requirements of the 
Funeral Rule. 33 

The first distinction concerns the 
companion provisions to the disclosures 
required by § 453.4(b)(2)(i)(A) of the 
Rule that Inform consumers that they 
have the right to select only the goods 
and services they desire, except for 
those required by law or in other 
specified circumstances. 34 Section 
453.3(d)(2) of the Funeral Rule requires 
any legal, cemetery, or crematory 
requirement that the funeral provider 
represents to persons as compelling any 
purchase to be identified and briefly 
described in writing on the statement of 
goods and services selected. However, 
although state law requires any such 
requirement to be disclosed in writing, it 
does not specify the location where the 
disclosure must be made. 33 In addition, 
the state law does not contain a 
provision requiring the following 
disclosure on the written memorandum: 

Charges are only for those items to be 
used. If we are required by law to use any 
items, we will explain the reasons in writing. 

Such a disclosure is required by 
S 453.4(b)(2)(i)(B) of the Funeral Rule. 
However, this disclosure does appear on 
the model form for the statement of 
funeral goods and services selected that 
the Board appended to its Rules. 36 

The second distinction is that state 
law requires funeral providers to include 
a disclosure on the statement of funeral 
goods and services selected notifying 
consumers that except under certain 
health circumstances, state law does not 
require the purchase or use of caskets or 
containers. 37 There is no similar 
provision in the Funeral Rule. 

Public comment is sought on the 
degree to which these distinctions affect 
the level of protection afforded by this 
provision of state law. 

(d) Misrepresentations. This section 
of the notice discusses the provisions in 


11 Comport 16 CFR 453.2(b)(5) wiiji Rule 307. 
14 So* text accompanying note 33. 

11 Rule 307(c). 

•• See Appendices B and C to Exhibit M of the 
IVtlUon. 

”td. 


state law that prohibit certain 
representations. One factor should be 
considered in evaluating the relative 
levels of protection afforded by state 
law and the Funeral Rule. The format of 
the state law differs from the format of 
the provisions of the Funeral Rule. The 
Funeral Rule was drafted specifically to 
define unfair or deceptive acts or 
practices and also to describe the 
preventive requirements necessary to 
address those acts or practices. The 
state law. on the other hand, generally 
only reflects the preventive 
requirements provisions of the Funeral 
Rule. That is, state law prohibits many 
practices prohibited under the Funeral 
Rule, but unlike the Funeral Rule does 
not require in many instances a 
disclosure to consumers regarding the 
practices to remedy the effect of past 
practices. In other instances the state 
law does not define the unfair or 
deceptive act or practice, but only 
describes the necessary preventive 
requirements. Public comment is sought 
on how the difference in approach 
affects the level of protection provided 
by state law. 

(i) Embalming Provisions. Section 
453.3(a)(1) prohibits funeral providers 
from representing that state or local law 
requires that a deceased person be 
embalmed when such is not the case 
and from failing to disclose that 
embalming is not required by law except 
in certain special cases. State law 
contains identical prohibitions except 
that the state law requirements for 
embalming are also included among the 
rule provisions. 33 Thus, in the 
Commission’s view, these provisions of 
state law do not raise any material 
issues regarding the level of protection 
provided by state law. 

The state law. however, does not 
contain a written disclosure regarding 
embalming. Further, unlike the Rule the 
state does not appear to prohibit 
representations that embalming is 
required under any of the following 
circumstances: (1) When a consumer 
wishes to have a direct cremation; (2) 
when a consumer wishes to have an 
immediate burial; (3) when the remains 
are to be placed in a sealed casket; or 
(4) if refrigeration is available and the 
funeral Is without viewing or visitation 
and there is to be a closed casket. Such 
representations are specifically 
prohibited by { 453.3(a)(2)(i) of the 
Funeral Rule. Public comment is sought 
on how these omissions affect the level 
of protection afforded by state law. 

(ii) Caskets for Cremations Provisions. 
Section 453.3(b)(1) of the Funeral Rule 


11 Rule 303(A)(1). 
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prohibits representations that state or 
local law requires a casket for direct 
cremations or that a casket (other than 
an unfinished wood box) is required for 
direct cremations. State law contains an 
identical provision. 3 * However, the 
Commission requests public comment 
on to what extent the omission of a 
disclosure provision in state law similar 
to that contained in $ 453.3(b)(2) of the 
Funeral Rule affects the level of 
protection afforded by state law! 

(iii) Provisions Regarding Preservative 
and IVotective Value Claims. Section 
453.3(e)(1) of the Funeral Rule prohibits 
representations that funeral goods or 
funeral services will delay the natural 
decomposition of human remains for a 
long-term or indefinite time. The state 
law has a similar provision. 

Section 453.3(e)(2) of the Funeral Rule 
prohibits representations that funeral 
goods have protective features or will 
protect the body from gravesite 
substances when such is not the case. 
State law contains a similar provision 
except that it limits the protective 
claims to water tightness or 
airtightness. 40 Public comment i9 sought 
on the extent to which this distinction 
affects the level of protection afforded 
by this provision of state law. 

(iv) Cash Advance Provisions. Section 
453.3(f) of the Funeral Rule prohibits 
representations that the price charged 
for a cash advance item is the same as 
the cost to the funeral provider for that 
item when such is not the case, and 
requires funeral providers to disclose 
the existence of a service fee if a charge 
is made upon, or a rebate, commission 
or trade or volume discount is retained 
by a funeral provider. State law 
contains a similar provision. 41 In 
addition, state law prohibits funeral 
providers from billing for cash advance 
items unless the net amount paid for 
such items by the funeral establishment 
is the same amount billed to the 
consumer. 4 * This state law provision 
prohibiting mark-ups appears to obviate 
the need for a provision requiring 
written disclosure of the existence of a 
mark-up on the general price list. 

(e) Required Purchases—(i) Casket for 
Cremation Provisions. Section 453.4(a) 
of the Rule prohibits funerol providers 
from requiring consumers to purchase a 
casket, other than an unfinished wood 
box, for direct cremation. Funeral 
providers who arrange direct cremations 
must make an unfinished wood box or 
alternative container available for these 
arrangements. 


Rule 303(A)(3). 

••Rule 302(A)(5). 

41 Rule 303(A)(0). 

« # A R.S Section 32-1373(c). 


State law does not appear to prohibit 
funeral providers from requiring 
consumers to purchase caskets for direct 
cremation. In addition, there does not 
appear to be a provision in state law 
that requires funeral directors who 
arrange direct cremations to make an 
unfinished wood box or alternative 
container available. Rather, state law 
requires funeral directors and 
establishments to display all in-stock 
inexpensivecaskets and containers that 
are regularly offered for sale and 
prohibits displaying these items under 
less favorable conditions that other 
caskets or containers. 43 State law does 
not. however, require the funeral home 
to sell unfinished wood boxes, 
alternative containers, or even 
inexpensive caskets. Rather, under state 
law. "inexpensive caskets** are defined 
to be the three least expensive adult 
caskets held for sale by that 
establishment. 44 In issuing this provision 
of the Funeral Rule, the Commission 
noted that while casket prices vary 
substantially, even the least expensive 
casket typically carried by a funeral 
home generally costs substantially more 
than a non-casket alternative. 44 In light 
of this, public comment is sought 
regarding the level of protection 
afforded by this provision of state law. 

(ii) Other Required Purchases. Section 
453.4(b) of the Funeral Rule prohibits a 
funeral provider from requiring 
consumers to buy any unwanted goods 
or services in order to buy other 
requested goods or services. In the 
Statement of Basis and Purpose, the 
Commission noted that: 

■*[b]y bundling all of the preselected goods 
and services together, the funeral provider is 
effectively forcing the consumer to buy items 
he or she doesn't want as a condition of 
providing a necessity that only he can 
provide: Disposition of the body .... The 
evidence suggests that a significant number 
of consumers . . . are thereby required to pay 
for items they do not want or use . 44 

No analogous provision prohibiting 
such tying arrangements i9 contained in 
state law. The Commission solicits 
comments on the degree to which the 
absence of such a provision affects the 
level of protection provided by state 
law. 


"Rule 302(A)(2). In addition, the Board cites two 
other provmions regarding merchandise and service 
selection techniques that the Board believes are 
similar to f 453 4(a) of the Funeral Rule. However, 
these two provisions of state law address different 
practices than 1453.4(a)(1) of the Funeral Rule 
which prohibits the required purchase of a casket 
for direct cremation. These two state law 
provisions, therefore, are discussed in Part 11(C)(2) 
of this notice. 

•‘Rule 101 8. 

“See SBP at 42280 

“SBP at 42281. 


(f) Service Provided Without 
Approval. Section 453.5 of the Funeral 
Rule prohibits funeral providers from 
charging a fee for unauthorized 
embalming unless required by law. The 
Funeral Rule also requires a written 
disclosure informing consumers of this 
provision on the forms given to them. 
State law contains an identical 
provision. 47 

2. Provisions of Arizona Law Not 
Included in the Funeral Rule 

The state law also requires funeral 
establishments to: (1) Display their three 
least expensive caskets in the same 
general manner os their other caskets 
are displayed; 44 (2) promptly release 
human remains upon request of a family 
member or other authorized person; 4 *(3) 
not make disparaging statements 
concerning merchandise without basis 
in fact; 40 and (4) not represent or 
insinuate that a consumer's concern for 
price, as reflected in the selection of 
inexpensive arrangements, reflects a 
lack of concern for the deceased or 
family, neighbors, or friends. 41 

In addition, state law requires each 
funeral establishment to place a price 
card on each casket, container and 
outside receptacle offered for sale. 43 
Each card must be displayed in a 
conspicuous manner and must disclose 
the itemized retail price of the 
merchandise. Price cards for caskets or 
outside receptacles must also contain 
certain descriptive information specified 
by state law. 

Another feature in state law that is 
not addressed by the Funeral Rule is the 
requirement that each funeral 
establishment provide a copy of the 
consumer information pamphlet 
prepared by the Board. 43 

Finally, the state law requires funeral 
establishments to retain the price lists 
and memoranda for three years, rather 
than the one year requirement imposed 
by the Funeral Rule. 44 

The Commission seeks public 
comment on how any or all of the 
protections in the state law that are not 
addressed by the Funeral Rule affect the 
level of protection provided by the state 
law. 


“Rule 302(A)(3). 

44 Rule 302(A)(2) See SBP at 42290 n. 317. 

“Rule 302(A)(4). See SBP at 42280-90. 

“Rule 302(A)(9) See SBP at 42290 it, 319. 

4t Rule 308 
“Rule 308. 

“Rule 308. A draft of thi* brochure U contained 
in Exhibit K in the Arizona petition. 

“Rule 309. 
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D. Docs the State Administer and 
Enforce Its Laws Effectively? 

The Final element of S 453.9 of the 
Funeral Rule concerns the States 
willingness and ability to enforce its 
laws. Staffs exemption guidelines ask 
States to submit sufficient information 
to show a willingness and ability to 
enforce their laws effectively. In this 
section of the notice, the information 
regarding enforcement submitted by the 
Arizona Board in the Petition will be 
summarized. 

There are 464 individuals who are 
licensed and subject to the State low. Of 
these, 384 are licensed funeral directors 
and emba Inters while 74 have only 
embalmer* * •• ’ licenses. In addition, there 
are approximately 110 establishments 
licensed by the Board. 

t. Staffing 

The Board is comprised of seven 
persons, of whom not more than three 
may be funeral directors or embalmers. 
The Board is supported administratively 
by an Executive Director and clerical 
staff. Since 1977, the Board has used the 
investigative services of the Arizona 
Attorney General’s Office. According to 
the Petition, an experienced investigator 
from that office has been on permanent 
assignment to the Board to investigate 
consumer complaints and to conduct 
random compliance inspections of 
funeral establishments. The Board also 
receives legal services from the 
Attorney General Finally, when 
necessary, the Board is empowered to 
employ hearing officers, citizen advisory 
committees and professional and 
clerical assistance as may be required. 

2. Funding 

The Board has been appropriated the 


following budget for the past three 
years: 

Fiscal Year and Amount 

1982-63 $40,400 

1963-64 $48,800 

1984-65 $77,100 

In the Petition, the Board states that it 
received a 67% increase in funds during 
the most recent legislative session in 
order to enable it to administer and 
enforce the funeral laws and 
regulations. According to the Petition, 
the Board will likely request more than 
$100,000 to support Its activities during 
the 1985-66 fiscal year. 

The Board notes that while its budget 
is small relative to the federal 
appropriation for the FTC, the following 
factors must be considered: (1) The 
Board members are not paid and are 
only reimbursed for expenses; (2) all 
legal services and investigations are 
provided by the Attorney General and 
are funded through that agency's budget; 
(31 the Board regulates only 
approximately 110 funeral homes; and 
(4J it claims to allocate its modest fiscal 
resources efficiently. 

3. Sanctions 

Under State law, the Board is 
empowered to revoke and/or suspend 
licenses and also impose an 
administrative penalty as sanctions in 
any disciplinary action. 66 Specifically, 
the Board may suspend licenses for up 
to 90 days for first violations and up to 
180 days for a second violation. The 
funeral establishment's license may be 
revoked for three or more offenses or for 
any single offense which results in 
substantial economic or other injury. 

In addition, the Board may impose an 
administrative penalty in a disciplinary 
action for each offense in accordance 
with the following schedule: 


VloHiM 


Funeral aouttohm*r* 

1 Violation r«*j«ng m Mibelanbaf or putftc harm 

3 Vw*»Hon tf»ot*r >9 poiootial threat to pufcx hatRh. aatety Of watfere... 

4 Violation *woW*q lo proven raqurnd OmcSame* 

Other Molgeona ... .,... .. 

fljDOO lo $2,500 
$600 to $2,500 
$500 to $2,500 
$250 «o $1000 
$25010 $1,000 

$2,000 lo $6,000. 
$1,000 10 $5,000 
$1,000 lo $5,000 
$500 10 $2,500 
$600 10 $2,500 



Remedies under the State law should 
be compared with remedies under the 
Funeral Rule. Under section 5(m)(l)(A] 
of the Federal Trade Commission Act. 
the Commission may seek civil penalties 
in a United States District Court against 
any funeral provider found in violation 
of the Funeral Rule. The penalty 
assessed may be up to ten thousand 
dollars for each violation. Moreover, the 
Commission, pursuant to section 13(b) of 
the Federal Trade Commission Act, may 


seek preliminary or permanent 
injunctions in a United States District 
Court for violations of the Funeral Rule. 

4. Private Rights of Action 

In addition to the State laws 
administered by the Board, the Arizona 
Consumer Frauds Act has been 
interpreted by State courts to authorize 
individual consumers to bring private 


•* Rule 124. 


lawsuits for deceptive practices 
concerning the sale of funeral goods or 
services. 6 ® 

5. Enforcement Procedures 

State (aw requires the Board to 
investigate violations in accordance 
with procedures established by the 
Board. 67 Moreover, State law does 
authorize disciplinary proceedings. 6 • All 
complaints, investigative reports, 
documents, exhibits, and other materials 
relating to an investigation remain 
confidential until the matter is closed, a 
hearing notice is issued, or until the 
matter is settled by a consent order. The 
licensee subject to the complaint will be 
notified of the name of the complainant 
w ithin 30 days after the initiation of an 
investigation. The name of the 
complainant and general nature of the 
complaint may be released to the public 
by the Board after notification to the 
licensee. 

In addition, State law allows the 
Board to appoint a citizen advisory 
committee concerning enforcement 
matters, 66 The committee is to be 
comprised of four funeral directors, four 
lay members, and one representative of 
State or local government. Its function is 
to review and evaluate investigative 
files referred to it by the Board, hold 
voluntary informal interviews, and make 
advisory recommendations to the Board. 
The Board, in its sole discretion, may 
accept, reject, or modify the committee's 
advisory recommendations. No mention 
of the committee's composition or 
activities is made in the Petition. Several 
news articles appended to the Petition 
discuss litigation brought by the Arizona 
Funeral Directors Association in 
opposition to the original promulgation 
of this provision of State law. 60 

6. History of Enforcement 

During the five year period ending 
April 30,1984, the Board conducted 115 
investigations in response to 
information received about violations of 
State law. During the same period, the 
Board also completed 94 compliance 
inspections, usually conducted at 
random, to determine whether funeral 
homes were following Arizona price 
disclosure requirements. The 
compliance inspection also included 
consumer surveys to determine the level 
of consumer satisfaction. 


11 SeHmger v. Freeway Mobile Hotne Sate*, 110 
Afir. 573. 

• T Rule Ul. 

•• Rule 122. 

•• Rule 100. 

•• See article* appended to end ol original 
Petition. 
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As a result of these activities, during 
that period the Board initiated eleven 
enforcement actions resulting in the 
imposition of $8,400 in civil penalties 
and $8,267 in restitution payments to 
consumers. The average civil penalty 
was $1,400 and the highest civil penalty 
imposed was $2,500. The average 
consumer restitution payment was 
approximately $700 and the highest 
individual payment was $2,500. Eight of 
the Board's enforcement actions 
occurred during the two year period 
ending April 30.1984, resulting in an 
aggregate of $10,863 in civil penalties 
and consumer payments and oe 
revocation action. According to the 
Petition, the majority of the Board’s 
enforcement actions concerned 
deceptive practices, embalming without 
permission, or failure to provide price 
disclosures. However, the Petition does 
not contain a detailed breakdown of this 
information. 

The Board also offers its opinion that 
the adoption of price disclosure and 
deceptive practices rules in June, 1981 
has resulted in a higher level of 
compliance with State laws. The Board 
attributes this to the communication of 
definitive standards, the perception that 
the State laws would be vigorously 
enforced, and greater consumer 
awareness of State funeral laws. 

Finally, the Board points to following 
level of consumer complaints as 
evidence of improving compliance 
levels: 

Fiscal Year and Number of Complaints 

1979- 80—48 

1980- 81—37 

1981- 82—undisclosed 

1982- 83—30 

1983- 84—20 

The Commission seeks public 
comment on whether the Petition 
demonstrates that Arizona has 
demonstrated that it has enforced and 
administered its State law effectively. 

List of Subjects in 16 CFR Part 453 

Funerals. Trade practices. 

By direction of the Commission. 

Kmily H- Rock. 

Secretary. 

|FR Doc. 85-26402 Filed 11-5-85: 8:45 am) 

BILLING COOl * *750-01-41 


16 CFR Part 453 

Trade Regulation Rule; Funeral 
Industry Practices 

agency: Federal Trade Commission. 


action: Request for public comment on 
petition by State of Texas for Statewide 
exemption from Trade Regulation Rule. 

summary: The Federal Trade 
Commission seeks public comment on 
the request by the State of Texas for 
exemption from the trade regulation rule 
concerning funeral industry practices. 10 
CFR Part 453. To facilitate public 
consideration and comment, the 
Commission has summarized the 
information in the Texas petition. In 
addition* the Commission has outlined 
the exemption process it intends to 
follow. Moreover, the Commission 
invites public comment on the petition 
generally and on certain questions 
specifically. 

date: Public comment will be accepted 
until January 6.1986. 

address: Comments should be 
captioned: 'Texas Petition for Statewide 
Exemption from the Funeral Rule,” FTC 
File No. 215-46, and should be submitted 
to the Office of the Secretary. Room 136. 
Federal Trade Commission. 

Washington. DC 20580. 

FOR FURTHER INFORMATION CONTACT: 
Copies of the petition can be obtained 
from the Public Reference Room, Room 
130, Federal Trade Commission. 6th & 
Pennsylvania Ave.. NW., Washington. 
DC 20580, (202) 523-3598. Inquiries about 
this notice can be addressed to: Raouf 
M. Abdullah, 202/376-2891 or Lewis 
Rose. 202/376-2863; Attorneys. Division 
of Enforcement. Bureau of Consumer 
Protection, Federal Trade Commission, 
Washington. DC 20580. 

SUPPLEMENTARY INFORMATION: 

I. Introduction 

On February 21.1984, the Texas State 
Board of Morticians 1 (hereinafter ”the 
Board”) filed a petition for Statewide 
exemption pursuant to $ 453.9 of the 
Funeral Rule* The Board supplemented 
the petition by filings dated July 11, 
1984.* August 22,1984. 4 October 5. 


1 The petition wai filed by the Texas Slate Board 
of Morticians which, according to the Texas 
attorney general, is the State agency charged with 
primary regulation of the funeral industry. 

1 The Texas petition hat been placed on the 
public record and is identified as Document XXI11-2 
in FTC File No. 215-46, 

» This document contains propo*ed rules 
recommended to the Board by its legal counsel It is 
identified In FTC File No. 215-46 as Document No. 
XXI1I-3. 

• This document contains a statement from the 
attorney general's office concerning the powers of 
the Board to regulate the funeral industry in Texas. 
It is identified in FTC File No. 215-46 as Document 
No. XXIII-4. 


1984, 5 December 14,1984.* December 21, 
1984, 7 and February 28.1985. 8 

Section 453.9 of the Funeral Rule 
states: 

If, upon application to the Commission 
by an appropriate state agency, the 
Commission determines that: 

(a) There is a state requirement in 
effect which applies to any transaction 
to which this rule applies: and 

(b) That state requirement affords an 
overall level of protection to consumers 
which is as great as. or greater than, the 
protection afforded by this rule; 

then the Commission’s rule will not be 
in effect in that state to the extent 
specified by the Commission in its 
determination for as long as the state 
administers and enforces effectively the 
state requirement. 

The purpose of 5 453.9 of the Funeral 
Rule is to encourage federahstate 
cooperation by permitting appropriate 
state agencies to enforce their own state 
laws that are equal to or more stringent 
than the Funeral Rule. 9 In addition, 
section 19(a) of the FTC Improvements 
Act of 1980 required the Commission to 
include an exemption procedure in the 
Funeral Rule. 10 

In the Statement of Basis and Purpose, 
the Commission stated that among the 
factors that will be considered in the 
evaluation of petitions for statewide 
exemption filed pursuant to § 453.9 of 
the Rule are: (1) The existence of any 
private rights of actions for an aggrieved 
consumer (2) the scope and format of 
required disclosures to funeral 
consumers; and (3) the means available 
to the state to effectively administer and 
enforce its law. 11 

The effect of a grant of exemption by 
the Commission to a state is that the 
Funeral Rule will no longer be in effect 
in that state so long as the state 
administers and enforces effectively its 
law. 13 The Commission has stated it 


• Th»» document contain* recently adopted rule* 
promulgated by the Board. It i» identified In FTC 
File No. 215-46 ai Document XXII1-5. 

• Thi* document contain* a *umm*ry of recent 
enforcement activity by the Board. It ta identified in 
FTC File No 215-46 a* Document XXIU-6 

T Thi* document contain* a *ummary of recent 
enforcement activity by the Board. It is identified In 
FTC Flic No- 215-46 a* Document XXIII-7. 

■ This document contain* a letter from the 
Board** executive director in which he explain* how 
and when the Board recently amended it* rule* and 
regulation*. In addition, it contain* copies of the 
Texas Register in which the above mentioned 
amendment* were published. The above document 
is identified in FTC File No. 215-46 a* Document 
XXJII-13. 

•Statement of Basis and Purpose [hereinafter 
cited as “SBp-J. 47 FR 42260.422B7 (Sept. 24.1962). 

‘•Pub. L No. 96-252 19(d). 15 U.S.C 57(a) note 13. 

u Supra note 0. 

"SBPat 42267. 
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intends to determine the appropriate 
relationship between the Funeral Rule 
end the state law on a case*by-case 
basis in the context of an exemption 
proceeding conducted pursuant to $ 1.16 
of the Commission’s Rules of Practice. 13 

Because Section 1.16 of the 
Commission’s Rules of Practice does not 
apply solely to petitions for statewide 
exemption from trade regulation rules, 
the Bureau of Consumer Protection 
published exemption guidelines to assist 
states desiring to petition for an 
exemption. 14 Although these staff 
guidelines were not formally approved 
or adopted by the Commission, they 
represent the views of the Bureau of 
Consumer Protection. 'The staff 
exemption guidelines explain the 
procedures that staff will follow in 
handling requests for statewide 
exemptions from the Commission's 
Funeral Rule and explain procedures 
that staff will recommend that the 
Commission follow in granting or 
denying such exemptions. 

Specifically, the guidelines explain: (1) 
What materials states should submit as 
part of a complete exemption 
application; (2) what procedures arc 
required by current Commission rules 
for considering exemption appliations; 
and (3) what specific procedures staff 
will recommend that the Commission 
use in granting, denying and revoking 
exemptions under the Funeral Rule. 

The exemption guidelines also stale 
that additional procedures for public 
participation may be scheduled if 
necessary for a full and fair presentation 
of significant factual issues, such as 
where cross-examination is necessary. u 
A determination as to whether such 
procedures will be necessary has not 
been made at this time. The guidelines 
list information that should be contained 
in any such request. Any request should 
be sent to the Office of the Secretary. 

In stafTs state exemption guidelines, 
staff suggested a complete application 
be comprised of the following 
information: (1) A copy of all relevant 
state statutes, rules, regulations and 
court cases; (2) a statement comparing 
the state law with the Funeral Rule, on a 
provision by provision basis, which 
explains how the state law applies to 
the same transactions as the Funeral 
Rule and how the state law affords an 
overall level of protection to consumers 
that is equal to or greater than the 


'•id 

,4 50FR 12521 (Mur. 29.1985) 

"The guideline* specifically atete the! insofar w 
the guideline* dtseus* the procedure* which staff 
intend* to recommend, the Commission remain* 
free to adopt different procedure* 

'•Supra note 13 at 12525-2a 


protection afforded by the Funeral Rule; 
(3) sufficient information to demonstrate 
the state's willingness and ability to 
effectively administer and enforce its 
law; and (4) n statement from the state’s 
attorney general that the state law 
provides adequate authority to support 
the rules, regulations, conclusions, 
interpretations, policies and procedures 
described in the statement submitted in 
the application for the statewide 
exemption from the Funeral Rule. 17 

The staff exemption guidelines state 
that once a complete application for 
statewide exemption has been received, 
staff will recommend that the material 
be placed on the public record, publish a 
notice in the Federal Register and allow 
a period of time for interested persons to 
submit written comments. 

To facilitate public comment on the 
facts and issues presented in the 
petition, the differences and similarities 
between the FTC Rule and Slate Law 
have been summarized below. 

II. The Texas Petition 

A. Background 

As noted above, the Texas petition 
was originally filed on February 21, 

1984. The submitted material indicated 
that the statement from the attorney 
general represented that the Texas State 
Board of Morticians is the primary 
agency responsible for enforcement of 
the state laws, rules and regulations for 
the funeral industry and. therefore, is 
the appropriate state agency to request 
an exemption. 1 " On April 9,1984. staff 
wrote to the Board and requested 
information from the attorney general 
regarding the support in the state law for 
the Board’s rules, regulations, 
conclusions, interpretations, policies 
and procedures as described in the 
petition. 1 • 

On July 11.1984, the Board notified 
staff by letter that the assistant attorney 
general who serves as the Board's legal 
counsel had reviewed the petition and 
had recommended that the Board amend 
its rules and regulations. In addition, the 
Board included a copy of the rules and 
regulations that its legal counsel had 
recommended the Board adopt.* 0 

On August 22.1964. the Board 
responded to staff's request of April 9, 
1984, for a statement from the attorney 
general.* 1 In that letter, the Board 


>v Supra note 13 at 12522-23. 

19 Supra note 2. at Criterion Seven. 

»• Document No XXIV-6. in FTC Fite No 215-40. 
*• Supra nole 3. 

•• Supra note 4. 


requested staff to consider its 
application complete. However, staff 
informed the Board, by letter dated 
September 19.1984. that because the 
proposed amendments to the state’s 
funeral rules and regulations had not 
been officially adopted, staff would hold 
the petition in abeyance until the Bonn! 
officially adopted the proposed 
amendments to its rules and 
regulations.** 

On October 10.1984. staff received 
copies of the newly adopted portions of 
the Board's rules and regulations.** 
However, as explained in more detail in 
Part II. C. 6 of this notice, staff then 
requested additional information from 
the Board concerning recent allegations 
about enforcement of the state law. On 
November 1.1984. staff was notified that 
this information was not available. Staff 
requested, as an alternative, that the 
Board provide a summary of the cases 
the Board had investigated in the year 
since the petition was initially filed.* 4 
The executive director of the Board 
agreed to provide the information. This 
information was received on December 
28.1984.** The final submission, official 
copies of the newly amended rules and 
regulations, was received by staff on 
March 4,1985.** 

The remainder of this notice 
summarizes and analyzes the Texas 
petition with respect to the 
Commission’s criteria for statewide 
exemption from trade regulation rules. 

B. Does the State Law Apply to 
Transactions to Which the Fnnerol Rule 
Applies? 

The state law regulating funeral 
practices was enacted by the state 
legislature and is known os the State 
Mortuary Laws.* 7 In addition, pursuant 


** This IdteT i» listed in FTC File No. 215-40 4* 
Document No X XlV-13. Tht* step was t«V»m to 
cruurr Out the Commit*ion * resource* would not 
he expended to anotyne a state law that had not 
been adopted and was ctill subject to further 
modification. Thr Rule dearly require* the 
applicable slate law to be in effect when an 
exemption i* granted. Although the Rule doe* not 
specify that the state law mutt bo in effect when an 
exemption proceeding i* Initiated, an exemption 
proceeding should not be inflated if the state law * 
not in final form or u subject io further 
modification 

M Supra note 5. 

M These cases are relevant lo the Board’* 
administration and enforcement of the stale law 
because the greater part ul the mortuary laws upon 
which the petition Is bated took rffect ScptemU’* ' 
1WD. October 5.1964. or February 7.1985—after tte’ 
initial petition we* submitted 

••Supra note7. 

*• Supra note ft 

^Tex Rev. Or St at art. 4U2b. 
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to the Texas Administrative Procedure 
the Texas Register Act. the Board 
promulgated rules and regulations 
supplementing the requirements 
contained in the State Mortuary Laws. 7 * 
Thus, both the state statutes and the 
Board's administrative code must be 
consulted to determine how Texas 
regulates at-need funeral practices. 

1. Is the Coverage of the State Law the 
Same as the Funeral Rule? 

With the exception of $ 453.4(a). the 
Funeral Rule applies solely to the acts 
and practices of funeral providers.* 
Section 453.1(i) of the Funeral Rule 
defines a funeral provider as: 

. . . any person, partnership or corporation 
that sells or offers to sail funeral goods and 
funeral serv ices to the public. 

Section 453.1(c) of the Funeral Rule 
defines funeral goods as: 

... the goods which are sold or offered for 
sale directly to the public for use tn 
connection with funeral services. 

Funeral services are defined in 
Section 453.1(h) of the Funeral Rule as: 

. . . any services which may be used to care 
for and prepare deceased human bodies for 
burial, cremation or other final disposition: 
and arrange, supervise or conduct the funeral 
ceremony or tha final disposition of deceased 
human bodies. 

Thus, in order to be covered by the 
Commission’s Rule and, therefore, 
obliged to comply with its provisions, 
funeral providers must: 

(1) Sell or offer to sell funeral goods: 

(2) Sell or offer to sell services to care 
for and prepare the deceased remains 
for final disposition: and 

(3) Provide services to arrange, 
supervise or conduct the final 
disposition. 

The Texas law underlying the petition 
applies in some instances to "funeral 
directors" and in others to "funeral 
providers.’* Funeral directors are defined 

as: 

(1). . . a person who for compensation 
engages in or conducts, or who holds himself 
out as being engaged, for compensation, in 
preparing, other than by embalming, for the 
burial or disposition of dead human bodies, 
and maintaining or operating a funeral 
establishment for the preparation and 
imposition, or for the care of dead human 
bodies. 


- n Far example, bo4h the statutory tow and Lha 
code prescribe information that funeral provider* 
must include on the retail price list. See Tea. Rev, 
Civ. Slat. art. 4582b 1.& 22 Texas Administrative 
Code (hereinafter died as TAC) section 203.9. The 
Commission refers to the various Texas mortuary 
laws, rales and regulation* at the *'»tate taw” and 
clarifies the source, when appropriate, by footnote 

**Section 453-4fa) applies to cremator*** 

r-Kurd less of whether or not they meet the 
• iefinition of “funeral provider “ 


(2) A person wbo acta as a funeral director 
without holding a funeral director license 
violates this Act This subdivision does not 
apply to a registered apprentice who works 
under the supervision of a licensed funeral 
director. A person who is engaged in the 
business of funeral directing or who holds 
himself or herself out to the public as s 
funeral director shall be a licensed funeral 
director.* 

Under state law. "funeral providers" 
are: 

. . . any person, partnership or corporation 
that sells or offers to setl funeral goods and 
funeral services to the public. 41 
However, the state law does not define 
funeral goods.* 5 Rather, it defines 
"funeral merchandise" as: 

. . . merchandise sold primarily for use tn 
funeral ceremonies, for embalming or for the 
core and preparation of deceased human 
bodies for burial, cremation or other 
disposition.* 4 

The State law defines "funeral 

service" as: 

. . . services performed incident to funeral 
ceremonies or for the care and preparation of 
deceased human bodies for burial cremation 

or other disposition and includes 
embalming 44 • 

Thus, unlike the Funeral Rule, under 
state law the term "funeral provider" is 
not limited to those persons who 
"arrange, supervise or conduct the 
funeral ceremony or the final disposition 
of deceased human bodies." in addition 
to selling or offering funeral goods and 
services. Thus, the state law may be 
broader in scope and coverage than the 
Commission's Rule. However, under the 
state law only funeral directors are 
required to comply with the following 
provisions: Telephone Price 
Disclosure; 14 Prescntation of a Retail 
Price List 34 and Presentation of the 
Written Memorandum. 31 In addition, 
while ( 203.11 of the Texas 
Administrative Code (hereinafter called 
the TAC) states that funeral providers 
must not engage in any of the unfair or 
deceptive acts or practices defined in 
that section of the TAC only licensed 
funeral directors are required to comply 
with the preventative requirements set 
forth in that section. 

The Commission requests public 
comment on to what extent, if any. the 


"Tex. Rev. Civ. Slat srV 4402b section I A 

41 22 TAC 20X1. 

"Terras of art from the Funeral Rule which are 
used in the state law without a definition Include! 
“alternative container/ Tuners! poods." “outer 
burial container. • "unfinished wood box/* "service* 
of funeral director and staff' and "statement of 
services selected.” 

“Tex Rev. Civ Stat art 4SS2b section I N. 

" M section \ JS 

"22 TAC 20X8 

"Tex Rev, Civ. Slat urL 4582b section 3.11(221 

” Id section 3.H(23) 


use of both terms, "funeral provider" 
and "funeral director" alternately, in 
various provisions of the state law 
affects the state law's coverage, and the 
amount of protection afforded to 
consumers. 

A second, and related issue is that the 
state law specifically appears to limit 
the obligation to comply with the above 
mentioned provisions to licensees. In 
contrast, the obligation to comply with 
the Commissi on's Rule is not limited to 
licensees. Thus, it is not clear whether, 
under state law. third-party sellers of 
funeral goods and service who are not 
licensees would be required to present 
the "retail price list" or the "written 
memorandum." provide price 
information over the telephone to 
persons who wish to make funeral 
arrangements, or comply with the 
preventative requirements in § 203.11 of 
the TAC. 

For an example of the situation 
described above, the Commission notes 
that according to the executive director 
of the Board and the equal counsel to 
the Board, sellers of prepaid or 
prearranged funeral contracts do not 
have to be licensees, nor must they 
necessarily work for licensed funeral 
establishments. Thus, because the state 
law applies only to licensees, they do 
not. it appears, have to comply with the 
state law. 3 * 

Prepaid or prearranged funeral 
contracts are regulated by the Texas 
Banking Department. 30 The Banking 
Department does not have a 
requirement comparable to either the 
Funeral Rule or the state law. Thus, it 
appears an entire category of funeral 
transactions (prepaid or prearranged 
funeral contracts) is not regulated by the 
Board. The executive director stated 
that if an unlicensed seller of prepaid or 
prearranged funeral items is an agent for 
a licensed funeral establishment, the 
funeral establishment may possibly be 
liable for violations of the state law 
committed by the unlicensed seller of 
prepaid or prearranged funeral 
contracts. 40 

The Commission seeks public 
comment on how the exemption form 
coverage of the state law for unlicensed 
funeral providers and sellers of prepaid 
or prearranged funeral goods and 
services affects the scope of the state 
law and its level of protection. 


"Telephone discussion between executive 
director and staff December 12.1984, and meeting 
between staff and counsel to the Board held 
December 28. 19S4 Memoranda of both discussions 
are identified in FTC File No. 215-40 respectively us 
XXUMand XXU1-* 

" Tax. Rev. Civ. StoL art. S44tix 
-See 22 TAC section 203 3(b). 
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2. Definition Issues 

a Identical Provisions in Both Laws. 
The following definitions are identical in 
both the Funeral Rule and the state law: 
cash advance items, 41 casket, 41 
cremation °and direct cremation. 44 As 
such, they do not raise material issues 
regarding whether or not the 
Commission should grant an exemption 
to Texas. 

b. Dissimilar Definitions in Both 
Bodies of Law. i. Alternative Container. 
Section 453.1(b) of the Funeral Rule 
defines an alternative container as: 

♦ . . a non-metal receptacle or enclosure, 
without ornamentation or a fixed interior 
lining, which is designed for the encasement 
of human remains and which Is made of 
cardboard, pressed-wood. composition 
materials (with or without an outside 
covering) or pouches of canvas or other 
materials. 

By defining alternative container 
specifically, the Funeral Rule clarifies 
the consumer's right to use non-metal 
arid non-wood containers Q9 a substitute 
for a traditional casket when purchasing 
a direct cremation. 

The state law has a corresponding 
term and definition called "suitable 
container," which is defined as: 

... a container other than a casket that can 
be used to hold am! transport a deceased 
human body. 4 * * 

Unlike the state law, the Funeral Rule 
gives specific examples of the types of 
products which may be used as 
alternative containers. Moreover, the 
Funeral Rule details the types of 
material used in alternative containers. 
The state law does not. 

The Commission requests public 
comment regarding whether the state 
law definition of suitable container 
limits or broadens the type of container 
that can be used for direct cremation 
under the state law and the effect this 
has on the level of protection provided 
by state law. 

ii. Crematory. Section 453.1(g) of the 
Funeral Rule defines a crematory as: 

. *.. any person, partnership or corporation 
that performs cremation and sells funeral 
goods. 

The state law defines crematory as: 

. . , any person, partnership, or corporation 
that performs cremation. 4 * 


41 Compare IS CFK 453.1(c) with 21 TAC f mi. 
** Compare 16 CFR 463.1(d) with 22 TAC ft 203.1. 
M Compare 16 CFR 4611(0 22 TAC f 203.1. 

“Contpam 16 CFR 453.1(h) with 22 TAC § 203.1. 
44 22TAC section 203 IfQ) 

• 4 Id section 203.1. 
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The state law definition of crematory 
appears to be broader than the Funeral 
Rule definition because crematories 
need not sell funeral goods under the 
state law definition. The Commission is 
aware that some crematories do not sell 
feneral goods and therefore would not 
fall within the Funeral Rule's coverage. 

Public comment is sought on whether 
the difference in the state law definition 
affects the level of protection provided 
by the state law. 

iii. Outer Burial Container. Section 
453.1(m) of the Funeral Rule defines 
outer burial containers as: 

. . . any container which is designed for 
placement in the grave around the casket 
including but not limited to, containers 
commonly known as burial vaults, grave 
boxes, and grave liners. 

The state law uses the term "outer 
enclosure" to designate the same type of 
container. It is defined as: 

. . . on enclosure or container placed in the 
grave above or around the casket and 
includes burial vaulls. grave boxes, and grave 

liners. 41 

Although the state law definition is 
not identical to the Funeral Rule, it 
appears to be the practical equivalent of 
the Funeral Rule. Thus, the Commission 
believes it does not raise a material 
issue concerning the comparative level 
of protection. 

tv. Person. Section 453.1(a) of the 
Funeral Rule defines a person as: 

any individual, partnership, corporation, 
association, government or governmental 
subdivision or agency, or other entity. 

By defining "person" in the Funeral 
Rule the Commission clearly stated that 
partnerships, corporations, associations, 
governments and governmental 
subdivisions are persons entitled to the 
protection of the Funeral Rule. The state 
law does not define "person." Instead, 
the state law uses the term "prospective 
customer." Under state law, a 
prospective customer is defined as a 
consumer who enters a funeral 
establishment and inquires about the 
price of any funeral service or 
merchandise. 4- Thus, for example, it is 
not clear whether the state law applies 
when entities such a9 memorial 
societies, trade associations, unions or 
governmental agencies make funeral 
arrangements for their members. 

The Commission solicits public 
comment on whether the differences 
between the terms "person" and 
"prospective customer" affect the class 
of parties to which the state law applies 


41 Tex. Rev. Civ. Stat art 4582b auction IP. 
44 Id. section l.V, 


and the level of protection provided to 
consumers by the state law. 

v. Sendees of Funeral Director and 
Staff Section 453.1(o) of the Funeral 
Rule defines this item as: 

. . . the services, not included in prices of 
other categories in Section 453~2(bH4) which 
may be furnished by a funeral provider in 
arranging and supervising a funeral, such ns 
conducting the arrangements conference, 
planning the funeral, obtaining necessary 
permits and placing obituary notices. 

This definition clarifies that funeral 
providers may not include separately 
itemized goods and services, such as 
embalming, in the non-dedinable item 
captioned "services of funeral director 
and staff" Thus, this definition is 
designed to enhance the consumer's 
right to decline unwanted items by 
preventing an improper "loading" of 
declinable items into the fees for 
professional services. 4- 

The state law does not provide a 
definition of "services of funeral director 
and staff," although it permits funeral 
providers to make this service non- 
declinable.* Without the benefit of a 
definition, funeral providers may be 
uncertain about which funeral services 
are included in this item and are, 
thereby, non-declinable. It is 
conceivable that funeral providers can 
add goods and services to "services of 
funeral director and staff without 
violating the state law. 

The Commission requests public 
comment on to what extent the absence 
of a definition of services of funeral 
director and staff affects the level of 
protection provided by the state law. 

vi. Unfinished Wood Box. Section 
453.1(d) of the Funeral Rule defines this 
item as: 

• . . an unomamenfed casket made of wood 
which does not have a fixed interior lining. 

The Commission provided a definition 
of an unfinished wood box to clarify the 
consumer's right to use an alternative to 
a traditional casket when choosing a 
direct cremation. State law does not 
include a definition of an unfinished 
wood box. 

Public comment is sought on to what 
extent the obsence of a definition in the 
state law affects the level of protection 
provided by the state law. 

C. Does the State Low Provide a Level 
of Protection as Great as or Greater 
Than the Level of Protection Provided 
by the Funeral Buie? 

In this section of the notice, the 
Commission has compared the relevant 


M Srr SOP al 42285. 
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state law with the Funeral Rule on a 
provision by provision basis. Where 
appropriate, the Commission has noted 
similarities and distinctions between the 
Funeral Rule and the state law. In 
addition, the Commission has identified 
a number of questions for the public's 
consideration and comment. 

Several provisions in the state law are 
identical to the Funeral Rule. These 
provisions concern telephone price 
disclosures. 41 required purchases of 
funeral goods and services. 4 * services 
provided without prior approval. 14 
misrepresentations 44 and 
comprehension of disclosures Since 
the provisions are identical to the 
Funeral Rule, they do not raise any 
significant issues regarding the level of 
protection provided by the stale law. 

1, Provisions that are Similar to 
l^ovisions In the Commission’s Rule 

Several provisions of the state law are 
similar (although not identical) to 
provisions of the Commission’s Funeral 
Rule. For example, the state law 
* unUiiii* a series of prov isions 
concerning required written pnee 
disclosures. Under the state law funeral 
directors are required to present to 
prospective customers o "retail price 
list” that disclose* the retail prices of 
the funeral goods and services offered 
for sale, including caskets and outer 
burial containers. The Funeral Rule 
permits funeral providers to devise three 
price lists—a general price list, a casket 
price list and an outer burial container 
price list. The Rule ulsu permits funeral 
providers to combine all of the 
information from the three price lists on 
fhe general price lists. 

Where three price lists are used, the 
Funeral Rule regulates the timing of the 
presentation of each list. If only one list 
is used. 5 453.2(b)(4) of the Rule requires 
funeral providers to give the general 
price list to all persons (for their 
retention) who inquire in person about 
funeral arrangements or about the prices 
of funeral goods and services, prior to 
am arrangements discussion*.* 4 

Under Texas law. any person who 
arranges for Tuneral services or 
merchandise musL 

(a) Inform a customer or prospectiv e 
customer of the availability of a retail 
price list; 


Cam/wrr ifi CM 45J.4BJJ1J *tt/r ZL TAC 
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• Omparv TB CFR 453? wrUfcTAC ft 201115. 
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(b) Provide a retail price list to the 
customer or prospective customer for 
that person to keep; and 

(c) Explain to the customer or 
prospective customer that a contractual 
agreement for funeral services or 
merchandise may not be entered into 
before the presentation of the retail 
price list to that person . %1 

The state law does not require funeral 
providers to give the retail price list 
upon beginning discussion of either 
funeral arrangements or of the selection 
of any funeral goods and services, 
including caskets and outer burial 
containers. It appears that under state 
law. the presentation of the price lists 
could occur ut a later point in time than 
under the Commission s Rule. 

Public comment is requested on to 
what extent this timing distinction 
affects the level of protection provided 
by the state taw. 

(a) }*rtce Disclosures for Caskets and 
Alternative Containers . Section 
453.2(b)(2) of the Funeral Rule requires 
funeral providers to give to persons who 
inquire in person about caskets or 
alternative containers a printed or typed 
price list that contains at least the retail 
prices of caskets and alternative 
containers offered that do not require 
special ordering and enough information 
to identify each container. In addition, 
the casket price list must disclose the 
name and address of the funeral 
provider and have nn effective date. 

The state law requires funeral 
providers to give prospective customers 
a document called a retail price list 
containing, in addition to other 
information, an itemized list of all 
caskets the funeral prov ider offers along 
with individual prices of each casket. 4 * 

There are several differences tietween 
the state law and the Funeral Rule. For 
example, the state law does not include 
a specific requirement that the prices of 
alternative containers (or suitable 
containers) be placed on the retail price 
list. 4v Moreover, unlike the Funeral 
Rule, the stale law does not require 
funeral providers to provide 
descriptions of caskets and alternative 
containers. In addition, the state law 
does not require funeral providers to 
give the retail price list to any person 
who inquiries in person concerning 


4, TrX Ret. Ov.Slat. art 4582b tertian 3.14(22* 

«• To- Rev Cnr.Slnl. art 4aS2b section 1.5. 
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nol appear to cover alternative ouotainrra because 
by virtue of the state law definiUuo. alternative 
container* are funeral merchandise not funrrsl 
service. Stv Tex. Rev. Civ. Stat. art 4582b sections 
I N lO.AI W) 


caskets. Instead, the state Jaw requires 
funeral providers to give the retail price 
list to customers or "prospective 
customers." which under the state taw is 
a consumer who enters a funeral 
establishment and inquires about the 
price of any funeral service or 
merchandise (emphasis added).* 0 Thus, 
for example, if a person inquiries about 
caskets but does not ask about the 
prices of caskets, the funeral provider 
would not be obliged to give the person 
a retail price list under the state law; 
whereas, under the Funeral Rule, the 
funeral provider would have to give the 
person a casket price list upon beginning 
a discussion of caskets, though price 
was nol discussed. 

The Commission requests public 
comment regarding the degree to which 
these differences affect the level of 
protection provided by the state law. 

(b) Price Disclosures for Outer Burial 
Containers . Section 4S32(bj(3] of the 
Funeral Rule requires funeral providers 
to give persons who inquire in person 
about outer burial container offerings or 
prices an itemized price list which 
contains at least the retail prices of all 
outer burial containers, and enough 
descriptive information to identify each 
container, in addition. 5 453.2(cH2) of 
the Funeral Rule requires a disclosure 
on the outer burial container price list 
stating; 

In most area* of the country, no *tate or 
local (aw make* you lmy a container to 
surround the casket in the grave. However, 
many cemetenes ask that you have such a 
container so that the grave will not sink in. 
Either a burial vault or a grave liner will 
satisfy these requirements. 

The state law is substantially similar 
to the Funeral Rule, except that it does 
not require the pricelist to include a 
description of the items offered,* 1 

The Commission solicits comment on 
to what extent the absence of this 
information affects the level of 
protection provided by Texas state law. 

(c) Price Disclosures for Funeral 
Goods and Services. Section 4532(b)(4) 
of the Funeral Rule requires funeral 
providers to develop a printed or typed 
price list that discloses the prices for 
seventeen specifically listed funeral 
goods and services and any other goods 
and services that the funeral provider 
wishes to list. The price list also 
contains several disclosures regarding 
legal and other requirements. 


•• Tex. Rev. Civ. Stsi art. 4582b **ction l.V. 

•* The TAC define* the lenn "outer enclosure* o 
(he container placed m a grave above or around the 
casket. However, the state law doe* not define (be 
term “outer hurts! container? although It use* It In 
section 203.11(c) of the TAC 













46276 


Federal Register / Vol. 50. No. 215 / Wednesday, November 6, 1985 / Proposed Rules 


The retail price list required by the 
state law requires the prices to be 
disclosed for all of the items enumerated 
in the Funeral Rule except: (1) Other 
preparation of the body; (2) other use of 
facilities; (3) professional services of 
funeral director and staff: and (4) 
additional automotive equipment. 
However, the state law requires “other 
itemized services provided by the 
funeral establishment stafF* to be listed 
on the retail price list 

The Commission seeks public 
comment on whether this general 
category requires the disclosure of items 
(11—-(4) above which are not otherwise 
specifically required to be disclosed, 
and if not, whether and to what extent 
this distinction affects the level of 
protection afforded by state law. 

(d) Price Disclosures at the 
Conclusion of the Discussion of 
Arrangements. Section 453.2(b)(5) of the 
Funeral Rule requires funeral providers 
to give persons who select cither funeral 
goods or funeral services (or both) a 
document combining in one place the 
prices of the individual items the person 
is considering for purchase, as well as 
their total price. The Rule requires 
funeral providers to give consumers this 
document directly at the conclusion of 
the conference at which the items are 
selected. Texas provides for a similar 
document which is captioned "written 
memorandum." et However, the state 
law is silent on w r hen the written 
memorandum must be given to 
consumers. 

Public comment is solicited on how 
this lack of a timing component affects 
the level of protection provided by the 
state law. 

2. Provisions of Texas Law Not Included 
in Funeral Rule 

The state law requires funeral 
establishments to: (1) Display their three 
least expensive caskets in the same 
general manner ns their other caskets 
are displayed; (2) disclose that their 
three.least expensive caskets are 
available in different colors and arrange 
to obtain caskets in these colors upon 
the customer s request, if the caskets 
can be obtained within twelve hours; (3) 
not suggest that a customer’s concern 
for price reflects a lack of concern for 
the deceased; (4) not take custody of or 
refuse to promptly release deceased 
remains without proper authority from 
persons capable of giving it; (5j display 
at least five adult caskets; (6J design 
display rooms in such a manner that 
consumers are able to make a private 
inspection and selection of merchandise; 


98 Tex. Rev. Gv. Stal srl. 4 S 82 b section l.T. 


and (7) explain to consumers that a 
contractual agreement for the sale of 
funeral goods and services may not be 
entered into before the presentation of 
the retail price list. 69 

Another feature in state law not 
addressed by the Funeral Rule is the 
requirement that the Board prepare and 
disseminate information to consumers 
explaining various aspects of making 
funeral arrangements and the consumer 
complaint process. Accordingly, the 
Board has published such a consumer 
information brochure. 64 

Finally, the state law requires funeral 
licensees to retain retail price lists and 
written memoranda for two years rather 
than the one year requirement imposed 
by the Funeral Rule. 66 

The Commission seeks public 
comment on how any or all of the 
protections in the state law that are not 
addressed by the Funeral Rule affect the 
level of protection provided by the state 
law. 

D. Does the State Administer and 
Enforce Effectively the State Laws? 

The final element of § 453.9 of the 
Funeral Rule concerns whether the state 
administers and enforces effectively its 
laws. StafTs state exemption guidelines 
ask states to submit sufficient 
information to show a willingness and 
ability to enforce their laws effectively. 
In this section of the notice the 
Commission has summarized 
enforcement information submitted by 
the Texas Board of Morticians. 

There are 4.222 licensees subject to 
the state law. Of these, 3,414 have both 
a funeral director’s license and an 
embalmer's license: 764 have only a 
funeral director’s license, 44 have only 
an embalmer's license. In addition, there 
are 1,093 establishments licensed by the 
Board as funeral establishments. 

Persons not licensed by the Board, such 
as those who sell prepaid or 
prearranged funeral goods and services, 
are not regulated by the Board. 

1. Staffing 

The State board of Morticians 
employs five (5) persons in the office: an 
executive secretary, an administrative 
technician, a clerk and two 
investigators. The investigators are 
dctachrd from the office and reside in 
metropolitan areas within their 
respective territories. 66 


99 Sfv? Tex. Rev. Gv. Slat art. 4582b cec(front 3 ft 
4 (itate law provisions). 

M Supra note 2, at Criterion Five. 

91 Tex Rav. Or. Stat. art. 4582b section 3.11(25). 
99 Supra note 2. at Criterion Four. 


(a) Executive Secretary. The 
executive secretary supervises the 
operation of the Board’s office and is 
responsible for its conduct The 
executive secretary also coordinates the 
duties of the clerk, administrative 
technician and the two Investigutors. 
along with the enforcement program of 
the agency. 

(b) Administrative Technician . This 
person performs technical and 
Administrativedutie9. and assists the 
Executive Secretary in directing the 
activities of the agency. 

(c) Clerk . This person performs 
"advanced clerical work” requiring 
familiarity with the lows, rules and 
regulations of the Agency. 

(d) Investigators. The Board provides 
for two investigators who are required 
to divide time between investigations 
and inspections. The staff notes thut the 
state law requires the Board to hire a 
private investigator, licensed under the 
laws of Texas, who is not regulated by 
the State Mortuary Laws. 67 However, 
according to the executive director, the 
Board has not hired such a person. 66 

2. Funding 

The Board has been appropriated 
$251,360 for fiscal year 1984 (September 
1,1983, through August 31,1864). Of this 
amount, $16,500 is for Board member per 
diem, and $23*1.660 is for other operating 
expenses. For fiscal year 1965 
(September 1,1984. through August 31, 
1985) the Board has been appropriated 
$243,610, Of that amount $16,500 is for 
Board member per diem, and $227,110 is 
for other operating expenses and capital 
outlay. In fiscal year 1901, the 
investigators used $28,519.17 in mileage 
and per diem expenses; in fiscal year 
1982 they used $35,376.82 in mileage and 
per diem expenses; and in fiscal 1983, 
they used $31,953.77 in mileage and per 
diem expenses. 66 

3 Sanctions 

Section 2.H. of the state law 
authorizes the Board to seek appropriate 
injunctive relief or to revoke, suspend, 
or place on probation any funeral 
providers for violations of the state 
funeral laws and certain other types of 
violations. In addition, the Board may 
refuse to license or admit persons to 
examination for felony convictions and 
misdemeanor convictions relating to the 
practice of embalming or funeral 
directing, licensees subject to 
cancellation or revocation must wait a 
year before they may reapply. 


9f Tax. Rav. Gv. Suit. art. 4582b aertion fttyf). 
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The Board has the power to issue 
subpoenas, subpoenas duces tecum, to 
take testimony, and to make findings 
based on sufficient legal evidence. 

According to the Board s legal 
counsel, the Board dues not have 
authority to seek civil penalties (or 
fines) against funeral providers who 
have been found in violation of state 
law. except against those found 
practicing without a proper license. 10 

In addition to the charges that the 
Hoard may bring, the attorney general is 
< mpowered to seek injunctive relief and 
civil penalties of not more than $2,000 
per violation, not to exceed a total of 
$10,000, against licensees suspected of 
fdlse and deceptive trade practices, 
under the Texas Deceptive Trade 

Art n 

Under section 5(m)(1)(A) of the 
Federal Trade Commission Act. the 
Commission may seek civil penalties in 
an United States district court against 
.my funeral provider found in violation 
of the Funeral Rule. The penalty may be 
up to ten thousand dollars ($10,000) for 
each violation. Moreover, the 
Commission, pursuant to section 13(b) of 
the Federal Trade Commission Act. may 
seek Injunctions in an United States 
district court for violations of the 
1 Mineral Rule. 

4. Allegations of Non-Enforcement 

In September 1984. the Commission 
received from Mr. Grady Baskins. Jr.. 
one of the three consumer members of 
•he Board, the results of a three-month 
investigation in which 24 funeral homes 
m Dallas and Houston were surveyed 
for compliance with the slide law. The 
survey was conducted from June to 
August 1984. Posing as a bereaved 
mnsumer, Mr. Baskins requested retail 
price lists and other price information at 
each home he visited. Of the 24 homes 
visited, or otherwise surveyed, only one 
was characterized by Mr. Baskins as in 
< ompliance with the state law. 72 

In October 1984. the Commission 
rnceived a copy of a petition that 
Consumers Union, a private nonprofit 
consumer organization, and the Gray 
Panthers, another consumer 
organization, jointly filed with the Board 
of October 11.1984* alleging that: 

1. ‘The Board has failed to ensure 
compliance by the funeral industry by 


1 •’ $<v supra note 38. 

»* TV* Bun. Code Ann. action 17 47. 
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not investigating the indications of 
substantial non-compliance contained in 
the Baskins survey”; 

Z ‘The Board has failed since 1979 to 
comply with Section 60(f) of the State 
Mortuary Laws which require the Board 
to employ at least one person who is a 
licensed private investigator under the 
laws of Texas and who is not regulated 
under the State Mortuary Laws 1 ’; 

Consumers Union and the Grey 
Panthers also requested: (1) That the 
Board initiate a statewide investigation 
into price disclosure practices of Texas 
funeral providers: (2) that the Board 
adopt a number of new state rules 
regarding funeral practices; (3) that the 
Board immediately seek alternative 
office space not associated with the 
Texas Funeral Directors Association; 
and (4) immediately withdraw the 
application for exemption from the 
FTC’s trade regulation rule on Funeral 
Industry Practices. 

On November 26,1984, the Board 
responded to the petitioners’ complaints 
and requests. 73 The Board reported: (1) 

It was unable at that time to vacate its 
current location due to its lease: (2) it 
had sent an investigator to each of the 
24 funeral establishments named in the 
Baskins survey. Most were found in 
violation of the state law (but in 
compliance with the Funeral Rule, 
according to the Board): (3) that its 
investigators had explained to the 
licensees what the state law required 
and a subsequent visit to each funeral 
establishment found all were in 
compliance with the state law; (4) that 
on September 21.1984, the Board had 
mailed to all of the 1,093 licensed 
funeral establishments a notification 
concerning the price disclosure 
requirements of state law: and (5) that it 
is seeking funding from the state to hire 
a licensed private investigator who is 
not regulated by the Board. 

5. History of Enforcement by the Texas 
Board of Morticians 

The Board has provided, in the 
petition, abstracts of the 154 complaints 
it received from consumers from 1981 
through 1983. Fifty-three were dismissed 
because the Board did not have 
jurisdiction over the subject matter. In 
the remaining 101 cases, only sixteen 
involved situations similar to those that 
are regulated by the Commission’s 
Funeral Rule. 

Thirteen of these cases involve 
allegations that the funeral provider 
failed to obtain permission to embalm. 
In nine cases no violations were found 
and in one the charges were dropped. In 


t "5crprr nntcO. 


another, a violation was found. In the 
remaining two cases, staff is unable to 
discern the disposition from the 
abstracts in the Texas petition It 
appears that in the case in which a 
violation was found, the consumer sued 
the funeral provider under the Texas 
Deceptive Trade Act. 74 The funeral 
provider has appealed the initial 
judgment and. apparently, the Board 
will file charges if the judgment is 
upheld. 

There were two cases In the Petition 
that involved an allegation of failure to 
give a retail price list. Violations were 
found in both cases. In one, the funeral 
provider was placed on a one year 
probation: in the other, the petition did 
not indicate the disposition rendered by 
the Board. 

Finally, there was one case involving 
a failure to provide a written 
memorandum. No violation was found. 

6. Recent Cases Before the Board 

The Board reported that in fiscal year 
1984 (September 1.1983 to August 31. 
1984) it received 88 complaints against 
various licensees. 74 Staff has developed 
a chart to show the types of complaints 
the Board received and its disposition of 
them. 76 Some of the 80 complaints 
involve multiple allegations. In all. staff 
counted 116 separate allegations of state 
law violations. Ten allegations were 
dismissed because the Board lacked 
jurisdiction. For 20 of the allegations 
staff was unable to discern the Board’s 
disposition from the abstract. Two cases 
are still pending, and in one case the 
Board was unable, for some reason, to 
investigate the complaint. 

Thirteen allegations involved 
practices the Funeral Rule was designed 
to address. Seven of these involved an 
alleged failure by the funeral provider to 
give a retail price list prior to entering 
into a contract with a consumer. In one 
case the Board suspended the funeral 
provider’s license for three months. In 
two cases letters of caution were sent to 
the funeral providers. Two complaints 
were dismissed; the disposition of the 
other two was not clearly stated on the 
abstract. 

Three allegations involved failures to 
give a written memorandum after the 
consumer had selected items for 
purchase One complaint was dismissed, 
hi the other two. tetters of caution were 
sent. 

The last three allegations involved 
alleged unauthorized embalming. In one 


14 hi section 17.50. 
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case the Board revoked the license of 
the funeral establishment. In the second, 
the Board suspended a license for thirty 
days. In the last, the Board sent the- 
establishment a letter of caution. 

7. Private Rights of Action 

The state law administered by the 
Board does not purport to provide the 
exclusive means for consumers to 
remedy unfair cr deceptive acts or 
practices carried out by funeral 
providers.’ 1 * * In fact* when a person files 
a complaint with the Board, the Beard 
must famish an explanation of the 


1 f Trx. R<rr Chr 8tat. «rt 45S2t> a*r.tfon XH ft 
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remedies available under the state law 
and information about appropriate state 
or local agencies with which the person 
may file a complaint. 7 * 

In addition, the Texas Deceptive 
Trade Practices Act permits consumers 
to file actions in court against funeral 
providers if they allege that they 
suffered actual damages from an unfair 
or deceptive act or practice committed 
by the funeral prmider. 79 The law 
provides for actual damages, court costs, 
attorney’s fees (if the consumer prevails) 
and possible double damages.* 0 This 
Act is intended to supplement other 


’• W Mctfcin ftOftj. 

T * Tex. Su. Code Ann. mhoa 17-50 

•• id 


remedies that the consumer may pursue 
such as. contract, tort, equity or criminal 
sanctions.* 1 

The Commission seeks public 
comment on whether the petition 
demonstrates that Texas is 
administering and enforcing effectively 
the state law. 

List of Subjects in 16 CFR Part 453 
Funerals, Trade Practices. 

By direction of the Commission. 

Emily K. Rock. 

Secretary. 
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